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PREFACE. 


Medical  Students  :  For  you  have  I  prepared  this  work  on  Electro-thent- 
peutics,  including  Electro-physiology,  Electro-pathology,  and  Electro-diagnosis. 
It  is  aimed  to  be  a  plain,  practical,  and  systematic  work.  Electricity  and 
Vitality  are  now  known  to  be  intimately  related.  It  is  an  acknowledged  fact, 
that  medical  men,  at  least,  are  not  as  familiar  with  the  links  of  that  relation- 
ship as  they  might  be,  and  should  be.  Electricity,  in  its  different  forms  and 
manifestations,  is  as  absolutely  and  minutely  concerned,  according  to  their 
respective  "laws  of  action,"  in  every  life,  with  health,  growth,  disease,  and 
struggle  for  the  recovery  from  disease,  and  in  death,  as  in  the  grand  chemistry 
of  inanimate  nature,  or  in  the  greater  and  mightier  forces  of  gravitation  and 
planetary  revolution. 

Vitality  is  more  than  Electricity.  Life  is  electro-chemistry  vitalized.  This 
greatest  force  of  nature,  \'iz..  Electricity,  which  also  holds  such  varied  and 
powerful  influences  over  life,  health,  and  disease,  does  assuredly  command  our 
more  attentive  study,  in  connection  with  other  rational  medicine. 

The  progress  of  medical  science,  during  the  past  half  century,  has  brought 
us  into  new  and  closer  relations  with  almost  all  other  departments  of  physical 
scieTice  ;  but  with  none,  however,  in  so  intimate  and  indissoluble  a  manner  as 
with  this  of  Electricity.  Hence  it  has  come  to  pass,  says  l)e  la  Rive,  that 
the  study  of  Electricity,  as  it  relates  particularly  to  medical  knowledge,  and 
practice,  has  become  an  absolutely  indispensable  study  for  every  one  who 
practises,  teaches,  or  in  any  way  cultivates  science,  and  wishes  to  be  booked 
vp  to  the  age  and  day.  So  also  of  the  trades,  arts,  and  sciences ;  —  to  the 
pharmaceutist  and  chemist,  as  well  as  the  natural  philosopher ;  to  the  dentist 
and  physiologist,  as  well  as  to  the  geologist ;  as  much  to  the  engineer  and 
artisan  as  to  the  physician ;  —  all,  all  have  electric  forces  and  phenomena  to 
deal  with,  and  consequently  each  has  need  of  becoming  familiar  with  them ; 
at  least  so  far  as  they  relate  to  the  given  trade  or  practice,  he  should  be  ena- 
bled to  interpret  them,  to  meet  them,  and  to  turn  them  to  good  account. 

The  subject  matter  of  this  work,  therefore,  embraces  more  aspects  than  one. 
It  presents  you  not  only  with  a  reliable  and  potent  class  of  remedies,  (together 
with  the  best  methods  for  using  them,)  and  fairly  opens  a  field  of  improved 
treatment  for  many  nervous  derangements  and  diseases,  but  it  also  affords 
an  instructive  phase  of  nature  in  growth,  waste,  and  repair ;  in  cause  and  cure, 
or  disease  and  remedy,  and  of  nervous  phenomena  in  pajiicular ;  thus  throw- 
ing peculiar  light  on  the  whole  range  of  the  healing  art.  Indeed,  it  appears 
to  me,  that  those  who  love,  teach,  or  have  to  do  with  the  natural  sciences,  or 

(1) 


2  PREFACE. 

who  wish  "  to  know  themselves,"  or  the  philosophy  of  our  heing,  particularly 
if  medical  men,  —  I  say,  no  such  person  can  possibly  study  this  subject  without 
the  profoundest  interest  and  substantial  improvement  Pl^ysicians,  of  all 
men,  should  be  frank  towards  each  other.  More  than  other  men,  we  are 
dependent  upon  each  other  for  facts,  from  which,  when  suflSciently  numerous, 
we  must  reason  up  to  generalization,  and  thus  slowly  discover  and  establish 
the  laws  of  nature,  as  th6  rules  of  our  ethics,  to  comprehend  life,  disease,  and 
deatL  Isolated  phenomena  or  experiments,  nay,  even  a  life-long  experience  in 
medicine,  is  worse  than  unavailing,  so  far  as  it  affects  knowledge  and  improve- 
ment, if  it  is  pursued  only  by  a  dogmatic  routine,  or  in  support  of  a  foregone 
conclusion.  Only  the  one  thing  in  that  case  is  clearly  seen ;  and  that  is,  just 
what  had  always  been  expected,  **  according  to  the  creeds  The  reasonable  means, 
or  the  successive  steps  to  the  end  obtained,  are  entirely  overlooked.  Let  this, 
therefore,  be  our  caution.  We  must  hold,  that  the  uncompromising  lessons  of 
careful  and  practical  induction  should  attend  our  every  step,  as  special  stu- 
dents in  this  interesting  but  intricate  department  of  science  and  medicine; 
for  no  conclusion  has  ever  stood  the  test  of  time,  and  gained  general  consent 
with  the  intelligent,  that  is  not  strictly  in  harmony  with  the  laws  of  nature, 
and  with  the  moral  laws  of  God. 

The  author,  being  profoundly  convinced  of  the  efficacy  of  electric  currents 
as  a  remedy,  capable  of  producing,  often,  a  radical  cure,  especially  in  nervous 
affections,  bespeaks  a  generous  and  impartial  reception  by  our  American  medi- 
cal world,  of  what  is  already  achieved  for  and  in  electro-physiology  and  electro- 
therapeutics ;  i.  e;,  as  to  what  relates,  in  a  scientific  sense,  to  the  medical  uses 
of  Electricity. 

When  Physiology  is  usually  treated  of  as  a  science,  and  presented  as  a  part 
of  the  foundation  of  a  thorough  medical  education,  then,  of  course,  it  embraces 
the  whole  organic  nature.  All  classes  of  organized  beings  and  organisms  have 
there  an  appropriate  chapter,  according  to  the  mode  of  development,  &c.  But 
here  we  give  place  to  one  grand  phase  of  physiology  and  pathology,  as  a  some- 
what new,  but  soon  to  be  realized,  indispensable  help-science  to  the  heal- 
ing art  All  medical  practitioners  may  not  wish  to  give  their  time  and  attention, 
personally,  to  the  employment  of  any  electric  apparatus ;  and  but  few  may 
wish  to  make  those  diseases  called  "  Neuralgies  "  and  **  Palsies  "  their  exclusive 
practice  ;  but  still,  no  one  member  of  an  educated  medical  profession  can  now- 
adays be  uninformed  in  normal  and  abnormal  nervo-electric  phenomena  (that 
is,  in  electro-physiology  and  electro-pathology)  without  discredit  to  himself 
and  injustice  to  his  patient 

Pathology,  young  as  it  is,  has  been  already  admitted  as  an  accredited  wit- 
ness of  very  peculiar  importance.  But  a  few  years  since,  and  we  know  that 
there  was  no  professor's  chair  for  it  in  any  of  our  medical  schools.  Now, 
who  does  not  know  that  it  is  a  very  '*  law  and  testimony  "  ?  Yet  post-mortem 
and  ocular  pathology  gives  us  but  comparatively  little  insight  into  the  devia- 
tions and  lesions  of  the  human  nervous  system.    But,  at  this  very  weakest 
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point  in  all  medical  science,  important  yet  delicate,  elaborate  and  yet  intricate 
as  it  is,  Electricity  comes  to  our  aid  and  elicits,  —  has  elicited,  certain  uniform 
phenomena,  —  already  a  '*  law  and  testimony,**  so  far  as  ascertained,  that  can 
be  derived  from  no  other  source.  Significant  &cts  like  these  do  certainly  de- 
mand of  medical  men  a  careful  attention.  Because  we  do  not  know  more, 
or  all,  is  certainly  no  good  reason  why  we  should  not  avail  ourselves  of  what  is 
already  positively  discovered.  Much  in  this  department  of  medical  research 
will  yet,  ay,  will  soon,  be  accomplished;  and  briUiant  will  be  the  achieve- 
ments. 

The  very  abridged  manner  and  immethodical  style  of  the  few  works  that  have 
appeared  in  this  country,  or  even  in  the  English  language,  on  the  medical  em- 
ployment of  Electricity,  have  never  yet  enabled  the  medical  profession  generally, 
particularly  that  of  this  country,  to  seize  upon  these  telling  facts  understand- 
ingly,  so  as  to  bring  them  to  bear  upon  clinical  practice.  On  the  other  hand, 
the  more  complete  treatises  on  physics  enter  too  much  into  detail  on  Electricity, 
in  its  own  wide  realm,  as  a  force  of  nature,  or  as  a  physical  force,  or  in  specu- 
lations upon  these,  for  persons  who  do  not  desire  to  make  this  their  particular 
object  of  labor  and  pursuit. 

A  systematic  work  on  the  medical  and  surgical  uses  of  Electricity,  containing 
clear  and  practical  directions  as  to  wherct  when,  and  "  hotc^  to  employ  Elec- 
tricity as  a  remedy,  (embracing  at  the  same  time  the  condensed  scope  of  those 
natural,  accidental,  as  well  as  artificial  electric  influences  that  aficct  life  and 
health,)  has  long  been  greatly  needed ;  and  of  late  urgently  requested  of  the 
author,  by  many  distinguished  members  of  the  most  venerable  medical  associa- 
tion in  America,  to  fill,  in  some  degree,  this  deficiency  in  our  medical  literature. 
True,  we  have  had  published  in  this  country  some  small,  yet  valued  treatises  on 
this  subject — one  by  Dr.  Gelding  Bird;  another  by  Dr.  W.  F.  Channing. 
But  these  pioneer  works  were  rather  "  evidence  and  argument,"  to  exhibit  and 
convince  of  what  has,  might,  and  would  be  accomplished  by  the  medical  uses 
of  Electricity,  rather  than  giving  any  philosophic  and  rational  expose  of  the 
methods  of  doing  it.  Therefore  what  has  been  done  by  the  agency  of  Elec- 
tricity, in  the  way  of  remarkable  cures,  empirically  or  otherwise,  if  the  modits 
operandi  is  not  also  clearly  given,  is  purposely  excluded  from  this  work.  The 
author  has  aimed  to  confine  himself  to  gleaning  from  the  highest  practical  au- 
thorities, and  the  comparing  of  these  \**ith  his  own  clinical  experiences,  then 
classifpng  and  arranging  the  subject  matter,  so  as  to  present  the  whole  range 
of  electro-therapeutics  on  a  more  systematic  and  scientific  basis. 

Perhaps  it  is  scarcely  necessary  to  add  here,  (except  to  forestall  unnecessary 
and  detracting  criticism,)  that  the  author  has  unavoidably  employed  the  ideas 
often,  as  also  the  language,  of  others.  In  a  work  like  this,  based  as  it  is  in 
natural  science,  with  a  limited  special  literature,  every  one  must  know  is  but 
the  embodying  of  the  best  of  all  high  authority,  while  but  a  portion  of  the 
whole  is  truly  original.  Our  freshest  knowledge  has  its  origin  in  the  teachings 
and  well-known  writings  of  the  world's  best  philosophers ;  which,  after  beirg 
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applied  in  this  department  of  medical  practice,  becomefl,  in  part,  but  a  modified 
transcript  of  the  originals ;  but  in  another  sense  or  part,  and  that  the  more 
practical,  there  is  conceived  to  be  a  large  share  of  origindlUy  pervading  this 
whole  work,  if  the  selecting,  classifying,  and  adapting  the  information  so  Tari^ 
ously  obtained  to  the  very  purposes  for  which  it  was  intended,  so  as  to  be  more 
practical  and  useful,  can  be  construed  as  originality.  Is  not  this,  in  fact, 
(when  we  except  accidental  discovery,)  the  true  basis  of  all  scientific  discovery 
and  originality  ?  In  fine,  the  author  has  perseveringly  labored  to  gather  what- 
ever is  known  on  this  subject,  found  in  any  language,  that  is  practical;  and 
that  from  the  highest  sources,  and  firom  first  hands.  Here  he  has  been  greatly 
favored  by  the  kindness  of  Professor  Scherb  and  Mr.  Frederick  Penard,  in  their 
readings  and  translations  out  of  the  Italian  and  German.  The  best  of  au- 
thorities have  been  consulted,  and  each  has  given  his  testimony  on  this  part  or 
that.  From  the  writings  of  Galvani,  Volta,  Humboldt,  Nobili,  Marianini, 
Matteucci,  Magendie,  Becquerel,  Marshall  Hall,  and  Faraday ;  from  De  la  Rive, 
Duchenne,  Middeldorpfi^  Remak,  Todd,  Alfred  Smee,  and  Brown-Sequard ; 
from  these  and  others  have  we  recorded  individual  researches  of  the  most  intrin- 
sic significance,  as  well  as  their  individual  opinions.  But  where  quotations  are 
made,  they  are  duly  acknowledged.  Thus  we  find  a  rich  field  of  facts  for  us, 
which  have  been  accumulating  in  variety,  and  maturing  by  corroboration  for  the 
past  half  century.  But  the  right  or  wrong  interpretation  of  these  facts,  or  their 
apparent  conflicts,  &c.,  we  must  leave  for  others  to  discuss.  Success  in  prac- 
tice, not  theory,  is  our  aim. 

A  work  of  merit,  I  feel  satisfied,  is  not  in  the  end  injured  by  criticism,  if 
fairly  done ;  but  this  is  too  much  to  be  expected  ever)-  where.  The  author, 
however,  cannot  be  surprised.  No  one  sees  so  well  as  himself  how  little  he 
feels  that  he  knows  of  the  length  and  breadth  of  this  intricate  and  extensive 
subject ;  although  he  may  be  permitted  to  add,  that  he  has  had  the  honor  and 
the  advantages  of  the  personal  instructions,  conversations,  correspondence,  and 
encouragements  of  some  of  the  most  renowned  philosophers  and  truly  expe- 
rienced "  medical  electricians  "  in  Europe ;  to  which  has  also  succeeded  a  cease- 
less tide  of  bedside  experiences,  exclusively  in  this  special  practice ;  and  that 
also  during  the  unavoidably  protracted  time  occupied  in  the  preparation  of  this 
work  for  the  press. 

But  to  the  subject  directly :  Careful  and  repeated  observations  of  Electro- 
physiologic, pathologic,  and  therapeutic  phenomena  very  soon  leads  us  to  dis- 
cover two  prominent  and  distinct  points  of  view.  One  of  these  comprehends 
the  Generid  Laws  of  Electricity,  in  this  respect ;  the  other  view  comprehends 
the  results  arising  from  the  manifestation  of  "animal  electricity'*  in  living 
bodies,  and  the  action  of  the  various  forms,  and  methods  of  application  of 
electricity,  upon  these  bodies,  and  their  native  currents.  The  &cts  and  deducs 
tions  of  the  one  require  to  be  studied,  to  understand  those  of  the  other.  Anat- 
omy and  physiology,  also,  need  to  be  viewed  through  this  medium,  as  well  as 
from  other  stand-points,  in  order  to  get  a  true  stereoscopic  view  of  the  philos- 
ophy of  life,  the  laws  of  disease,  and  the  catastrophe  of  death. 
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Under  the  fir^  division^  then,  we  must  become  familiar  with  the  different 
kinds  of  Electricity,  as  Natural  Electricity ;  also  Electricity  as  manifested  by  the 
disturbances  of  nature;  also  with  Static  and  D^-namic  electricity,  so  far  as 
they  relate  to  our  subject.  Hence  both  the  natural  and  artificial  sources  of 
electricity,  together  with  the  general  and  specific  laws  that  regulate  the  given 
transmission  of  this  subtile  agent  through  the  different  living  tissues,  in  JiecUih, 
and  in  disease^  must  be  successively  passed  in  review.  Next  comes  the  early 
history  of  the  medical  and  surgical  uses  of  electricity,  Atmospheric  and  Ter- 
restrial electricity,  with  Magnetism,  Frictional  Electricity,  Galvanic  and  Electro- 
magnetic Currents,  together  with  a  description  of  all  the  apparatus  for  conven- 
iently producing  and  regulating  the  quantity  or  the  intensity  of  currents ;  all 
of  which  must  be  clearly  exhibited  to  be  easily  understood.  This,  therefore, 
will  compose  the  first  three  Chapters  of  this  work. 

Under  the  second  division,  as  we  may  call  it,  we  need  to  become  no  less 
familiar  with  the  phenomena  of  Electro-physiology,  in  all  its  wonderful  teach- 
ings, even  from  cell-life,  electro-biology,  —  the  nervo-electric  batteries  of  human 
life,  the  effects  of  Atmospheric  Electricity,  —  up  to  Animal  Electricity,  and  the 
action  of  artificial  currents,  when  directed  for  diagnosis,  surgical  and  other 
remedial  purposes.  Diagnosis  of  diseases,  and  the  Fundamental  Rules  for 
the  rational  employment  of  electricity  in  practice,  must  be  seen  in  panoramic 
review.  Then  we  examine  the  broad  range  of  nervous  affections,  which  are 
classed  here  under  Ilypersesthesia,  as,  exalted  nervous  action,  and  painful 
affections.  And  another  large  class,  under  Anaesthesia,  as,  diminished  nervous 
action,  and  all  paralytic  affections.  Next  in  order  will  appear  the  Spasmodic 
affections,  Midwifery,  Surger)-,  Dentistry' ;  and  then  the  special  cases,  as  sus- 
pended animation,  anomalous  nervous  derangements,  in  which  some  given  form 
of  electricity,  or  particular  method  of  applying  it,  has  been  found  most  bene- 
ficial and  successful.  Such,  and  more,  will  occupy  the  seven  other  chapters  of 
this  work,  which,  as  a  whole,  I  designate  as  Electro-therapeutics,  —  all  of 
which  will  be  found  illustrated  with  ample  Cuts  of  Apparatus,  on  the  one 
part,  and  fine  Anatomical  Cuts  of  the  Nerves  and  Muscles,  &c.,  on  the  other ; 
so  as  to  be  to  the  medical  student  as  complete  a  work  on  this  whole  subject  of 
which  it  treats  as  popsil)le  with  our  present  knowledge,  or  as  can  be  found 
in  any  language.  Should  life  and  opportunity  be  granted,  the  author  proposes 
to  prepare,  at  no  distant  year,  a  second  volume,  that  shall  be  a  counterpart  to 
this  —  a  sequel,  embracing  his  clinical  experiences,  showing  not  only  the 
results  of  purely  electric  treatments,  but  also  showing  the  efficacy  of  the  electric 
seance,  in  given  cases,  when  combined ;  that  is,  simultaneously  employed  with 
the  ordinary  prescriptions  of  medicines. 

When  I  first  directed  my  entire  professional  labors  to  this  difficult  depart- 
ment of  special  medical  practice,  (after  having  been  engaged  in  the  general    i 
practice  of  medicine  for  nearly  twenty  years,)  to  speak  mainly  in  the  words  of    J 
another,  —  I  did  so  ynth  the  fullest  sense  of  their  importance,  in  two  relations :  J 
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first,  as  they  related  to  my  own  future  career  and  reputation;  second,  as 
they  related  to  the  advancement  of  the  healing  art,  and  the  immediate  relief  of 
a  no  small  class  of  otherwise  unreached,  afflicted,  and  suffering  persons.  I 
was  fully  aware  that  my  position,  my  views,  and  aims  might  excite  misappre- 
hension, because  the  hitherto  very  general  association  of  the  empirical  uses  of 
electricity,  with  quackery,  throughout  the  length  and  breadth  of  our  country, 
would  naturally  lead  to  some  erroneous  verdict,  at  least  until  my  true  position 
might  be  directly  and  definitely  defined.  For  these  reasons,  I  am  all  the  more 
happy  to  speak  for  myself  this  day,  as  regards  the  legitimate  practice  of  elec- 
tro-therapeutics. So  that,  on  the  one  hand,  in  regular  practice,  no  surgeon, 
no  oculist,  no  spinal,  or  uterine,  or  urinary  doctor,  no  orthopedist,  or  general 
practitioner  shall  imagine  that  I  wish  to  interfere  with  their  respective  posi- 
tions, for  which  they  have  especially  studied,  and  in  which  they  are  devoting 
their  lives.  On  the  other  hand,  let  no  wandering  Arab  of  a  boasting  and 
quackish  "  Electro-pathist,"  Electro-physiologist,  or  travelling  **  galvanizer,'* 
attempt  to  screen  himself,  by  using  my  name  and  address,  under  any  conniv- 
ance or  s}7npathy,  in  any  of  the  stcUes,  as  has  been  done  heretofore.  But, 
on  the  contrary,  the  author  feels  assured  that  he  is  bringing  to  those  same 
honorable  men,  who  are  engaged  in  special  practice,  through  this  department  of 
medical  literature,  and  hence  to  the  medical  profession  at  large,  in  an  availa- 
ble form,  a  tangible  class  of  remedies ;  which  are  also  of  great  importance  in 
very  many  respects,  (besides  the  general   principles  and  definite  rules  here       . 

laid  down  for  specific  purposes,)  that  every  logical  mind  will  not  fail  to  de- J 

duce  therefrom. 

But  one  word  further.  Our  art  is  one  art.  Each  branch  is  but  a  part  of  the 
whole,  and  simply,  "  e  pluribus  vnum,^^  It  is  too  late  to  be  sticklers  for  creeds  or 
isms,  for  pathies  or  systems  ;  only  let  each  be  honest  and  in  earnest  in  his  pro- 
fessional sphere.  The  author  is  desirous  that  this  should  no  longer  be  termed 
a  "  System "  of  practice,  but  merely  the  electric  remediesy  &c.,  and  that  we 
take  special  pains  to  eradicate  those  false  notions  from  the  minds  of  the  people. 

I  wish  here  to  call  particular  attention  to  the  fact,  that  almost  no  allusion  is 
made  in  this  work  to  the  simultaneous  employment  of  medicines  with  electric 
treatments.  This  is  purposely  omitted  ;  but  it  must  not  necessarily  follow  that 
it  is  to  be  omitted  in  practice,  if  we  wish  to  gain  the  greatest  possible  amount 
of  improvement  for  the  patient  in  the  least  possible  time.  Indeed,  it  will 
often  be  noticed  that  a  skilful  use  of  electric  currents  will  quicken  the  action, 
and  heighten  the  effects  of  internal  medicines.  Often,  cases  will  be  presented  I 
that  promise  success  only  in  this  way. 

Again  :  like  many  other  potent  remedies  now,  as  heretofore,  employed  in  the 
treatment  of  diseases,  electricity  is  greatly  valued  for  its  given  effects,  in  cer- 
tain cases,  by  a  small  portion  of  the  profession  who  have  thoroughly  investi- 
gated it,  among  whom  are  some  of  the  most  distinguished  names;  while 
another  portion  of  the  profession,  equally  respectable,  think  but  little  of  it ; 
and  others  there  are  who  discard  it  altogether.     But  when  it  is  shown  that  the 
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nerves,  muscles,  and  many  of  the  secretions  can  be  more  surely  and  more 
uniformly  called  into  their  natural  action  by  means  of  electricity  than  by  any 
other  known  agent,  and  that  the  degree  and  kind  of  that  effect  is  widely  dif- 
fereniy  according  to  the  form,  quantity,  or  intensity  of  the  electricity  employed, 
and  that  again  modified  <is  widely ^  according  to  the  methods  of  administering 
the  dose  at  each  seance,  it  is  to  be  ex])ected  that  the  existing  differences  of 
opinions  as  to  the  healing  power,  or  the  manageable  and  remedial  value  of 
electricity,  will  be  more  nearly  harmonized,  and  that  on  an  intelligent  basis. 

It  must  not  be  thought  certain  that  the  electric  current  exercises  an  in- 
working  influence  only  on  or  through  the  nerves  and  muscles.  It  is,  on  the  con- 
trary, my  intention  to  aid  medical  men  to  become  familiar  with  the  idea,  that 
all  textures  of  the  living  animal  body,  being  saturated,  as  they  are,  with  the 
saline  solutions  of  the  blood  and  other  secretions  of  the  animal  economy,  are 
peculiarly  accessible  to  the  chemical  and  mechanical  workings  of  the  static, 
galvanic,  and  electro-magnetic  currents ;  that  these  workings,  as  demon- 
strated by  Dr.  Robert  fiemaE^  do  appear  in  the  living  human  body,  within 
certain  limits  —  not  simply  as  dissolving  or  chemically  decomposing,  (lytic,) 
so  much  as  changing,  {catalysis ;)  thus,  in  a  degree,  causing  the  nerves  and 
muscles  to  be  so  largely  influenced,  because  of  their  plumping  up  with  more 
saline  moisture,  which,  doubtless,  enables  the  idtimate  structure  of  all  the 
organism  to  exercise  more  mobility  in  the  fine  molecules  of  their  respective 
tissues  for  performing  functional  action.  But  after  all,  to  my  own  mind,  it  is 
only  by  the  most  minute  and  slowly  maturing  experiences  in  the  analogous 
workings  of  these  currents  in  different  living  tissues,  that  insight  and  confi- 
dence can  be  obtained,  which  are  so  necessary  for  the  rational  application  of 
electric  currents  for  curing  diseases.  I  trust  this  work  will  present  a  phalanx 
of  facts,  as  well  as  many  original,  practical  directions  for  obtaining  physio- 
logical and  therapeutical  results,  that  will  be  found  worthy  of  a  candid  atten- 
tion, and  lead  on  to  fresh  researches  in  this  inviting  department  of  medical 
science. 

Finally,  the  author  of  this  work  has  aimed  by  directness,  thoroughness,  and 
extent  of  practical  research,  thus  presented  by  himself  or  by  accredited  au- 
thorities ;  by  ample  plates  of  apparatus,  and  of  anatomy ;  by  great  simplicity 
in  style,  and  freedom  from  technicalities  as  far  as  possible,  (also  by  term  Ex- 
planations,) to  present  this  whole  subject  of  Medical  Electricity  in  so  clear  and 
simple  a  manner  as  to  be  readily  understood  by  any  one  of  ordinary  intelli- 
gence ;  hoping  it  may  invite  into  this  hitherto  neglected,  but  intensely  inter- 
esting and  profitable  study  of  Electricity,  as  it  relates  to  human  life  and  health, 
to  the  cause  and  cure  of  disease,  all  ranks  of  the  medical  profession,  as  well 
as  help  to  initiate  the  younger  candidates  for  its  labors  and  its  honors,  in 
years  to  come,  to  a  still  more  rational  view  of  diseases  and  their  remedies ;  — 
to  all  of  whom,  or  whosoever  reads,  it  may  prove  an  exposition  of  this  subject 
at  once  elementary,  practical,  and  substantial. 
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HsBE,  the  author  must  acknowledge  to  "  an  agreeable  surprise."  When  this 
work  was  about  to  be  put  forth  to  the  medical  world,  the  publishers,  judging 
from  past  experience  of  the  sale  of  books  on  this  and  other  special  departments  of 
medicine,  expected  only  a  limited  sale.  Hence  the  price  per  yolimie  was  to  cover 
the  expenses.  But  a  few  months  have  elapsed,  however,  and  the  whole  edition  of 
this  large  and  expensive  work  is  disposed  of.  From  this  time,  therefore,  the  price 
will  be  reduced  twenty-five  per  cent.,  that  the  entire  medical  profession  in  America 
may  be  induced  to  investigate,  more  fUlly,  this  view  of  physiology  and  pathology, 
of  diseases  and  remedies,  and  to  avail  themselves  practically  of  its  great  power  for 
good  in  the  healing  art.  It  certainly  docs  afford  a  new  stand-point,  that  is  exceedingly 
instructive,  to  view  the  same  old  and  familiar  objects,  to  which  all  truly  professional 
eyes  are  ever  turned,  and  always  love  to  look  —  viz..  Life  in  health,  and  Life  in  dis' 
ease;  besides  showing  other  accessible  points  to  the  seats  of  some  diseases,  the  na- 
ture of  the  work  to  be  done,  and  affording  the  very  means  that  can  do  it.  Moreover, 
the  Appendix  ••  Notes  **  now  added,  being  a  very  plain  key  for  the  application  of  elec- 
tricity in  a  variety  of  cases,  must  prove  of  value  to  the  practitioner. 

Pardon  the  author  if  he  here  reiterates,  that  Electricity,  modified  as  it  can  be, 
when  produced  by  the  different  kinds  of  scientific  and  philosophical  apparatus,  can 
assuredly  be  introduced  into  the  domain  of  therapeutics  with  peculiar  confidence, 
not  as  a  specific,  applicable  in  all  cases  to  which  we  are  called,  and  without 
distinction,  but  for  certain  cases,  and  in  given  conditions,  as  a  reliable  and  pow- 
erful **  means  to  a  definite  end,"  the  effects  of  which  can  be  foreseen,  calculated, 
modified,  directed,  and  controlled  with  as  much  precision,  and  even  more  pre- 
vision, than  can  most  of  our  frequently-resorted-to  remedies. 

Professional  Brethren :  It  will  be  received  as  a  favor  by  the  author,  if  you  vnR, 
at  some  time,  forward  to  him  your  own  experience,  whether  successful  or  other- 
wise, in  the  feir  employment  of  any  form  of  electricity.  Please  state  your  cases 
clearly  and  concisely  as  possible  ;  give  the  form  of  electricity  employed,  whether 
sparks,  shocks,  aura,  or  current ;  the  kind  of  current,  whether  primary  or  sec- 
ondary ;  if  primary,  how  many  elements  ;  the  method  ;  the  electrodes  used ;  the 
direction  of  the  current ;  whether  continuous,  intermitted,  or  reversed ;  how  often, 
and  how  many  times ;  how  long  applied ;  how  often  the  seance  is  repeated,  as 
well  as  the  whole  number  of  sittings,  and  the  length  of  time  in  the  treatment ; 
the  amount  of  improvement,  or  cure,  and  how  long  confirmed ;  also,  if  I  am  at 
liberty  to  quote  you  in  some  future  revision  of  this  work. 

ALFRED  C.  GARRATT. 
Ko.  7  Hamilton  Place,  Boston,  Mass. 
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CHAPTER    I. 

NATUBAL    BLBCTBICITY. 

In  the  physical  sciences  it  is  now  assumed  that  all  bodies,  ani- 
mate and  inanimate,  contain  a  subtile  influence  which  Philoso- 
phers have  from  time  to  time  designated  as  Natural  Electricity, 
This  influence  has  two  distinct  characters.  It  is  divided  into 
these  two  parts  by  natural,  as  well  as  by  artificial  disturbances ; 
yet  is  it  subtile,  invisible,  and  imponderable.  These  divisions  are 
now  familiarly  known  as  positive  and  negative  electricities,  whoso 
tendency  is  to  coalesce,  and  form  that  equilibrium  which  we  call 
natural  electricity.  The  particles  or  molecules  of  the  one  kind, 
always  attract  those  of  the  other,  or  opposite  kind.  Tlie  mole- 
cules of  the  same  kind,  be  they  positive  or  negative,  always 
repel  their  fellows  of  the  same  order.  Althougli  ever  tending 
to  obtain  a  counterpoise  for  a  rest,  yet  as  easily  and  perpetually 
are  these  two  electricities  unbalanced,  even  so  sure  as  our  re- 
volving globe  receives  her  accession,  duration,  and  declination 
of  solar  rays.  So  also,  whatever  disturbs  any  molecule  of  matter, 
fluid  or  solid,  as  heat,  friction,  or  chemical  action,  as  also  mag- 
netism and  vitality,  liberates  active  electricity.  The  relative 
greatness  of  quantity  and  of  tension  of  the  given  electricity,  varies 
even  to  the  greatest  extreme,  according  to  its  source ;  but  its 
nature  is  always  one  and  the  same. 
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^  It  is  presumed  tliat  every  intelligent  practitioner  of  medicine, 
in  these  days,  understands  the  fundamental  Laws  of  Electricity ; 
but  the  author  makes  here  a  free  but  easy  rehearsal  of  so  much 
of  those  latas  and  conditions,  to  which  in  its  respective  forms 
Electricity  is  obedient  while  acting  upon,  or  traversing  through, 
the  different  living  tissues  of  the  human  organism,  as  will  prove 
a  sufficient  vade  mecum,  in  its  department,  for  ready  reference 
to  the  working  practitioner.  Certainly  no  conscientious  and 
high-minded  person  would  be  willing  to  attempt  to  employ  this 
powerful  agent  in  any  form  on  the  human  body,  actively,  as  a 
remedy,  and  much  less  as  a  trifling  experiment,  without  first 
being  familiar  at  least  with  the  outlines  of  its  sources,  its  prop- 
erties, its  actions,  and  its  results. 

Sources  of  Electricity, 

There  are  usually  acknowledged  three  principal  sources  of 
appreciable  Electricity ;  namely,  heat,  mechanical  friction,  and 
chemical  action.  While  inanimate  bodies  are  at  rest,  there  is 
no  appreciable  electricity  to  be  found.  The  positive  and  nega- 
tive exist  in  them  in  such  proportions,  that,  although  they  do 
not  destroy  each  other,  their  effect  is  counterbalanced,  and  their 
very  existence  is  masked.  Under  the  same  distance  and  circum- 
stance, the  attractive  power  of  the  one  is  equal  to  the  repulsive 
power  of  the  other.  This  natural  rest  of  electricity  must  there- 
fore be  disturbed,  in  order  to  produce  any  appreciable  existence 
or  action. 

The  earliest  mention  of  electricity  is  supposed  to  have  been 
by  the  Ionian  philosopher,  Thalcs  of  Miletus,  who  discovered  that 
if  a  smooth  piece  of  amber  was  rubbed  with  a  dry  cloth  it  at- 
tracted  various  light  bodies  that  w^ere  placed  near  it.  Although 
he  was  reckoned  as  one  of  the  seven  wise  men  of  Greece,  it  is 
also  recorded  of  him,  that  from  this  phenomenon  he  supposed 
that  amber  possessed  a  soul,  and  was  thus  nourished  by  the 
attracted  bodies.  This  was  at  an  early  day,  however,  for  he  died 
in  the  ninety-sixth  year  of  his  age,  about  five  hundred  and 
forty-eight  years  before  the  Christian  era.     Pliny  the  elder  also 
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speaks  of  a  hard,  violet,  or  deep-red  colored  stone,  which,  when 
heated  in  the  sun,  and  then  rubbed  with  the  fingers,  would  attract 
small  light  bodies.  We  now  know  that  when  a  piece  of  amber, 
wax,  or  glass  is  rubbed  with  a  dry  cloth  or  fur,  it  acquires  the 
property  of  attracting  light  bodies,  as  pith  balls,  or  bits  of  paper, 
because  the  friction  has  decomposed  the  natural  electricity  of  the 
amber,  or  wax,  so  that  it  has  become  "  minus,^^  as  Dr.  Franklin 
would  say,  or  resinous  and  negative^  as  it  is  now  more  famil- 
iarly termed  ;  i.  e.,  the  negative  electricity  is  thus  accumulated 
in  a  state  of  rest  in  the  rubbed,  non-conducting  body  ;  so  that  if 
now  it  is  approached  by  any  light  body,  a  law  of  electricity  is 
observed,  and  i\\b  bit  of  paper,  for  instance,  is  attracted  to  the 
amber,  and  that  neutralizes  a  given  portion  of  its  single  elec- 
tricity, but  still  adheres  to  it.  If  the  paper  were  larger,  so  as  to 
neutralize  all  the  negative  electricity  of  the  amber,  it  would 
then  instantly  leave  by  repulsion.  This  kind  is  therefore  termed 
^^frictional  electricity ^ 

A  quiet  and  simple  elevation  of  temperature,  is  also  alone  suffi- 
cient to  render  a  body  electrical  which  was  not  so  before.  This 
is  termed  heat^  or  thermo-etectricitif^  to  distinguish  it  from  pyro- 
electricity^  which  was  discovered  first  in  the  tourmaline  and  then 
afterwards  in  other  crystals  and  precious  stones  ;  also  to  desig- 
nate it  from  hydro-electricity^  which  was  a  term  early  applied  to 
voltaic  electricity,  and  which  is  the  same  as  galvanism. 

The  third  great  source  of  electricity,  then,  is  from  chemical 

action;  and  this  is  termed  dynamic  or  voltaic  electricity^  —  so 

called  after  its  distinguished  discoverer,  and  also  because  it  is  in 

currents  or  motion.     It  is,  as  just  said,  also  iavmQiX  galvanism, 

Y  But  there  are  also  two  other  important  sources  of  electricity  ;  and 

^^'  thesg^arg. magnetism,  and  the  animal  body.     These  will  severally } 

be  considered  under  their  respective  heads  ;  but  we  must  observe 
that  there  is  another  phase  of  electricity  which  we  should  notice, 
'and  that  is,  first,  electricity  at  rest,  as  accumulated  in  or  on  a 
non-conductor,  and  hence  termed  "  static  electricity,"  and  second, 
electricity  in  motion,  as  from  chemical  decomposition,  &c.,  and 
hence  termed  "  dynamic  electricity." 
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Nature  of  Electricity. 

It  is  important,  before  we  go  further,  for  us  to  form  an  idea  of 
the  properties  of  electricity,  or,  in  other  words,  of  what  electricity 
is;  at  least,  to  be  reminded  of  the  opinions  that  have  been 
formed  on  this  subject.  The  knowledge  of  these  theories,  as 
has  been  remarked,  is  absolutely  necessary  for  us,  even  were  it 
only  to  make  us  familiar  with  the  established  expressions  em- 
ployed by  writers  on  this  subject.  But  all  this  will  be  more 
fully  and  naturally  explained,  in  connection  with  the  history  of 
the  development  of  this  branch  of  science.  Here  then,  we  will 
only  stop  to  mention  certain  prominent  opinions. 

Dr.  Benjamin  Franklin's  theory  consisted  in  admitting  but 
one  single  imponderable  electric  fluids  very  subtile,  and  that  all 
the  particles  of  which  mutually  repel  each  other ;  that  each 
body  has  a  determinate  capacity  for  this  fluid  ;  that  a  body  is 
in  a  natural  electric  state  when  it  contains  as  much  as  it  ought 
naturally  to  have.  He  held  that  to  electrize  a  body  vitreously, 
is  to  give  it  more  electricity  than  it  naturally  contains ;  and 
when  so  conditioned,  the  body  is  in  the  positive  electric  state. 
To  electrize  a  body  resinously,  is  simply  to  deprive  that  body  of 
a  portion  of  its  natural  electricity,  and  then  it  is  in  a  negative 
electric  state.  So  that  Franklin's  theory  gave  rise  to  the  terms 
positive  and  negative  electricity  the  world  over.  But  his  the- 
ory of  simple /?/w5  and  ?ninw5,  just  as  he  gave  it,  cannot,  in  the 
present  state  of  the  sciences,  be  admitted. 

We   now  regard  the  two  electricities,  the  vitreous  and  the 

resinous,   as  excessively  subtile   and    imponderable   fluids   or 

influences,  each  of  which  orders  is  composed  of  particles  that 

naturally  repel  each  other,  while  the  particles  of  the  one  order 

as  naturally  attract  those  of  the  other  order ;  that  these  differ- 

I  ent  influences  or  fluids  are  able  to  travel  in  and  through  con- 

/  ducting  bodies ;  yet  as  their  fellow-particles  of  the  given  order  tend 

\  to  repel  each  other  mutually,  they  therefore,  when  on  insulating 

I         bodies,  arrange  themselves  on  the  surface  of  these,  and  remain, 

\        because  they  meet  the  dry  air,  which  being  to  them  an  insulator, 

they  can  go  no  farther.     Why  a  given  article,  as  amber  or  glass, 


> 
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is  a  non-conductor,  or  why  these  two  fluids  are  so  restrained  in 
their  movements,  until  they  accumulate  to  a  given  degree,  wc 
cannot  further  explain,  than  to  attribute  this  to  their  being  held 
by  the  peculiar  particles  of  these  bodies ;  but  that  when  these 
two  influences  —  positive  and  negative  —  do  unite  by  virtue  of 
their  mutual  attractions,  they  then  become  one  natural  electricity, 
which  is  neutral,  the  relative  action  and  influence  of  which  is 
insensible.  Such  are  the  more  modern  and  commonly  received 
views,  which  are  indeed  based  upon  the  celebrated  "  Symmer^s 
two-fluid  theory y  '  ) 

M.  De  la  Rive,  however,  says,  "  We  may  for  the  present  say        ^ ; 
it  is  very  probable  that  Electricity,  instead  of  consisting  of  one,  ) 

or  of  two  special  fluids,  sui  g-eneriSj  is  nothing  more  than  the  \ 

result  of  a  particular  modification  in  the  state  of  bodies,  which 
modification  probably  depends  on  the  mutual  action  exercised 
on  each  other  by  the  ponderable  particles  of  matter,  and  the 
subtile  fluid  that  surrounds  them  on  eveiy  side." 

Ther  mo-Electricity. 

Prom  the  earliest  times  philosophers  observed  that  heat  facili- 
tated the  development  of  electricity,  particularly  if  it  was  at- 
tended with  friction,  and  on  uisulating  bodies.  M.  Becquerel 
lays  down  as  fundamental,  that  the  propagation  of  heat,  at  least 
in  a  metal,  is  always  attended  with  a  liberation  of  electricity, 
and  that  the  current  is  from  the  heated  end  towards  the  colder 
end  of  the  bar.  Thermo-electric  currents  arc  )iot  instantaneous^ 
like  those  of  induction,  and  for  that  reason  thermo-electricity  is 
not  calculated  for  the  production  of  electric  currents,  except  in 
particular  cases,  as  where  we  are  more  concorned  in  studying  the 
effects  of  dynamic  electricity,  than  in  producing  effects,  or  de- 
termining the  laws  of  its  propagation.  The  thermo-electric  pile 
of  Nobili,  formed  at  first  of  only  six  dry  pairs  of  bismuth  and 
antimony,  has  been  greatly  multiplied  and  improved,  so  that  it 
now  constitutes  one  of  the  most  sensitive  and  delicate  means 
known  for  appreciating  differences  of  temperature.  M.  Melloni 
improved  this  by  composing  a  pile  of  some  fifty  small  and  slender 
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bars  of  bismuth  and  antimony  of  about  two  inches  in  length,  so 
soldered  together  alternately  and  folded  back  and  forth  upon 
itself,  as  to  form  a  very  small  compact  cube,  or  block,  by  means 
of  insulating  wax,  or  shellac,  for  filling  the  vacancies  between 
the  bars,  which  must  touch  only  at  their  solderings. 

The  two  extreme  ends  of  this  sort  of  folded  chain,  the  one  of 

bismuth  and  the  other  of  antimony,  which  are 
the  poles  of  the  pile,  connect,  by  two  short  bits 
of  ordinary  insulated  copper  conducting  wire, 
with  the  two  extremities  of  a  multiplier.  The 
Kg.  1.  two  studs  pass  through  a  piece  of  ivory,  or 

glass,  fixed  upon  a  metal  ring,  which  receives  the  thermo-electric 
block,  and  may  bo  furnished  with  a  pivot,  or  a  hinge,  by  means 
of  a  piece  attached,  and  so  allow  the  axis  of  the  pile  to  be  placed 
hanging  in  any  direction.  The  face  of  this  instrument,  that  we 
now  wish  to  be  kept  at  an  ambient  temperature,  must  be  covered 
with  a  finely-polished  metal  shield,  which  so  envelops  it  as  not 
to  touch  it ;  while  care  must  be  taken  to  blacken  the  terminal 
faces  of  the  pile,  which  is  to  be  uncovered  and  turned  directly 
facing  the  source  of  the  heat,  or  cold,  that  is  to  be  tested.  The 
nice  sensibility  of  this  apparatus,  small  and  exceedingly  simple  as 
it  is,  we  learn  from  M.  De  la  Rive,  is  such,  that  if  the  uncovered 
face  of  this  little  pile  is  turned  towards  a  person  who  stands  at  a 
distance  of  even  twenty-five  feet,  the  deviation  of  the  needle  of 
the  multiplier  detects  the  emanation  of  the  radiant  heat  of  that 
person,  and  shows  the  evidence  to  all  who  behold !  By  this 
marvellously  delicate  instrument,  MM.  Nobili  and  Melloni  were 
enabled  to  discover  the  presence  of  heat  even  hi  insects  —  in 
phosphorescent  bodies,  and  under  many  circumstances  where  it 
could  not  be  detected  by  any  other  known  means. 

M.  Becquerel  has  taught  us  to  make  use  of  thermo-electricity 
for  the  measurement  of  the  temperature  of  the  different  tissues 
of  the  human  body,  by  preparing  mixed  metallic  needles  of  a 
diameter  of  less  than  a  twentieth  of  an  inch,  which  are  used 
simply  by  introducing  them  as  we  do  acu-puncture  needles. 
Then,  if  we  compare  thoroughly,  yet  very  carefully,  all  the  phe- 
nomena in  which  heat  and  electricity  are  concerned  together,  we 
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every  where  discover  molecular  influence  becoming  very  manifest ; 
the  passage  of  the  artificial  electric  current.^  by  increasing  the 
polarity  of  the  atomsy  exalts  their  vehcity  of  rotation^  and  this 
again  increases  their  individtml  electric  polarity.  The  idea  thus 
put  forth  by  M.  De  la  Rive,  and  Dr.  A.  Smee,  that  atoms  have 
an  electric  polarity,  which  they  owe  to  a  more  or  less  rapid 
motion  by  rotatipn,  leads  us  to  think  that  if  this  facility  for  actual 
increase  of  rotation  is  truly  augmented  also  by  moderate  heat, 
and  at  the  same  time  it  exalts  their  electric  polarity,  we  may,  in 
some  measure,  and  I  think  in  a  very  satisfactory  manner,  account 
for  what  takes  place  in  living  bodies,  as  electro-calorific  phe- 
nomena, since  this  applies  mostly  to  moist  tissues  or  fluids. 

Static  Electricity. 

It  is  true  that  natural  electricity  is  at  rest,  because  it  is  neu- 
tral ;  but  this  is  not  what  is  meant  by  static  electricity,  although 
it  also  refers  to  an  electricity  at  rest.  But  where  the  natural 
electricity  of  bodies  has  been  decomposed,  as  by  friction,  heat, 
or  decomposition,  then  there  is  a  separation  of  the  positive  and 
negative,  the  one  occupying  a  given  locality,  and  the  other 
another,  in  a  state  of  accumulation  and  rest,  as  on  insulated  and 
non-conducting  bodies.  This  state  is  also  called  electric  tension. 
Hence,  when  the  electricity  that  is  produced  by  the  friction  elec- 
trical machine  is  spoken  of,  in  connection  with  medical  practice, 
we  always  designate  it  as  static  electricity.  This  form  of  elec- 
tricity, above  all  other  forms,  exercises  the  most  remarkably 
attractive  and  repulsive  powers,  even  at  a  distance.  But  the 
energy  of  these  properties  are  in  proportion  to  the  tension  and 
distance.  The  neutralization  of  these  two  electricities  is  usuallv 
instantaneous  and  by  a  spark  or  shock.  The  neutralization  can 
take  place  slowly  and  imperceptibly,  as  through  imperfect  con- 
ductors. The  quantity  of  frictional  or  static  electricity  is  always 
relatively  small,  but  it  possesses  the  highest  degree  of  tension. 
For  this  reason  it  is  easy  to  draw  very  brilliant  sparks  from  the 
electrical  machine,  while  large  and  powerful  series  of  galvanic 
batteries,  which  furnish  an  enormous  quantity  of  electricity,  (but 
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of  less  relative  tension,)  will  produce  only  the  least  spark. 
Now,  if  these  two  kinds  of  electricities,  i.  e.,  positive  and  nega- 
tive, be  constantly  renewed,  there  will  likewise  be  a  continuous 
neutralization,  either  through  the  air  as  a  fine  succession  of 
sparks,  or  through  a  conductor  in  contact.  The  essential  dif- 
ference between  a  discharge  of  electricity,  and  a  current  of  elec- 
tricity, as  they  relate  to  physiology  and  therapeutics,  will  be 
plainly  delineated  in  this  work.  I  will  only  mention  here,  that 
a  discharge  or  shock,  although  it  produces  a  number  of  other 
powerful  effects,  has  almost  no  chemical  effect  and  no  influence 
on  the  magnetic  needle,  whilst  all  currents  of  electricity  are  able 
to  accomplish  both. 

We  find  that  we  can  produce  electricity  instantly  and  con- 
fstantly ;  but  the  accumulation  of  electricity  is  a  matter  of  time. 
And  here  I  must  remind  you  of  an  electric  law  that  is  not  so 
known,  or  else  is  more  generally  forgotten  ;  and  that  is,  that  one 
of  the  electricities  by  friction  is  never  liberated  without  the 
other  or  opposite  electricity  being  equally  so,  and  that  in  the 
same  proportion.  I  mention  this  as  a  particular  reminder,  be- 
cause a^roviaon  must  for  this  reason  be  always  made  for  the 
escape  (as  for  instance  to  the  earth)  of  the  electricity  we  do 
not  want,  in  order  to  obtain  freely  and  largely  that  other  kind 
which  we  do  want.  Tliis  law,  first  laid  down  by  M.  Wilke,  ap- 
plies also  to  other  forms  of  electricity,  but  all  the  more  distinc- 
tively in  this,  where  one  only  of  the  electricities  is  collected, 
as  for  instance  when  highly  charging  the  Leyden  jars.  True, 
Faraday  caused  two  bands  of  flannel  to  be  rubbed  against  each 
other  crosswise,  and  thus  both  were  rendered  negative.  But 
this  is  an  apparent  exception,  although  it  can  be  explained. 

Finally,  we  are  taught  that  the  kind  of  electricity  that  is  de- 
veloped upon  a  body  does  not  depend  solely  upon  the  nature  of 
this  body,  but  likewise  upon  that  of  the  substance  with  which  it 
is  acted  upon,  or  rubbed,  as  one  electricity  is  never  developed 
without  its  opposite ;  and  either  of  these  may  prefer  to  accumu- 
late on  the  one  or  other  body.  There  is  not,  therefore,  an  iden- 
tity between  the  electricity  that  glass  acquires  by  friction,  and 
^vhich  we  call  vitreous,  and  that  which  wax  acquires,  and  which 
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is  termed  resinous,  since  on   each  of  these  bodies,  although 
electrized  in  the  same  manner  as  exactly  as  possible,  the  effect 

of  the  former  is  repulsive^  and  that  of  the  latter  is  attractive, 

As  experiments  teach  us  that  all  bodies  in  nature  upon  being  [ 
rubbed  acquire  one  or  the  other  of  these  two  electricities,  the  ^ 
following  law  is  deduced  :  — 

1.  That  there  is  an  attraction  between  two  bodies  electrized, 
the  one  as  by  glass,  the  other  as  by  wax. 

2.  That  there  is  attraction  between  an  electrized  body  and  a 
body  that  is  not  so. 

3.  That  there  is  a  repulsion  between  two  bodies  that  are  elec- 
trized by  the  same  source  of  electricity,  and  consequently  if  pos- 
sessed of  the  same  kind  of  electricity,  whether  that  be  positive 
or  negative. 

Dynamic  Electricity. 

While  the  naturalization  of  an  appreciable  electricity  is  being 
brought  about,  either  through  the  air  as  a  spark,  or  invisibly 
through  a  conductor,  it  is  said  to  be  in  a  dynamic  condition,  for 
it  is  moving.  This  term  is  therefore  applied  to  all  electricity  in 
motion^  as  where  the  positive  and  the  negative  arc  supposed  to 
be  travelling  towards  each  other  through  a  conductor,  and  consti- 
tuting a  current,  and  at  the  same  time  neutralizing  each  other. 
This  denomination  includes  therefore  all  electricities  that  are 
not  included  in  the  denomination  of  static^  as  before  mentioned ; 
but  we  must  here  except  natural  electricity. 

The  dynamic  state  of  a  given  electricity  may  be  only  instarir 
taneovs,  or  it  may  be  more  or  less  continuous.  It  is  instantaneous 
when  there  is  an  electric  discharge^  and  consequent  neutralizar 
tion  of  the  accumulation  ;  or  it  is  continuous  where  there  is  a 
source  of  constantly  renewing  supply,  as  through  a  closed  con- 
ductor of  a  battery,  and  this  is  termed  the  continuous  dynamic 
condition,  or  ^/^c/nc  current;  and  hence  we  say  that  the  con 
ductors,  and  whatever  body  is  included  between  the  poles  of 
those  conductors  of  a  battery,  arc  traversed  by  a  current.  And 
here  lies  the  gist  of  the  whole  matter :  the  works  that  can  be 
accomplished  betyreen   these   two   tips  of  wires,  called  poles^ 
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already  telegraphiug  nations  with  a  harmony  of  intelligence, 
besides  performing  every  day  a  thousand  other  useful  works, 
must  also  be  brought  to  the  aid  of  our  enfeebled  bodies,  or  de- 
ranged nervo-telegrapli  systems,  to  vivify,  to  restore  communi- 
cation, to  clear  them  of  their  debris,  and  enable  them  again  to 
regulate  their  more  normal  and  constantly-renewing  supplies. 

rWe  find  also  the  general  principle,  that  every  disturbance  im- 
pressed upon  a  body  —  and  this  peculiarly  applies  to  the  living 
'         human  body  —  from  which  arises  any  change,  or  even  the  slight- 
est disturbance  in  the  state  of  its  molecular  equilibrium  in  any 
department,  is  strictly  accompanied  by  a  like  production  of  elec- 
tricity, which  is  manifested  more  or  less  according  to  the  phys- 
(^       ical  and  chemical  condition  of  the  body  so  disturbed. 
/  To  sum  up,  then,  we  arc  able  to  show  a  rigorous  principle  that 

is  now  fairly  demonstrated,  viz.,  that  not  only  friction  and  heat, 
but  also  every  sort  of  mechanical  and  chemical  action  which 
disturbs  the  minutest  particles  of  the  human  organism,  becomes 
the  producer  of  electricity  in  that  body ;  which,  in  the  living  body, 
we  see  manifested  through  the  nervous  media  —  first,  for  healthy 
function;  second,  for  diseased  action.  In  health,  and  within 
certain  bounds,  electricity  does  not  accumulate  in  the  body,  nor 
yet  does  it  greatly  diminish,  as  occurs  in  disease,  because  the 
two  electricities  for  the  most  part  tend  to  recompose  to  a  balance, 
and  so  become  quiet ;  yet  at  the  same  time  the  same  process  is 
continually  succeeding.  Indeed,  we  are  enabled  to  prove  by 
direct  and  conclusive  test,  as  by  the  aid  of  a  sensitive  galvanom- 
eter multiplier,  that  every  minutest  chemical  action  gives  rise  to 
an  electric  current.  This  action  may  be  that  of  a  liquid  upon  a 
solid,  or  upon  two  solids,  or  of  two  liquids  upon  each  other,  or 
of  a  gas  in  connection  with  any  of  these,  under  certain  condi- 
tions, or  it  may  be  that  peculiar  action  which  characterizes  all 
the  phenomena  of  slow  or  rapid  combustion.  But  all  this  will 
be  more  clearly  illustrated  in  Electro-physiology. 


\ 
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ATMOSFHEBIC    ELECTBICITY. 

A  little  over  one  hundred  years  ago  Dr.  Benjamin  Frank- 
lin, the  illustrious  native  of  Boston,  Massachusetts,  first  of 
all  obtained  the  proof  that  the  lightning  and  thunder  of  the 
clouds,  are  due  to  electricity  alone,  and  are  indeed  the  same  as 
electricity  artificially  produced  by  means  of  friction  accumu- 
lated and  discharged  by  the  Leyden  jar.  True,  this  was  strongly 
conjectured  in  all  those  years,  as  indeed  it  had  been  by  the 
Romans  for  centuries  before,  but  no  one  could  prove  it.  In 
physics,  it  is  experiment  and  demonstration,  first  and  alone,  that 
can  decide.  Therefore  our  Franklin  resolved  to  send  into  that 
region  of  thunder,  and  bring  to  earth  a  spark  of  evidence^  wliich 
he  actually  accomplished  in  1752,  by  means  of  his  famous  kite. 
And  this  proved  a  satisfactory  answer.  By  it  the  learned 
world  was  truly  electrified.  New  interest  every  where  burst 
forth  in  this  field  of  natural  science.  At  once,  from  the  city  of 
Mexico  to  Moscow  and  St.  Petersburg,  kites  wei^  flying  in  the 
service  of  philosophy.  Other  effective  means  were  also  soon 
devised  to  witness  this  then  new  and  extremely  interesting  phe- 
nomenon. M.  de  Romas,  in  June,  1753,  raised  his  kite  for  this 
purpose,  with  a  very  fine  copper  wire  inlaid  through  the  whole 
length  of  the  kite-string ;  and  thus  he  obtained  most  wonderful 
eflFects.  It  is  said  that  ho  drew  from  the  kite,  which  was 
thrust  high  into  the  midst  of  the  shower  clouds,  sparks  or  streaks 
of  lightning  from  ciglit  to  ten  feet  long,  and  one  inch  in  diam- 
eter. Notwithstanding  his  precaution,  in  using  large  glass  insu- 
lators, with  which  to  hold  the  kite-string  while  experimenting, 
he  was  knocked  down  by  a  shock,  but  was  not  killed.  Professor 
Richmann,  of  St.  Petersburg,  however,  erected  a  tall  iron  rod 
for  the  same  purpose,  and  during  a  thunder  storm  it  led  a  bolt 
of  lightning  into  his  house.  The  rod  not  being  well  connected 
with  the  ground,  or  perhaps  not  at  all,  as  he  stooped  down 
to  watch  the  experiment  at  the  bottom  of  the  rod,  and  near  the 
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floor,  he  was  struck  in  his  head  and  killed  instantly.  Lightning 
and  thunder,  then,  is  but  a  simple  discharge  of  electricity,  only 
on  a  large  and  magniflcent  scale. 

(Jlovds. 

We  may  notice,  without  the  weather  being  decidedly  stormy, 
that  the  very  presence,  in  the  otherwise  serene  atmosphere,  of  a 
small  or  thin,  fine  cloud,  or  of  the  fall  of  a  few  drops  of  rain,  or 
a  few  flakes  of  snow,  is  sufficient  to  modify  the  normal  state  of 
electricity  in  the  air.  But  this  is  far  from  possessing  the  im- 
portance that  results  from  the  existence  of  a  storm,  a  dense  fog, 
or  thunder  and  lightning,  with  wind,  rain,  hail,  or  snow. 

The  mere  formation  of  a  single  cloud,  or  of  the  slightest  fog, 
is  accompanied  with  a  sensible  disturbance  of  the  electric  state 
of  that  stratum  of  air  in  which  this  formation  takes  place.  The 
aqueous  vapor  with  which  the  atmosphere  is  always  more  or  less 
saturated,  being  usually  invisible,  becomes  in  the  clouds  and 
fogs  visible  ;  and  we  know  that  their  globules  are  so  many  small 
spherical  balloons,  in  which  a  small  capsule  or  pellicle  of  water 
serves  as  an  envelope  to  the  interior  air,  which  is  polarized.  We 
have  only  to  place  an  electroscope  in  the  middle  of  a  cloud,  or 
fog,  when  driven  by  the  wind,  and  we  see  how  greatly  the  di- 
vergence of  the  needle  varies  with  the  passage  of  the  successive 
flakes  of  denser  portions  of  the  fog  or  cloud. 

Now,  to  understand  in  some  degree  those  wonderful  electric 
phenomena  of  clouds  over  and  about  us,  and  which  are  so  full 
of  meaning,  it  is  well,  and  indeed  necessary,  to  be  more  familiar 
with  the  individualities  of  each  of  the  globules  of  which  tliey  arc 
composed.  But  this  must  not  be  entered  upon  here.  I  will  only 
remind  you,  that  the  globules  themselves  are  grouped  by  small 
flakes,  which  have  their  limits  and  their  spheres  of  action,  much 
like  the  globules  themselves ;  the  small  flakes,  by  grouping,  con- 
stitute the  large  flakes ;  the  latter  group  and  foito  Mamillce;  a 
certain  number  of  these  again,  by  their  reunion,  form  a  Cloudlet; 
and  the  cloudlets  marshal  by  a  law  into  given  definite  clouds  ; 
and  these  again,  grouping  as  so  many  individual  and  definite 
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clouds,  thus  result  in  a  Cumulus ;  and  several  cumuli  organize 
into  a  Nimbus. 

Then,  again,  the  clouds  themselves,  if  we  except  the  invisible 
clouds,  are  distinguished  as  three  grand  species  or  kinds :  the 
drrij  which  have  the  appearance  of  loose  filaments,  and  fly 
the  highest;  the  Cumuli^  which  are  less  elevated,  have  a 
rounded  appearance,  and  form  the  large  clouds  which  we  see 
usually  accumulated  or  formed  at  the  horizon,  and  which  we 
fancy  so  resemble  the  gorgeous  sight  of  distant  mountains  when 
covered  with  snow  and  sunshine ;  or  as  if  the  looming  and  ap- 
proximating of  the  very  land  of  Beulah.  The  next  are  the  Stratose 
clouds,  which  are  horizontal  and  parallel  stripes,  or  bands,  form- 
ing at  sunset,  and  disappearing  again  between  break  of  day  and 
sunrise.  We  observe  that  when  the  Cumuli  are  piled  up,  and 
become  quite  dense,  they  then  pass  into  the  compound  state  of 
Cumulo-stratuSf  which  themselves  shortly  after  pass  into  the  state 
of  Nimbiy  or  true  rain  clouds.  These  latter  are  distinguished 
by  their  imiform  gray  tint,  with  fine  fringe  edges ;  this,  how- 
ever, soon  passes  into  the  uniform,  undefinable,  and  extensive 
Storm  ClovdSy  which  are  peculiar  for  being  without  visible  edges. 

Thunder  clouds  are  usually  formed  during  the  heat  of  sum- 
mer days,  from  the  occurrence  of  a  rapid  condensation  of  the 
vapor  with  which  the  atmosphere  is  then  saturated.  When  this 
watery  vapor,  or  evaporation  from  the  earth's  surface,  reaches 
an  elevation  where  the  condensing  power  of  cold  (magnetism  ?) 
is  sufiicient  to  overcome  the  repulsive  force  of  the  electricity 
that  attends  the  vapor,  then  thunder  clouds  are  speedily  formed, 
and  the  electricity,  like  latent  heat,  becomes  sensible  in  the  con- 
densed vapor  of  that  cloud.  As  the  earth  is  the  great  reservoir 
of  electricity,  so  is  evaporation  the  principal  and  perpetual  agent 
in  conveying  oflF  the  earth's  surface  electricity  so  abundantly  to 
and  throughout  the  upper  strata  of  the  atmosphere.  The  evap- 
oration of  the  earth's  moistures  is  too  extensive  to  be  computed 
and  comprehended,  and  yet  it  is  this  mighty  force,  that,  particle 
by  particle,  carries  oflF  and  up  to  the  sky  such  prodigious  quan- 
tities of  electricity,  which  particles  themselves  are  rendered  all 
the  more  volatile  by  the  self-repellent  eflFects  of  the  minute  po- 
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larized  electricity  which  they  severally  contain.  As  these  minute 
globular  particles  increase  in  density  and  extent,  the  tension  of 
their  free  electricity  becomes  greater,  until  this  speedily  reaches 
such  a  degree  as  to  overcome  the  resistance  of  the  non-conduct- 
ing air,  when  a  discharge  of  lightning  takes  place,  either  to  the 
earth  or  to  some  other  cloud  less  charged. 

Thunder  clouds  are  often  negative  in  regard  to  each  other,  as 
also  in  regard  to  the  earth  ;  in  that  case  the  lightning  is  seen  to 
leap  from  one  to  the  other,  until  the  equilibrium  is  nearly  or 
quite  restored  between  them.  But  it  is  the  new  and  isolated 
thunder  clouds,  those  which  form  so  rapidly  from  vapor  con- 
densed by  the  violent  meeting  of  very  warm  and  very  cold  cur- 
rents of  air,  that  present  the  highest  degree  of  electric  excite- 
ment, and  exhibit  the  most  terrific  electric  phenomena.  A^  the 
thunder  storm  and  shower  clouds  now  approach,  the  flaky 
portions  of  these  clouds  are  observed  to  be  in  the  greatest  com- 
motion by  a  whirling  and  flying  of  various  detached  portions, 
and  a  scudding  of  other  fragments  to  other  denser  portions,  as 
if  to  find  an  adjustment —  the  whole  having  a  dismal,  dark,  or 
black  and  threatening  aspect,  which  are  instantly  and  fearfully 
augmenting ;  and  then  comes  the  blazing  of  frequent  discharges 
of  lightning,  followed  by,  or  almost  simultaneous  with,  crash- 
ing peals  of  terrific  thunder,  and  that  with  torrents  of  rain. 
These  thunder  clouds,  then,  may  be  regarded  as  a  huge  pano- 
rama of  electric  batteries  suspended  in  the  sky  and  insulated 
merely  by  the  surrounding  air. 

Thus  prodigious  quantities  of  electricity  are  restored  to  the 
.  earth's  surface  again  by  the  lightning  and  the  falling  snow  or 
rain.  But  M.  De  la  Rive  believes  that  a  still  greater  quantity 
of  electricity  from  the  higher  regions  of  atmosphere  returns 
to  the  earth  at  the  magnetic  poles.  Thus  the  quantities  of  elec- 
tricity which  pass  into  the  air  in  all  the  equatorial  and  temperate 
regions,  flow  through  the  air  in  currents  towards  the  north  and 
south  poles,  and  are  there  discharged  into  the  earth  at  and  about 
the  magnetic  axes ;  and  from  thence  flow  through  the  earth  back 
again  towards  the  equator,  for  reestablishing  the  equilibrium. 

This  philosopher  believes  that  such  a  process  accounts  for  the 
beautiful,  but  often  pain-nttending  phenomena  of  the  aurora  bo- 
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realis,  Tlie  gentle  flashes  and  streamers  of  auroral  light,  ho 
thinks,  are  caused  by  the  passage  of  unusual  quantities  of  elec- 
tricity from  the  regions  above,  to  the  negative  pole  of  the  earth. 
But  that  this  is  also  connected  with  the  magnetism  of  the  earth, 
is  quite  as  evident  from  the  fact  that  the  magnetic  needle  is  found 
to  be  more  or  less  affected  by  the  north,  or  perhaps  the  south 
currents, during  these  gorgeous  dissolving  views  of  auroral  exhi- 
bition. The  irregular  and  augmented  action  of  the  electro-mag- 
netic telegraph  during  some  days,  causes  registers  to  operate 
as  if  in  contact  with  a  powerful  battery,  and  thus  gives  the 
signal  of  this  as  yet  unseen,  but /eft,  atmospheric  phenomenon, 
which  is  usually  verified  in  the  evening  by  the  appearance  of 
the  halo  and  streamers  of  an  aurora  borealis. 

This  is  admirably  demonstrated  by  causing  one  of  the  poles  of 
a  straight  magnet,  that  connects  with  the  moist  earth,  to  enter 
the  glass  globe  of  an  air-pump.  Above  and  around  the  upper 
end  of  this  magnet  is  placed  a  metallic  circle.  Now,  upon 
removing  the  air  from  the  globe,  and  charging  the  circle  with 
the  electric  machine,  there  appear  the  halo  of  dim  light  and 
the  streamers  of  a  miniature  aurora. 

Meteorolog-i/. 

It  is  profitable  and  interesting  to  know  in  this  connection,  that 
Meteorological  observations  have  now  become  multitudinous. 
These,  conducted  by  so  many  scientific  persons,  and  in  so  great 
a  number  of  countries,  as  well  as  under  so  great  a  variety  of 
circumstances,  and  that  for  so  many  successive  years,  appear  to 
us  calculated  to  inspire  the  greatest  confidence,  so  far  as  the 
facts  are  agreed  upon.  The  following  table,  formed  by  the  dis- 
tinguished De  la  Rive  in  1858,  has  made  manifest  the  following 
concise  results :  — 

1.  Wliatever  the  state  of  the  sky  may  be,  the  electricity  of  the 
air  presents  a  maximum  or  greatest  tension  in  January,  and 
a  minimum  or  least  tension  towards  the  summer  solstice. 

2.  The  difference  between  the  maximum  and  the  minimum  is 
much  more  sensible  during  serene  weather,  than  it  is  during 
cloudy  weather. 
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8.  During  the  different  months,  generally,  the  electricity  of 
the  air  is  more  powerful  when  the  sky  is  serene  than  when  it  is 
cloudy,  excepting  towards  the  months  of  June  and  July,  when 
tlie  electricity  attains  its  maximum ;  the  value  of  which  is  nearly 
the  same,  whatever  be  the  state  of  the  sky. 

Thus,  setting  out  with  these  views,  the  electricity  of  the  at- 
mosphere during  a  serene  sky  exceeds  the  electricity  observed 
during  a  cloudy  sky,  and  so  much  the  more  as  we  approach 
nearer  to  January.  In  this  latter  month  the  ratio  is  more  than 
four  to  one.  Now,  this  powerful  atmospheric  electric  intensity, 
during  the  serene  sky  of  winter,  is  a  very  remarkable  circum- 
stance. This  has  been  again  and  again  proved  by  philosophers, 
who  have  been  especially  engaged  in  observing  the  phenomenon 
of  atmospheric  electricity,  but  who  appear  to  give  it  a  less  rela- 
tive value. 

Storms. 

Mr.  Quitman  has  collected  tables  of  observation  made  during 
extraordinary  circumstances,  such  as  in  times  of  snows,  rains,  and 
fogs.  He  finds  that  under  certain  conditions,  a  powerful  electric 
atmosphere  obtains  at  the  approach  of  a  rain  storm,  and  after  a 
rain  storm,  which  is  sometimes  positive  and  sometimes  negative. 
The  electric  intensity  observed  during  fogs  has  a  mean,  the  same 
as  that  obtained  during  snows,  and  is  not  much  influenced  by 
the  time  of  season.  The  value  of  electricity  observed  during  a 
tranquil  rain,  differs  very  little  from  the  mean  taken  in  the 
course  of  the  whole  year.  Tiie  electricity  of  the  air  estimated 
at  an  elevation  always  the  same,  suffers  a  diurnal  variation, 
which  generally  shows  two  maxima  and  two  minima;  and  these 
are  displaced  according  to  the  different  epochs  of  the  year.  The 
first  happens  before  8  o'clock  in  the  morning  in  the  summer, 
and  at  about  10  A.  M.  in  the  winter.  The  second  maximum  is 
after  9  P.  M.  in  the  summer,  and  about  6  P.  M.  in  winter.  The 
day  minimum  is  found  to  be  about  3  P.  M.  in  summer,  but  near 
to  1  P.  M.  in  winter.  The  night  minimum  is  as  yet  not  so 
exactly  obtained. 

Observations  accurately  taken  at  all  even  hours  Greenwich 
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mean  time,  and  that  unceasingly  for  three  years  in  succession,  — 
during  the  nights  as  well  as  days,  —  shows  that  the  tension  of 
atmospheric  electricity  is  at  its  minimum  at  2  A.  M.  Setting  out, 
then,  from  this  hour,  and  we  find  the  tension  increases  more 
rapidly,  so  that  its  value  at  8  A.  M.  becomes  almost  double  of 
that  at  6  A.  M. ;  but  from  tliis  hour  the  increase  becomes  more 
gradual  again  until  10  A.  M.,  the  period  of  the  first  or  morning* 
maximum.  Now,  again  setting  out  from  this  last-named  hour, 
the  tension  declines  gradually  until  4  P.  M.,  a  period  at  which 
its  value  is  only  slightly  superior  to  that  of  8  A.  M.  This 
second  minimum  is  called  by  the  French  philosopher  De  la  Bive 
the  diurnal  minimum,  to  distinguish  it  from  the  nocturnal  mini- 
mumj  which  takes  place  at  2  o'clock  in  the  morning.  After  that 
hour  (4  P.  M.)  the  tension  increases  rapidly^  until  8  P.  M.,  and 
after  a  slight  further  rise  until  10  P.  M.,  —  the  period  of  the 
principal  or  evening  maximum,  —  when  the  ascending  march  of 
the  electric  tension  is  terminated.  The  evening  maximum  is 
very  notably  superior  to  that  of  the  morning,  or  say  at  about 
10  o'clock.  Between  10  in  the  evening  and  midnight,  the  ten- 
sion of  atmospheric  electricity  is  decreased  almost  to  the  value 
of  the  diurnal  minimum.  It  is  occasionally  observed  on  the 
same  day  that  where  the  instruments  mark  150°  to  200°  at  the 
morning  maximum,  it  runs  down  during  the  day  so  as  to  show 
only  3°  to  4P  at  the  afternoon  minimum  ;  but  it  usually  happens 
that  variations  so  great  are  immediately  followed  by  storms. 

We  find  that  the  air  under  a  perfectly  clear  and  serene  sky, 
and  when  there  is  no  storm  within  two  or  three  hundred  miles 
of  us,  is  constantly,  but  moderately,  positive  ;  but  this  is  not 
always  uniformly  distributed  through  all  the  strata  of  the  at- 
mosphere. It  is  found  more  nearly  of  the  same  intensity  in  a 
given  horizontal  stratum,  but  uniformly  stronger  in  the  upper 
strata,  and  stronger  still  in  the  ratio  as  we  rise  through  the  suc- 
cessive strata.  But  at  the  lowest  stratum,  i.  e.,  at  the  surface  of 
the  ground  where  the  air  and  earth  unite,  the  electricity  of  the 
air  is  null.  In  the  open  country  it  does  not  commence  to  be 
sensible  to  most  delicate  instruments  until  about  a  yard  or  two 
above  the  ground.     Where  there  are  large  trees,  buildings,  or 
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other  elevated  bodies,  the  evidence  of  its  lowest  positive  pres' 
sure  is  to  be  sought  still  higher;  i.  e.,  more  elevated  from  the 
ground. 

The  air  and  the  earth  are  believed  to  be,  as  a  whole,  charged 
with  diflFerent  electricities,  which  are  continually  tending  to  re- 
combine,  and  are  perpetually  doing  so,  by  varied  degrees,  in  the 
lower  strata  of  the  air,  some  directly  by  the  dry  land,  but  much 
more  through  good  conducting  bodies  that  are  upon  the  surface 
of  the  earth.  This  is  because  our  globe  is  magnetic^  and  charged 
with  negative  electricity  (magnetic  ?),  although  constantly  unit- 
ing with  the  positive  of  the  air ;  so  that  over  all  the  surface  of 
our  earth,  for  a  very  few  feet  deep,  the  air  is  found  at  a  near 
balance,  i.  e.,  neither  positive  nor  negative,  and  the  needle  of 
the  electrometer  is  here  almost  constantly  at  zero. 

Now,  we  see  that  if  each  drop  of  rain,  or  each  flake  of  snow, 
is  of  the  same  kind  of  electricity  with  which  the  globules  of 
the  clouds  were  charged,  and  of  which  they  had  indeed  served 
to  form  a  part,  —  the  whole  even,  by  their  agglomeration,  —  it 
is  easy  to  conceive  how  there  is  an  electric  change  brought  about 
with  every  fall  of  rain,  hail,  or  snow,  since  this  is  carried 
onward  with  them  in  their  fall.  Each  drop  of  rain,  and  each 
flake  of  snow,  is  doing  a  work  that  not  only  causes  the  electrom- 
eter and  the  barometer  to  fluctuate,  but  also  causes  joints,  nerves, 
and  bones  to  feel  and  confess  their  united  power.  Says  De  la 
Rive,  wherever  it  rains  tliere  is  a  region  of  country,  or  sea,  that 
for  the  time  is  charged  with  positive  electricity ;  that  this  region 
is  completely  surrounded  by  a  zone  on  all  its  border,  but  entirely 
outside  the  rain  and  storm,  that  is,  charged  with  the  negative 
electricity.  Suppose  there  is  rain  falling  at  a  very  great  distance 
from  the  place  of  observation,  but  which  is  approaching,  and 
then  soon  arrives  there  under  the  action  of  the  wind,  and  then 
passes  onward  and  over  without  ceasing  to  fall,  until  all  is 
passed.  In  that  case,  the  following  is  the  order  in  which  it  v 
occurs,  i.  e.,  as  the  storm  clouds  approach  and  pass  away :  — 

1.  When  the  rain  is  very  distant,  the  instruments  indicate 
positive  electricity  in  the  air,  as  they  do  almost  always,  and  even 
this*with  some  considerable  degree  of  tension. 
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2.  When  the  rain  has  approached  within  a  certain  distance, 
we  find  a  strofig'  negative  electricity ;  and  this  not  unfrequently 
produces  sparks  to  the  fixed  conductor. 

3.  When  the  rain  has  reached  the  place  of  observation,  a 
great  quantity  of  positive  electricity  has  rapidly  come,  as  found 
again  indicated. 

4.  When  the  rain  has  passed  over  and  gone,  we  now  have 
again  a  strong  negative  tension ;  but  this  for  a  very  short  time. 

5.  Finally,  when  the  rain  is  sufficiently  distant,  so  that  the 
zone  also  has  passed  off  with  it,  the  atmosphere  returns  to  its 
habitual  equilibrium  or  mean ;  i.  e.,  for  the  time  of  clear  weather ; 
of  moderately  positive  electric  tension.  Therefore  we  can  rec- 
ognize in  this  a  law  of  three  marked  electric  changes.  First, 
that  at  the  approach  of  the  storm,  which  is  negative.  Second, 
that  which  prevails  during  the  storm  and  fall  of  the  rain  or 
snow,  which  is  positive.  Tliird,  that  which  follows  close  on  its 
departure,  which  is  again  negative ;  but  that  this  latter  is  not  so 
marked,  or  of  so  long  duration ;  and  this  is  again  succeeded,  as 
we  have  said,  by  that  clear,  serene  sky  that  we  call  a  pure  atnws- 
pherCy  possessing  its  full  quantum  of  natural  electricity,  and  no 
more.  It  is  believed  that  negative  or  neutral  rains  do  not  come ; 
that  negative  clouds  do  not  exist.  When  the  air  is  perfectly 
pure,  the  upper  stratum  of  it  is  electrized  positively  in  respect 
to  the  lower  strata,  while  at  the  same  time  the  surface  of  the 
earth  is  nearly  neutral,  and  hence  the  electricity  of  the  atmos- 
phere must  increase  as  we  rise.  To  test  or  prove  this,  M.  Bec- 
querel  ingeniously  employed  arrows  shot  from  a  cross-bow.  To 
the  arrow,  when  shot,  was  attached  a  fine  silk  thread  neatly  cov- 
ered with  tinsel,  the  other  end  of  which  communicated  with  an 
electroscope.  He  thus  fairly  and  beautifully  demonstrated  the 
increased  ratio  of  positive  electricity  in  the  atmosphere  to  be  in 
direct  proportion  to  the  height  in  the  air.  He  made  this 
experiment  at  the  Great  St.  Bernard,  in  Switzerland,  and  upon 
the  top  of  one  of  those  elevated  plateaus  near  the  Hospice. 

But  our  space  allows  us  merely  to  allude  to  all  these  highly 
interesting  and  instructive  observations,  made  by  the  aid  of  the 
telling  Electrometer  for  testing  atmospheric  electricity,  as  to 
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quantity  and  iiitonsity ;  by  the  Barometer 
and  other  instruments,  for  ascertaining  tlie 
atmospheric  density,  humidity,  ozone,  &e. ; 
or  by  the  J^er>nometer,4oT  its  heat  and  cold. 
Such  like  meteorological  observations  made 
with  much  care,  and  that  by  all  these 
present  helps  for  testing  and  comparing  the 
normal  and  abnormal  electricities,  and 
other  states  of  the  atmosphere,  together 
with  anotlier  class  of  observations  for  de- 
termining the  magnetic  variation  in  the 
earth,  —  simultaneously  made  on  the  land 
and  on  the  sea,  on  different  coutinente,  in 
tlie  extreme  uortii  and  extreme  soutl),  as 
■well  as  at  the  equator,  —  are  to  any  philo- 
sophic, or  logical  mind,  full  of  significance,  as  relating  to  health 
and  disease,  life  and  death,  in  tlio  great  human  family. 

We  will  only  remark  very  briefly,  that  witli  regard  to  the  real 
electric  state  of  the  atmosphere,  and  of  the  terrestrial  globe, 
philosophers  have  long  differed.  But  of  late,  Arago  and  De  la 
Sive  have  concluded  and  do  now  assume,  that  our  globe  possesses, 
at  least  on  its  solid  surface,  an  excess  of  accumulated  negative 
electricity,  and  that  this  is  the  same  with  bodies  on  its  surface ; 
that  the  atmosphere  itself,  on  the  whole,  is  positively  electrized, 
and  arises  from  the  same  source  as  the  negative  of  the  globe. 
They  noticed  that  wlien  the  most  highly  charged  storm  clouds 
approach  mountains,  the  clouds  go  towards  them  witli  a  rush, 
and  with  that  quickness  in  proportion  as  the  summit  of  the 
mountains  have  tlie  more  marked  negative  tension.  They  are 
tlien  observed  to  linger,  and  adhere  as  it  were  to  the  mountain, 
as  if  indifferent  or  slow  conductors,  yielding  successively  either 
electricity.  This,  we  notice,  is  observed  only  in  respect  to  static 
electricity.  If,  now,  we  consult  the  galvanometer,  we  find  plie- 
nomena  for  study  in  dynamic  electricity.  For  when  the  cloud 
approaches  the  mountain,  and  as  it  commences  to  pass,  the  in- 
strument gives  indications  of  ascending  currents,  because  the 
electricity  of  the  ground  is  found  to  be  attracted  towards  the 
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clouds;  and  very  frequently  have  we  witnessed  the  clouds  of 
dust  and  trash  violently  raised,  not  by  the  wind  only,  but  by 
this  force.  And  all  this  is  reversed,  as  soon  as  the  rain  pours 
down,  for  it  brings  with  it  the  superabundance  of  positive 
electricity  from  the  clouds.  At  each  clap  of  thunder,  or  rather 
at  each  flash  of  lightning,  the  needle  of  the  galvanometer  is 
agitated,  and  even  driven  back  with  force  against  its  stops.  At 
other  times  the  magnetic  state  of  the  needle  is  found  to  be  per- 
manently altered. 

Difference  between  Electricity  and  Mag^netism. 

Dr.  J.  C.  Atkinson,  of  England,  thinks  that  magnetism  and 
electricity  are  not  identical,  and  differ  in  the  effects  which  they 
produce  upon  the  weatlier  and  climate.    He  says,  — 

Magnetism  of  the  earth  is  a  state  of  continual  and  restless 
fluctuation,  and  that  its  changes  from  moment  to  moment  are 
strictly  simultaneous  at  every  point  where  observations  of  this 
nature  have  been  made.  It  is  my  impression  that  cold  is  an 
effect  of  magnetic  influence,  as  solar  heat  in  the  atmosphere  is 
an  effect  of  electric  action;  and  I  conclude  that  the  ^4tal  prin- 
ciple of  temperature  is  the  result  of  the  combined  agency  of 
these  two  forces,  variously  modified,  according  to  seasons  and 
latitudes  of  the  several  places.  The  range  of  the  barometer 
gradually  increases  towards  the  north  pole.  The  rise  of  the 
barometer  mercury  may  be  observed  in  this  country  during  the 
prevalence  of  northern  winds,  conveying  as  they  do  magnetic 
currents,  till  at  last  it  reaches  to  two  or  three  inches.  On  the 
contrary,  between  the  tropics  the  variations  of  the  barometer 
are  exceedingly  small,  whilst  winds  from  the  southward,  in  tem- 
perate latitudes,  if  tlie  electric  current  or  wind  is  continued  for 
any  length  of  time,  will  cause  a  tendency  in  the  mercury  of  the 
barometer  to  fall. 

The  winds  are  more  powerful  in  the  production  of  weather 
than  would  appear  at  first  sight ;  and  although  the  moon  was 
always  supposed  to  exercise  great  control  over  the  weather,  yet 
it  is  strange  that  both  Drs.  Herschel  and  Clarke,  great  observers 


86 


ELECTBO-THERAPEUnCS. 


of  the  heavens,  state  in  the  weather  tables,  as  a  set-off,  I  con- 
jecture, to  her  influence,  —  "If  the  particular  change  of  the 
moon,  full  or  new,  takes  place  when  the  wind  is  so  and  so,  it 
will  be  fine  for  the  ensuing  week  ;  and  the  reverse  if  it  is  not." 
I  ask,  Does  this  prove  the  dominion  of  the  moon  over  the  winds, 
or  the  contrary  ? 


Mag^netism. 

1.  The  intensity  of  the  mag- 
netic force  in  different  parts  of 
the  earth  is  according  to  the 
distance  from  the  poles. 

2.  The  frigid  zone,  where 
magnetism  is  in  the  greatest 
intensity,  enjoys  an  atmospheric 
calm  which  is  unknown  in  tem- 
perate regions ;  it  has  no  storms, 
no  hail,  and  scarcely  a  tempest. 

8.  The  splendor  of  the  au- 
rora borealis,  reflected  by  the 
snow,  dispels  the  darkness  of 
the  polar  night,  but  is  not  ac- 
companied with  danger. 

4.  Magnetism  suspends  the 
decomposition  of  vegetable  and 
animal  matter. 

5.  In  northern  latitudes  the 
mercury  of  the  barometer  al- 
ways stands  high ;  in  the  tem- 
perate latitudes  it  is  liable  to 
frequent  variations. 

6.  Magnetism  has  been 
known  to  produce  sedative 
action  on  the  human  frame, 
when  applied  under  certain 
conditions,  causing  repose,  if 
not  sleep. 


Electricity. 

1.  The  intensity  of  electric 
force  is  greatest  at  the  tropics, 
and  diminishes  as  it  approaches 
the  poles. 

2.  The  most  vivid  lightning 
and  the  loudest  thunder  are 
peculiar  to  the  tropics;  here 
vegetation  is  vigorous,  and  ac- 
tive at  all  seasons. 

3.  Igneous  and  fiery  mete- 
ors, fire  balls,  and  lightning 
are  the  peculiar  electrical  phe- 
nomena of  the  tropics. 

4.  Electricity  assists  decom- 
position in  all  vegetable  and 
animal  substances. 

5.  The  mercury  of  the  ba- 
rometer is  always  low  in  the 
torrid  zone,  and  varies  but  little 
during  the  changes  of  weather. 

6.  Electricity  is  of  an  ex- 
citing character,  increasing  the 
circulation  of  the  blood,  and 
rousing  paralytic  functions  of 
the  nervous  centres. 
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7.  The  northern  currents  of 
atmosphere,  accompanied  as 
they  are  with  magnetism,  have 
the  power  of  expansive  action 
on  the  mercurial  column  of  the 
barometer,  wherever  it  may  be 
placed,  either  in  a  warm  room, 
or  in  the  open  air. 

8.  Snow  from  the  north-west 
wind  has  been  found  to  con- 
tain more  oxygen  than  rain  or 
river  water,  and  more  carbon. 

9.  The  magnetic  intensity  of 
the  earth  is  indicated  by  nee- 
dles suspended  vertically ;  and 
in  sailing  from  England  towards 
the  north  pole,  it  is  seen  that 
the  needle  dips,  or  inclines  more 
and  more,  with  the  increase  of 
latitude,  till  at  a  certain  point  it 
remains  exactly  perpendicular ^ 
with  its  south  polo  downwards. 


7.  The  southern  currents  of 
the  atmosphere,  accompanied 
with  free  electricity,  cause  a 
fall  of  the  mercurial  column 
under  any  circumstance  of  po- 
sition of  the  barometer. 


8.  Electricity  causes  the  raih 
to  descend  with  less  oxygen 
than  snow  water ;  and  less  car- 
bon also. 

9.  In  sailing  towards  the 
equator,  with  a  magnetic  nee- 
dle suspended  in  the  like  man- 
ner, the  inclination  or  dip 
gradually  decreases,  until  the 
needle  rests  in  a  perfectly  hor- 
izontal position. 


The  above  are  some  of  the  reasons  which  have  induced  me 
to  think  that  magnetism  and  electricity  are  not  strictly  iden- 
tical, their  operations  being  as  distinct  as  heat  and  cold  ;  and  I 
have  therefore  come  to  an  analysis  of  the  influence  of  the  winds, 
and  a  theory  to  establish  something  of  a  definite  character. 
Winds  are  not  decisive  as  to  their  influence  on  health,  when 
continually  changing  ;  that  is,  not  remaining  in  any  fixed  quar- 
ter for  two  or  three  hours  at  least.  Winds  have  been  known 
to  blow  from  difierent  currents,  as  spoken  of  before.  Mr.  Green, 
the  aeronaut^  in  his  celebrated  aerial  trip  from  Vauxhall  Gar- 
dens to  Nassau,  in  Germany,  frequently  availed  himself  of  the 
difierent  currents  of  air  at  different  altitudes,  by  raising  and 
lowering  his  balloon  ;  and  in  this  way  he  regulated  his  passage 
across  the  Channel,  opposite  Dover.     The  highest  elevation 
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attained  by  him,  during  his  voyage  of  nearly  five  hundred  miles, 
(British,)  was  twelve  thousand  feet  above  the  level  of  the  sea. 
At  the  highest  point  of  elevation,  it  appears  from  the  account 
that  there  was  less  circulation  of  air  than  at  any  point  below  it. 

On  the  earth's  surface,  then,  we  have  frequent  changes  of 
wind,  and  this  more  particularly  in  temperate  latitudes,  or  cli- 
mates ;  and  hence  there  are  frequent  alterations  in  the  atmos- 
phere as  regards  both  temperature  and  electro-magnetism. 
Semetimcs  a  wind,  well  known  for  its  peculiarly  mild  character, 
assumes  so  different  a  nature  as  to  be  mistaken  for  a  wind  from 
altogether  another  quarter  of  the  globe.  This  arises  from  va- 
rious winds  supplying  one  current  of  air.  For  instance,  we 
have  a  south-west  wind  of  some  velocity,  of  a  stormy  nature, 
and  highly  charged  with  electricity.  Suppose,  tlien,  this  wind 
to  have  a  parallel  breadth  of  any  number  of  miles,  and  then  to 
be  supplied  by  north-east  and  north-west  winds ;  of  course,  under 
such  an  influence,  we  shall  have  a  great  reduction  of  the  tem- 
perature, and  other  qualities  somewhat  reversed,  for  a  time, 
at  least. 

A  north-east  wind,  on  the  other  hand,  will  frequently  have  its 
real  nature  or  character  altered,  owing  to  rapid  changes  of  aerial 
currents  during  stormy  or  thundery  weather ;  and  this  happens 
more  particularly  when  the  observer  is  situated  on  the  external 
edge,  as  it  were,  of  a  parallel  but  contrary  current  of  wind, 
which  varies  in  diameter,  at  various  seasons,  from  ten  to  one 
hundred  miles ;  and  hence  an  unusual  temperature  is  given  to 
it.  In  the  centre,  however,  of  the  said  parallel  current  you 
have  the  true  quality  unmodified. 

We  now  come  to  the  question  of  health  and  disease,  under 
the  operation  of  the  several  winds.  The  north  wind  (I  here 
refer  to  the  magnetic  north)  has  a  difierent  influence  on  differ- 
ent constitutions  and  ages.  The  temperature  of  this  wind  of 
course  varies,  as  has  been  before  intimated,  according  to  the 
seasons ;  but  its  general  characteristics  are  always  alike.  This 
wind  is  usually  unattended  by  hail,  or  even  snow,  although  if  a 
few  points  to  the  eastward  it  will  often  be  followed,  in  the  win- 
ter season,  by  the  above  phenomena. 
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Electric  Relations  of  the  Earth  to  its  Atmosphere. 

Professor  Faraday  introduced  and  expounded,  at  a  lecture 
before  the  Royal  Institute,  the  hypothesis  of  M.  Pelletier  re- 
specting the  electrical  relations  of  the  earth  and  its  atmosphere 
to  the  "  planetary  space  "  in  which  it  moves.  The  method  by 
wliich  the  electricity  of  the  atmosphere  was  determined  by  MM. 
Pelletier  and  Quitelet  was  shown  to  correspond  very  nearly  with 
those  of  Becquerel  and  Do  la  Rive. 

The  instrument  employed  by  these  investigators  was  a  brass 
globe,  placed  on  a  thin  metallic  stem,  to  which  is  affixed  a 
delicate  galvanometer  needle,  which  indicates  by  a  minute 
measurement  in  degrees,  the  amount  of  electricity  obtained.* 
This  instrument  was  used  on  the  summits  of  high  buildings, 
where  it  was  above  every  surrounding  object.  The  metliod 
formerly  adopted  was  to  employ  for  this  purpose  a  long  metallic 
rod,  furnished  witli  points  whicli  projected  into  the  air,  to  be 
examined.  M.  Pelletier's  mode  gives  the  quantity,  and  the 
kind,  with  great  certainty ;  while  the  old  method  furnishes  im- 
certain  and  often  contradictory  results.  Dr.  Faraday  illustrated, 
by  enlarged  models,  the  influence  of  various  degrees  of  elevation 
on  M.  Pelletier's  electrometer ;  at  the  same  time  showing  that 
no  changes  take  place  from  variation  of  position,  when  the  in- 
strument is  moved  liorizontally,  and  that  thus,  throughout  each 
stratum,  the  electricity  of  the  air  is  the  same.  It  is  the  vertical 
elevation,  or  depression,  which  produces  a  marked  difference. 
The  results  obtained  by  M.  Pelletier  arc,  — 

i.  That  the  electricity  of  the  air  increases  directly  with  the 
distance  from  the  surface  of  the  earth  —  a  fact  of  great  im- 
portance, as  it  influences  the  determination  of  the  question 
whether  the  electricity  of  the  earth  be  derived  from  planetary 
space,  as  Pelletier  affirms,  or  whether,  as  Professor  Faraday 
thinks,  it  be  the  result  of  various  processes  taking  place  on  the 
surface  of  the  earth. 

2.  The   measure  of  divergence  of  the   electrometer  being 

•  Med.  Gazette,  February,  18d0,  p.  255. 
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the  measure  of  force,  it  was  found  from  a  series  of  daily  obser- 
vations, extending  over  a  period  of  five  years,  (1844-8,)  that 
the  quantity  of  electricity  at  the  same  place,  undergoes  a  regu- 
lar increase  and  decrease  in  certain  months  of  the  year ;  that, 
contrary  to  general  belief,  the  quantity  of  electricity  is  at  its 
maximum  in  winter,  and  undergoes  a  decrease  until  it  finds  its 
minimum  in  June,  and  then  again  rises  to  its  maximum  in  the 
succeeding  January. 

The  subjoined  table  represents  the  numerical  results;  and 
from  this  it  will  be  seen  that  at  the  same  level  the  quantity  of 
electricity  in  the  atmosphere  is  twelve  times  as  great  in  the  cold 
month  of  January  as  in  the  hot  month  of  June. 

Average  of  Five  Years  — 1844  to  1849. 

Months.  Quantity  of  Electricity. 

January,  maximum^ 605 

February,      "  378 

March,           "  200 

April,             "  141 

May,              "  84 

June,       minimum^ 47 

July,              "  49 

August,         "  62 

September,    "  70 

October,         "  131 

November,     "  209 

December,     "  507 

3.  The  Influence  of  the  State  of  the  Ski/.  —  From  the  results 
under  this  head,  it  is  made  evident  that  the  highest  degree  of 
electricity  is  not  found  in  cloudy  weather,  but  rather  in  the  clear, 
serene  sky ;  i.  e.,  at  a  time  when  the  atmosphere  is  free  from 
clouds.  Thus,  for  the  whole  year,  the  proportioned  quantity 
maybe  represented  —  cloudy  186,  clear  273.  In  reference  to 
the  monthly  variations,  as  influenced  by  the  state  of  the  sky,  it 
was  found  that  in  January,  the  maximum  month  of  the  year, 
the  proportionate  quantities  are,  cloudy  268,  clear  1133.     Only 
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one  exception,  for  an  equal  number  of  cloudy  and  clear  days, 
was  met  with  to  this  rule,  viz.,  in  July  ;  the  electricity  on  the 
cloudy  days  was  41,  on  the  clear  days  35. 

4.  As  regards  fog,  snow,  and  rain,  it  was  observed  that  the 
amount  of  electricity  was  the  same  during  the  two  former  states 
of  weather,  and  was  double  that  observed  during  rauiy  weather 
—  the  latter  corresponding  to  the  minimum  of  the  annual  elec- 
tricity, the  former  to  the  maximum  of  the  year. 

5.  As  to  the  Kind  of  Electricity  in  the  Air.  —  It  was  noted 
that  during  a  period  of  five  years,  only  twenty-five  observations 
gave  evidence  of  resinous  or  negative  electricity ;  the  rest  con- 
sisting of  eighteen  hundred  observations,  which  indicated  vit- 
reous or  positive  electricity.  The  negative  observations  were 
all  recorded  after  storm  or  rain,  or  some  other  great  meteoro- 
logical change.  The  normally  electrical  state  of  the  atmosphere 
may  therefore  be  considered  as  positive. 

6.  Wind,  — It  was  observed  that  when  the  wind  was  E.  S.  E., 
or  S.  E.,  two  maxima  were  regularly  formed,  and  two  minima 
when  at  W.  S.  W.,  and  that  these  corresponded  with  the  other 
variations  which  have  been  mentioned. 

7.  The  diurnal  variations  were  recorded  during  the  same 
period  of  five  years,  from  six  o'clock  in  the  morning  until  nine 
at  night.  The  degrees  of  divergence  showed  that  there  were 
two  maxima  and  two  minima  daily.  The  maxima  were  at  8 
A.  IL,  and  fi-om  8  to  9  P.  M.,  in  opposite  periods  to  the  magnetic 
maxima.  One  minimum  was  from  2  to  4  P.  M. ;  the  other,  prob- 
ably, during  the  early  morning  hours. 

All  these  great  and  regular  phenomena  of  the  atmospheric 
electricity.  Dr.  Faraday  observed,  are  phenomena  of  static  elec- 
tricity^ while  the  thimder  storm,  the  St.  Elmo  light,  Ac,  &c.,  are 
exceptional  instances  of  current  or  dynamic  electricity;  not 
necessarily,  however,  requiring  clouds  for  its  concentration  or 
evolution. 

The  professor  concluded  by  expressing  his  dissent  from  the 
theory  of  M.  Quetelet,  that  the  electricity  of  the  earth  was  neg- 
ative, and  that  of  planetary  space  was  positive.  According  to 
this  theory,  the  only  true  electricity  is  what  we  call  negative ; 

4* 
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i.  e.,  that  kind  produced  by  the  friction  of  resinous  substances, 
while  the  positive  electricity  is  merely  the  absence  or  negation 
of  electricity.  It  thus  reverses  all  our  common  notions  of  elec- 
trical science. 

Dr.  Faraday  observed,  that  while  admittmg  to  the  very  fullest 
extent  the  value  of  the  observations  and  investigations  of  MM. 
Pelletier  and  Quetelet,  which  he  had  brought  before  his  audi- 
ence, he  nevertheless  could  not  receive  the  hypothesis  they  had 
framed  thereon.  These  researches  on  the  electricity  of  the  air, 
are  not  only  interesting  in  a  meteorological  respect,  but  intensely 
so  in  a  physiological  and  pathological  point  of  view.  While 
they  account  for  storms  in  cloudless  skies,  and  for  the  occur- 
rence of  severe  storms  during  the  winter,  or  in  very  cold  lati- 
tudes, as  at  Cape  Horn,  for  instance,  (the  Cape  of  Storms,)  they 
tend  to  throw  light  upon  the  exacerbations  of  disease  at  different 
hours  of  the  day,  as  well  as  on  the  increase  and  decrease  of 
epidemic  and  other  diseases  in  different  months  of  the  year. 
Such  remarkable  changes  in  the  electricity  of  the  atmosphere 
cannot  go  on  without  affecting  the  static  electricity  of  the  human 
frame.  According  to  the  researches  of  Casper,  of  Berlin,  the 
greater  number  of  deaths  from  disease  take  place  at  the  early 
hours  in  the  morning,  when  the  quantity  of  electricity  in  the 
air  is  reaching  its  minimum.  Is  this  merely  a  coincidence,  or  is 
there  some  yet  undiscovered  connection  between  the  cessation 
of  life  and  the  electrical  state  of  the  medium  in  which  the 
human  body  is  placed  ? 

Weather   Observations. 

The  British  Board  of  Trade  has  seen  fit  to  publish,  for  the  use 
of  seafaring  men,  general  maxims  of  weather,  because  the  color 
of  the  sky  at  particular  times  affords,  with  the  barometer,  good 
collateral  weather  prognosis.  Not  only  does  the  "  rosy  sunset " 
presage  fair  weather,  and  "  a  ruddy  sunrise  "  bad  weather,  but 
there  are  other  tints  which  bespeak  with  equal  clearness  and 
accuracy.  A  feri^A^yellow  sky  in  the  evening  indicates  wind ; 
a joafe-yellow,  wet;  a  neutral  gray  color  constitutes  a  favorable 
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sign  in  the  evening,  but  an  unfavorable  sign  if  in  the  morning. 
The  form  and  appearance  of  the  clouds  themselves  are  full  of 
significance.  If  their  forms  are  generally  soft,  undefined,  and 
feathery,  then  will  the  weather  be  fine.  If  their  edges  appear 
hard,  sharp,  and  well  defined,  it  will  be  foul.  Besides,  gener- 
ally speaking,  any  unusual  hues,  as  the  deep,  dark,  or  very  gay, 
betoken  wind,  or  some  falling  weather,  (rain,  snow,  hail,  &c. ;) 
while  the  more  moderate  and  delicate  tints  bespeak  fair  weather. 

Lightning. 

M.  Arago  says  there  are  three  kinds  of  lightnings — the  forked^ 
the  sheet,  and  the  spherical.  The  forked  lightnings  are  in  slen- 
der white  or  bluish  streaks,  that  are  zigzag  or  crinkled,  and 
sometimes  divided  or  forked.     This  is  the  most  common  kind. 

« 

The  sheet  lightning,  he  says,  is  uniformly  of  a  dull  red  appear- 
ance. The  spherical  are  the  same  as  thunderbolts,  which  de- 
scend more  seldom  and  slowly  to  the  earth,  according  to  a  law 
of  their  own,  rendering  lightning  rods,  as  for  them,  useless. 
But  there  are  also  recognized  two  kinds  of  electricity  in  the 
atmosphere,  so  that  the  one  or  the  other  is  always  prevailing 
and  affecting  the  health  of  mankind  according  to  the  weather ; 
or,  rather,  according  to  the  prevalence  of  this  or  that  kind  of 
electricity,  so  is  the  weather.  The  one  is  vitreous  or  positive, 
the  other  is  called  resinous  or  negative.  These  two  forms  of 
electricity  are  produced  in  the  atmosphere  itself  from  various 
causes  —  chiefly  from  evaporation,  more  also  from  conden- 
sation and  separation  of  its  moisture ;  from  vegetation,  from 
combustion,  and  from  friction.  This  latter  arises  from  large 
masses  of  air,  moving  in  contrary  directions,  and  thus  encoun- 
tering or  chafing  one  another.  The  friction  on  the  edges  of 
such  currepts  develops  free  electricity,  which  is  more  especially 
active  when  these  moving  masses  of  air,  arising  from  different 
quarters  and  at  different  altitudes,  differ  also  in  their  respective 
degrees  of  moisture  and  temperature.  The  cold  develops  neg- 
ative electricity,  the  warm  the  positive  electricity.  Thunder 
storms,  then,  are  the  result  of  the  approximation  of  vast  quan- 
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titles  of  opposite  electricities,  positive  and  negative,  or  plus  in 
one  and  minus  in  the  other,  according  to  Franklin.  There  is 
usually  thunder  with  the  lightning,  but  there  are  lightnings 
without  thunder,  and  so  are  there  thunders  without  lightning. 
There  are  actual  thunderbolts  found  in  several  parts  of  our  own 
country,  and  in  other  parts  of  the  globe  —  ponderable,  tangible 
bodies ;  one  of  the  most  marvellous  specimens  of  which,  I  think, 
is  to  be  seen  in  the  cabinet  of  Yale  College  in  New  Haven. 

Safety  from  Lightning. 

It  is  often  asked  of  us  how  to  avoid  the  danger  by  lightning. 
We  usually  advise  on  general  principles,  rather  than  give 
specific  directions.  Persons  who  are  perspiring  copiously,  or 
are  wet,  are,  on  the  whole,  more  exposed  to  danger  by  light- 
ning than  others  whose  skin  and  clothing  are  generally  dry. 
The  dress  is  truly  important ;  but  the  casting  away  from  one's 
persoa,  and  every  way  avoiding  the  locality  of  metals,  as  coin, 
scissors,  pocket  knife,  or  the  proximity  to  the  butt  of  a  tree,  or 
chimney,  or  iron,  is  also  important.  It  is  best  not  to  stand  in 
the  doorway,  nor  yet  by  a  window,  particularly  if  it  is  open,  as 
the  warm  air  of  the  house  acts  as  a  conductor,  and  in  that  case 
attracts  the  lightning.  Ladies  dressed  in  silk,  if  with  no  jew- 
elry, having  a  dry  skin  and  clothing,  are  the  least  exposed  of 
all  persons.  After  having  divested  one's  self  of  coin,  jewelry, 
&c.,  then  the  next  best  thing  to  be  done  is  to  seek  a  position  in 
the  middle  of  the  room,  on  a  bed,  or  any  where  away  from  con- 
ductors ;  also  avoiding  the  range  between  two  conductors.  Dr. 
Franklin's  advice  was  to  avoid  the  fireplace.  I  say  avoid,  also, 
the  proximity  to  stove  or  gas  pipes,  water  pipes,  and  lightning 
rods.  Such  are  prudent  precautions,  under  Providence,  and  it 
is  but  wise  and  important  to  observe  them ;  yet  we  must  bear 
in  mind,  that  there  is  no  absolute  safety,  as  lightning  will  not 
always  respect  silk  and  glass,  nor  human  wisdom.  A  person 
may  be  struck  with  lightning  and  yet  not  be  killed ;  they  may 
receive  only  wounds  or  laceration,  or  these  with  death.  The 
victim  may  bear  the  traces  of  dreadful  burns,  or  singed  hair. 
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but  these  arc  the  indirect  effects  of  lightning.  Its  direct  action 
on  the  human  body  is  a  shock,  more  or  less  great,  and  this 
by  exhausting  the  human  nerve-batteries  more  or  less ;  when 
complete,  it  leaves  the  body  a  mass  of  disorganized  matter, 
and  instantaneous  death  is  the  consequence.  When  wounds 
are  produced  they  are  usually  in  some  internal  vascular  portion, 
and  from  which  there  is  an  instantaneous  and  frightful  effusion 
of  blood,  &c.,  and  hence  death  in  these  cases  is  also  necessarily 
immediate.  In  these  cases  there  is  an  utter  disorganization  that 
admits  of  the  immediate  and  most  revolting  putrefaction.  But 
lightning  now  and  tlien  causes  death  by  a  simple  shock,  that 
appears  to  have  been  only  just  sufficient  to  exhaust  the  nerve- 
batteries,  or  modify  them  sufficiently  to  destroy  life ;  and  here, 
it  is  said,  the  bodies  do  not  readily  decay.  Indeed,  some  per- 
sons may  die  from  lightning  only  striking  near  them. 

From  the  remotest  ages,  we  learn  that  the  various  tribes  and 
nations  of  men  have  devised  ways  and  means  as  widely  different 
as  curious,  to  protect  themselves  from  thunder  and  lightning. 
Among  the  more  civilized  nations,  there  was  for  centuries  a  re- 
sort to  the  ringing  of  large  bells,  because  it  was  believed  that 
this  was  capable  of  paralyzing  the  effects.  This,  indeed,  was 
one  of  the  greatest  uses  bells  were  first  put  to ;  hence  are  found 
on  old  bells  in  Europe  the  following  inscription:  Vivos  voco, 
mortuos  plango^  fulgura  frango. 

Another /reaAr  of  lightning  is  mentioned  by  M.  Arago  as  a  cu- 
rious fact  —  that  lightning  has  been  known  to  strike,  penetrate, 
and  demolish  powder  magazines,  and  there  upsetting  and  scat- 
tering the  powder  in  all  directions,  and  yet  not  set  it  on  fire ! 
This  fact,  though  rare,  —  for  the  setting  it  on  fire  and  producing 
an  explosion  is  by  far  the  more  usual  result,  —  illustrates  the  law 
of  damage  to  man;  for  electricity  by  friction,  as  in  that  case  of 
lightning,  never  burns,  nor  even  explodes  gunpowder,  if  it  meets 
no  hinderance  ;  but  rather  follows  an  ample  conductor.  In  this 
case  it  is  too  quick  to  fire,  burn,  or  disorganize.  It  can  be 
demonstrated  that  electricity  or  lightning  explodes  the  powder ; 
burns,  tears,  or  disorganizes  to  destruction,  only  when  it  encoun- 
ters in  its  route  a  given  degree  of  resistance  that  actually  de- 
lays its  velocity. 
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A  Tery  rare,  but  instructive  case,  among  the  accidents  by 
lightnings  is  given,  which  is  designated  by  De  la  Rive,  as  "  struck 
by  a  return-shock.^^  He  says  persons  or  animals  may  be  struck 
by  lightning  at  a  great  distance  from  a  storm  cloud.  This  is  au 
effect  of  induction  on  a  grand  scale,  yet  of  easy  explanation. 
Whenever  a  storm  cloud  that  is  powerfully  electrized  approaches 
so  that  the  person  is  situated  within  its  sphere  of  activity,  the 
natural  electricity  of  this  person  is  decomposed  by  actual  induc- 
tion. The  molecules  of  the  living  body  is  naturally  bipolar ; 
now,  that  in  the  person  of  the  contrary  name  to  the  electricity 
of  the  clouds  is  attracted  to  the  cloud,  while  that  of  the  same 
name  in  the  person  is  repelled  to  the  ground ;  the  person  there- 
fore is  found  to  be  in  a  highly  electrical  state,  but  contrary  to 
that  of  the  cloud.  But,  if  now  the  cloud  happens  to  discharge 
itself  from. any  point,  say  to  a  tree,  or  to  a  rock,  and  thus  los- 
ing on  a  sudden  a  large  portion  of  its  surcharge  of  electricity, 
it  is  no  longer  able  to  retain  the  person  who  is  beneath  it  in  an 
electric  state,  contrary  to  that  which  now  the  cloud  itself  pos- 
sesses. In  fact,  the  electricity  of  the  person's  body  was  simul- 
taneously and  suddenly  discharged  to  the  earth,  the  same  instant 
that  the  cloud  discharged  itself  to  the  rock.  The  electric  change 
which  may  thus  result,  may  be  sufficiently  powerful  to  cause 
death,  without  leaving  any  visible  trace  of  alteration,  or  the 
least  mark  of  injury  whatever,  on  or  in  the  dead  body.  Be- 
sides, there  are  very  many  persons  who  have  so  little  nerve 
power,  or  what  may  be  termed  power  of  endurance ,  that  it  re- 
quires but  a  slight,  quick  electric  change  to  put  out  their  taper 
of  vitality,  and,  therefore,  although  in  passing  health,  it  might 
bring  to  them  instant  death,  without  leaving  a  trace  behind. 

Effects  of  Lightning  on  the  human  Organism. 

How  lightning  kills,  is  a  question  that  M.  Brown-Sequard  has 
studied  much,  and  now  assumes  to  answer.  Some  philosophers 
are  every  now  and  then  extending  their  researches  in  the  direc- 
tion of  embryoiic  life ;  but  here  we  observe  a  scrutinizing  phi- 
losopher and  physiologist  devoting  his  persevering  attention  to 
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the  various  phenomoaa  of  decUh.  From  liis  extended  researches 
in  this  direction,  Dr.  Sequard  lays  down  the  proposition  that 
*'  every  cause  of  excitement  in  the  nerves  and  muscles  must  dis- 
turb their  forces,  and  therefore  acts  in  such  a  manner  as  to  di- 
minish the  quantity  (which  means  the  power)  of  those  forces 
that  are  found  in  the  individual  from  moment  to  moment,  and 
that  in  the  exact  proportion  as  this  excitement  is  the  more  or 
less  energetic."  Hence  he  concludes,  that  lightning  kills  by  ex- 
hausting the  whole  quantity  of  the  dynamic  forces,  that  are  at 
•that  moment  possessed  by  the  animal  economy ;  and  therefore  life 
must  cease,  because  the  vital  acts  cannot  be  maintained  one 
moment  without  them.  He  supposes  death  to  take  place  by 
asphyxia,  or,  as  we  may  say,  by  absolute  collapse ;  as  after  the 
extremely  violent  contraction  of  all  the  respiratory  muscles, 
which  is  found  to  be  produced  at  the  instant  of  being  struck  by 
the  electric  shoclf ,  so  that  there  is  no  spring  left,  no  rebound  of  the 
natural  electric  polarity  of  the  molecular  structure  of  the  nerves 
and  muscles,  for  they  are  in  fact  totally  exhausted  and  disor- 
ganized. This  he  illustrates  by  killing  animals  with  the  dis- 
charge of  a  powerful  battery.  He  has  found  that  if  the  dis- 
charge is  directed  through  the  diaphragm,  it  kills  quicker  and 
more  surely  than  when  directed  through  the  head  of  the  animal. 
It  is  also  noticed  that  an  animal  so  killed  always  opens  its  mouth 
in  a  few  moments  after  the  death  stroke,  as  if  gasping  for  breatl^ 
as  it  probably  is ;  but  there  being  no  responsive  motion  of  the 
thorax,  this  is  scarcely  repeated,  and  soon  ceases  altogether.  The 
post  mortem,  shows  a  fluid  state  of  the  blood,  and  there  is  a 
general  state  of  congestion  in  the  liver,  spleen,  and  cerebral  ves- 
sels ;  while  the  lungs  and  the  cavities  of  the  heart  are  nearly 
empty!  This  is  very  diflFerent  from  that  state  of  the  heart 
found  after  death  by  chloroform,  for  there  the  left  ventricle  is 
enormously  distended.  It  would  seem  from  this,  that  after  the 
diaphragm  and  heart  gave  their  last  great  contraction  under  the 
stimulus  of  the  lightning,  there  was  no  sort  of  dilating  property 
left ;  that  the  body  is  now  only  a  disorganized  mass,  ready  for 
Immediate  putrefaction. 

M.  Boudin,  a  French  philosopher  who  has  made  this  particular 
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department  of  nature's  rare  phenomena  the  object  of  his  pro- 
tracted study,  says  there  are  three  kinds  of  results  produced  on 
man  by  lightning :  first,  it  can  cure  preexisting  affections ;  sec- 
ond, it  can  produce  wounds  and  infirmities ;  third,  it  can  cause 
death.  He  enumerates  in  his  work,  under  the  first  order,  as 
"  occasional  recoveries  by  thunder  and  lightning,"  amaurosis, 
deafness,  roaring  in  the  ears,  paralysis,  and  rheumatism.  He 
speaks  of  the  phenon^ena  as  "  unforeseen,  various,  appearing  as 
opposites,  involved  in  contrasts,  and  mysterious."  He  quotes 
the  case  of  a  man  that  was  struck  by  lightning  who  manifested 
no  appearance  of  life  until  an  hour  and  a  quarter  afterwards, 
yet  he  entirely  recovered  his  consciousness  together  with  his  un- 
diminished intellect ;  but,  strange  to  say,  his  sight  was  totally 
destroyed.  His  skin  and  muscular  sensations  were  obtused,  and 
his  movements  were  very  difiicult.  The  various  parts  of  his  body 
no  longer  seemed  to  belong  to  him.  But  his  taste,  hearing,  and 
smell  were  exquisitely  augmented.  His  rest  was  poor,  and  his 
days  were  heavy.  The  general  prostration  was  great,  and  tliis 
was  attended  with  headache.  Indeed,  there  was  a  veritable  re- 
solution of  the  general  muscular  forces;  and  the  body  in  a  de- 
gree was  only  a  dead  mass,  mostly  obeying  the  laws  of  gravity. 
He  was  burned  and  bruised,  and  these  did  not  heal.  Be- 
sides, he  suffered  from  a  succession  of  cramps.  At  the  end 
^f  a  month  the  pulse  was  low,  frequent,  and  irregular.  Gal- 
vanism was  then  here  applied  near  the  wounds  and  burns,  as 
also  an  up-running  current  upon  the  spine,  which  caused  imme- 
diate relief.  He  was  soon  observed  to  be  improving.  The  gal- 
vanizing was  continued  from  time  to  time,  and,  together  with 
quinine,  leeches,  baths,  and  good  nursing  he  gradually  bettered 
until  it  worked  a  complete  cure.  But  it  was  four  months  before 
the  galvanic  treatment  was  discontinued. 

Professor  Olmsted,  of  New  Haven,  speaks  of  a  man  by  the 
name  of  Samuel  Leffers,  who,  having  been  blind  for  years,  was 
restored  to  sight  by  a  flash  of  lightning.  M.  Boudin  mentions 
that  somewhere  in  France,  in  August,  1846,  there  was  a  group 
of  laborers  struck  by  a  bolt  of  lightning,  when  four  were  killed, 
and  six  were  badly  wounded.    One  of  these  men  had  on  a  goat- 
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skin  coat,  and  on  his  body  there  were  found  the  most  frightful 
mutilations ;  and  in  three  hours  after,  his  body  was  as  rigid  as' 
a  mass  of  stone.  So  in  some  cases  where  persons  have  been 
killed  by  lightning,  we  may  find  the  muscles  rigid  as  if  solid, 
while  others  are  as  remarkably  flaccid.  The  blood  is  usually, 
if  not  always,  as  fluid  as  during  life,  or  even  more  so,  but  prob- 
ably never  coagulated.  Putrefaction  commences  most  frequently 
at  once,  and  goes  on  shockingly.  But  there  are  cases  recorded 
where  the  corpse  was  found  soimd  after  a  great  length  of  time, 
as  if  petrified,  or  possessing  some  antiseptic  property  or  state, 
that  resists  all  decomposition.  But  mutilations  very  rarely  occur 
in  the  human  organism,  while  animals  are  very  frequently  broken 
and  torn  asunder.  Dr.  Boudin  states,  that  out  of  several  hundred 
persons  killed  by  lightning,  he  found  only  six  bodies  that  were 
mutilated  ;  of  these  there  were  four  of  partial  or  total  tearing 
out  of  the  tongue.  The  great  prominence  of  the  eyeball  is  often 
produced ;  sometimes  there  is  a  small  hole  in  the  skull,  as  if 
shot.  These  different  solutions  of  continuity  may  mark  the 
route  of  the  lightning  in  that  individual  case,  but  as  yet  we , 
know  of  no  law  to  determine  it,  other  than  circumstances  — 
such  as  position  of  the  body  at  the  moment ;  the  greater  or  less 
conductibility  of  the  body,  or  of  the  clothing ;  the  insulation, 
approximation,  or  line  of  direction  for  conducting  the  electric 
fluid  towards  him,  or  from  him,  in  a  direct  route  between  the" 
point  where  the  bolt  leaves  its  conductor  to  skip  to  a  better 
conductor. 

m 

Effects  of  Atmospheric  Electricity  on  the  human  Organism, 

The  human  organism  is  decidedly  affected  by  atmospheric  elec- 
tricity, from  the  slighter  changes  in  the  electric  state  of  the  air, 
as  well  as  by  bolts  of  lightning.  Healthy  individuals  even  feel 
the  exliilaration  of  a  serene  and  positive  atmosphere,  as  also  an 
increased  heaviness  and  oppression  at  the  opposite  state  of  the 
air.  If  the  weather  be  stormy,  and  the  air  is  surcharged  either 
positively  or  negatively,  or  is  suddenly  changed  from  the  one  to 
the  other  state,  then  do  we  find  the  neuralgic,  the  rheumatic,^ , 
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and  all  invalids  feel  pains  and  depressions.  When  the  negative 
lower  stratum  of  air,  which  is  near  the  surface  of  the  earth, 
1  obtains  also  in  the  higher  strata  for  a  while,  as  before  a  storm, 

^  and  sometimes  just  after,  then  it  is  that  the  rheumatisms  ache, 

and  the  neuralgias  give  their  ugly  twinges ;  the  frail  feel  a  pe- 
culiar fatigue  and  are  irritable,  or  are  perhaps  drowsy.  In  the 
extremely  sick,  the  dyspnoea  of  emphysema  and  of  heart  disease 
are  worse ;  complicated  chronic  rheumatism  is  awaked,  par- 
oxysms of  fever  anticipate  their  accustomed  hour ;  in  severe 
acute  diseases  the  symptoms  are  doubly  alarming ;  while  in  fatal 
cases,  death  will  arrive  earlier  in  unsettled  and  stormy  weather 
than  would  have  been  had  the  atmosphere  been  serene. 

It  is  highly  probable  that  this  state  of  humid  and  negative 
air  induces  a  large  and  sudden  precipitation  of  the  native  elec- 
tricity of  the  living  body  to  the  earth,  which  disturbs  the  animal 
electricity,  changing  the  state  of  fibres,  nerves,  and  organs ;  and 
this  perturbates  the  regular  functions  that  are  so  entirely  de- 
pending upon  the  normal  nervo-electric  equilibrium. 

One  indirect  effect  of  atmospheric  electricity  on  the  health  of 
man  is  through  ozone,  wliich  indeed  is  but  a  modification  of  the 
oxygen  of  the  air  from  an  electrical  operation.  The  hypothesis 
of  Dr.  Boeckel  makes  a  direct  ratio  between  the  diminution  of 
ozone  in  the  atmosphere  at  a  given  season,  and  the  prevalence 
of  cholera  and  of  miasmatic  diseases,  as  he  believes  he  has 
demonstrated  it  at  Berne  and  Strasburg. 

Dr.  Casper,  of  Berlin,  has  made  extensive  observations,  which 
result  thus :  — 

1.  The  greatest  number  of  births  occur  between  nine  o'clock 
in  the  evening  and  six  in  the  morning ;  while  the  smallest  num- 
ber occur  between  nine  o'clock  in  the  morning  and  six  in  the 
evening. 

2.  The  pains  of  labor  commence  most  frequently  between 
twelve  o'clock  at  night  and  three  o'clock  in  the  morning ;  least 
frequently  from  six  to  nine  in  the  morning. 

8.  Tlie  influence  of  night  is  more  marked  with  respect  to  the 
commencement  of  labor  pains  than  with  respect  to  complete 
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4.  Among  those  births  in  which  the  pains  commenced  bj  day^ 
the  greater  number  were  male  children,  and  vice  versa. 

6.  On  an  average,  delivery  was  more  protracted  when  the  ] 

pains  commenced  by  day  than  by  night. 

6.  The  preponderance  of  nocturnal  over  diurnal  births  is 
more  striking  in  respect  to  children  born  dead,  than  in  respect 
to  those  born  living. 

11  The  maximum  mortality  occurs  in  the  hours  before  noon, 
and  the  minimum  mortality  in  the  hours  before  midnight. 

8.  Individually  regarded,  the  ratio  of  deaths  from  inflamma- 
tions, phtliisis,  and  pulmonary  hemorrhage  is  greater  in  the 
afternoon ;  from  fevers  and  exanthemata,  just  before  midnight ; 
from  cerebral  apoplexy,  during  the  day ;  and  from  disease  of  the 
nervous  system  in  general,  in  the  hours  which  immediately  fol-  y 

low  midnight. 

Dr.  Thomas  Laycock,  when  remarking  upon  the  great  preva- 
lence, during  last  autumn,  of  diseases  of  the  nervous  system, 
makes  the  inquiry,  whether  the  cause  of  this  could  arise  from 
the  nutritive  functions  having  been  less  active.*  Besides  epigas- 
tric or  hypochondriac  neuralgia,  he  alludes  to  cases  of  quotidian 
intermittent  tic-douloureux,  or  brow  ague.  In  one  case  the  pain- 
ful ramifications  of  the  upper  cervical  nerves  were  traced  out 
by  the  patient ;  in  another,  the  pain  was  limited  to  the  infra- 
orbital branch  of  the  fifth  ;  and  in  other  cases  the  paroxysms 
were  accompanied  by  violent  headache.  Now,  what  is  remark- 
able in  these  cases  is  this :  — 

The  greater  proportion  of  them,  indeed,  all,  I  think,  without 
an  exception,  began  or  ended  about  the  same  hour  of  the  day. 
There  were  two  paroxysmal  hours  in  the  case  of  the  man  who 
had  been  working  in  low  grounds,  and  who  had  been  affected 
for  two  or  three  weeks ;  the  paroxysms  began  regularly  at  4 
o'clock  P.  M.,  and  continued  to  4  o'clock  A.  M.  He  then  got 
case,  and  went  to  sleep.  And  this  was  the  case  with  several 
others.  But  the  man  with  neuralgia  of  the  supra-orbital  nerve 
began  to  suffer  at  8  or  9  o'clock  A.  M.,  and  the  paroxysm  con- 

■  *  Braithewaite's  Retrospect,  No.  15,  p.  28. 
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tinued  until  8  or  9  o'clock  P.  M.  Of  course  there  is  a  vea^sou 
why  these  hours  are  selected  for  the  commeucement  and  termi- 
nation of  the  paroxysm.     What  then  can  it  be  ? 

In  the  first  place,  we  find  that  the  atmospheric  tides  attain 
their  maximum  and  minimum  at  certain  hours  of  the  day,  for 
there  are  tides  in  the  circumambient  atmosphere,  as  well  as  in  the 
circumambient  ocean ;  and  therewith  there  are  also  changes  in 
the  electricity  of  the  air  arid  the  magnetism  of  the  earth.  From 
8  to  10  o'clock  A.  M.  and  P.  M.,  the  barometer  is  at  its 
maximum  height ;  the  electric  tension  is  at  its  maximum  too ; 
and  there  is  also  the  greatest  maximum  variation  east  of  the 
magnetic  needle  at  the  same  hours.  From  4  to  5  o'clock  A.  M. 
and  P.  M.,  the  barometer  is  at  minimum ;  and  so  is  also  the 
electric  tension.  It  ought  to  be  borne  in  mind,  tliat  there  are 
other  diseases  which  have  a  relation  to  these  meteoric  hours,  but 
principally  those  of  the  nervous  system;  as  those  whose  onset 
is  dependent  upon  some  predisposing  condition  of  the  nervous 
system.  The  respiratory  movements,  and  of  course  the  activity 
of  the  circulation,  are  in  connection  also  with  these  hours.  About 
4  or  5  o'clock  in  the  morning,  with  a  minimum  temperature,  a 
minimum  electric  tension,  and  minimum  height  of  the  barom- 
eter, there  is  also  a  minimum  consumption  of  oxygen.  Further, 
I  have  ascertained  by  frequent  inquiry  that  sleep  to  the  nervous, 
generally  comes  on  about  tliat  hour,  after  a  feverish  restless 
night ;  and,  what  is  more  remarkable,  the  statistics  of  deaths  in 
the  State  show,  that  the  mortal  changes  are  in  the  proportion  of 
three  to  two;  that  the  last  sleep  —  the  sleep  of  death  —  will 
occur  at  that  hour.  Now,  all  these  coincidences  cannot  be  acci- 
dental ;  and  as  the  operation  of  natural  laws  is  as  unerring  as 
that  of  the  most  exquisite  machinery,  due  investigation  and  in- 
quiry only  are  requisite  to  lay  bare  this  whole  mystery. 

Dr.  Pallas,  chief  physician  of  the  French  army  in  Africa, 
asserts  that  the  greater  number  of  diseases,  particularly  the 
"  neuroses,"  are  due  to  the  influence  of  widely  deviating  elec- 
tricity ;  the  principal  sources  of  which  are  thunder  clouds  and 
marshy  soils.  By  their  geographical  constitution,  and  their 
efiects  upon  the  human  organism,  marshes  ^says  M.  Pallas) 
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present  the  closest  analogy  to  the  galvanic  battery.  Tlieir  dele- 
terious effects  are  formidable  in  exact  proportion  with  the  quan* 
tity  of  saline  or  organic  matter  contained  in  the  waters ;  and 
observation  proves  that  diseases  developed  by  the  influence  of 
marshy  emanations  are,  at  first,  of  a  nervous  nature ;  hence  ono 
of  the  methods  which  wttl  be  most  efficient  in  preventing  inter- 
mittent fever  and  neuroses,  must  be  the  electrical  isolation  of 
chairs,  beds,  and  tables  from  the  earth  by  glass  supporters. 

Electric  Changes  the  Cause  of  Epidemic  Diseases. 

In  1849,  M.  Andraud  made  daily  observations  and  experi- 
ments in  and  about  Paris  during  the  cholera  there,  which  show 
a  striking  coincidence  between  the  amount  of  atmospheric  elec- 
tricity and  the  virulence  of  the  epidemic.  In  a  letter  to  the 
President  of  the  French  Academy,  dated  June  10,  1849,  ho 
says, — 

Tlie  machine  I  have  used  for  my  daily  observations  is  rather 
powerful.  In  ordinary  weather  it  gives,  after  two  or  three  turns 
of  the  wheel,  brilliant  sparks  of  five  or  six  centimetres.  I  have 
noticed  that  since  the  invasion  of  the  epidemic  I  have  not  been 
able  to  produce  on  any  one  occasion  the  same  effect.  During 
the  months  of  April  and  May,  the  sparks,  obtained  with  great 
trouble,  have  never  exceeded  two  or  three  centimetres,  and 
their  variations  accorded  very  nearly  with  the  statistic  variations 
of  the  cholera.  This  was  already  for  mo  a  strong  presumption 
that  I  was  on  the  trace  of  the  important  fact  I  was  endeavoring 
to  find.  Nevertheless,  I  was  not  yet  convinced,  because  ono 
might  attribute  the  fact  to  the  moisture  of  the  air,  or  to  the 
irregularities  of  the  electric  machine.  Thus  I  waited  with  im- 
patience the  arrival  of  fine  weather  with  heat,  to  continue  my 
observations  with  more  certainty.  At  last  fine  weather  came, 
and  to  my  astonisliment,  the  machine,  though  often  consulted, 
was  far  from  showing,  as  it  ought,  an  augmentation  of  electricity, 
but  gave  signs  less  and  less  sensible  to  such  a  degree,  that  dur- 
ing the  days  of  the  4th,  5th,  and  6th  of  June,  it  was  impossible 
to  obtain  any  thing  but  slight  cracklings  without  sparks.     On 

5* 
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the  7th,  the  machine  remained  quite  dumb.  This  new  decrease 
of  the  electric  fluid  has  perfectly  accorded,  as  is  only  too  well 
known,  with  the  renewed  violence  of  the  cholera ;  for  my  part, 
I  was  not  more  alarmed  than  astonished ;  my  conviction  was 
complete.  I  saw  only  the  consequence  of  the  fact  already  sup- 
posed. It  may  be  imagined  with  what  anxiety,  in  these  mo- 
ments of  the  crisis,  I  consulted  the  machine,  the  sad  and  faithful 
interpreter  of  a  great  calamity.  At  last,  on  the  morning  of  the 
8th,  some  feeble  sparks  reappeared,  and  from  hour  to  hour  elec- 
tric intensity  increased.  I  felt  with  joy  that  the  vivifying  fluid 
was  returning  in  the  atmosphere.  Towards  evening  a  storm 
announced  at  Paris  that  the  electricity  had  reentered  its  domain ; 
to  my  eyes  it  was  the  cholera  disappearing  with  the  cause  which 
produced  it.  The  next  day  (Saturday  the  9th)  I  continued  my 
observations :  the  machine  then,  at  the  least  touch,  rendered 
with  facility  most  lively  sparks.  Now,  it  is  stated  that  in  the 
six  days  following  the  8th  of  June,  the  mortality  in  Paris  fell 
regularly  from  667  to  355. 

Another  very  curious  circumstance  is  related  by  Dr.  Eidd,  of 
Limerick,  Ireland,  in  the  Medical  Times  of  July  of  that  year. 
While  the  epidemic  was  raging  in  that  city,  a  large  magnet, 
capable  of  sustaining  seventy  pounds,  was  watched  daily.  No 
variation  took  place  in  it.  But  on  the  appearance  of  the  dis- 
ease in  Dublin,  —  one  hundred  miles  east  of  Limerick, — the 
cholera  being  quite  gone  from  the  latter  place,  the  magnet  now 
suddenly  lost  nearly  all  its  power. 

Sir  James  Murray,  M.  D.,  who  adopts  Dr.  Benjamin  Frank- 
lin's theory  of  electricity,  published  a  series  of  extensive  inves- 
tigations and  experiments  made  by  him,  or  under  his  auspices, 
some  years  since,*  from  which  we  make  the  following  abstract 
from  his  own  conclusions,  and  mostly  in  his  own  words :  — 

1.  I  consider,  he  says,  that  the  exciting  cause  of  epidemics,  which  is  called 
malaria,  is  not  "  bad  air "  at  all,  as  the  name  implies,  but  the  result  of  dis- 
turbed electricity. 

2.  That  marsh  miasms,  gases,  or  effluvia  of  vegeto-animal  matters,  or  putrid 
emanations,  are  not,  as  is  commonly  supposed,  the  exciting  causes  of  agues, 
or  other  diseases  called  malarious. 

*  These  views  are  not  wholly  adopted  by  the  author. 
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■  3.  But  I  consider  these  noiious  e: 
currents  and  electric  accumulations, — 
—  cauHing  a  vant  of  electrical  equilibi 
4.  That  these  electric  agencies  ore 
of  fens  or  marshes,  drains  and  sewer 


'  disturbed  elfctro-galpanir 
i  jioKitive,  sometimus  negative, 
in  human  bodies, 
iwardly  excited  or  set  free  from  soils 
Ijy  the  known  effects  of  evaporation. 


chemical  action,  and  infiltration  of  decomposing  substances,  and  putrid  depos- 
its, or  from  foul  waters,  among  minerals,  ores,  metals,  and  dissimilar  struta  of 
soils  and  subsoils,  and  also  in  wet  lands,  or  (luring  rainj'  seasons,  ailer  long- 
continued  absorption  by  the  earth  of  solar  heat 

5.  That  as  it  is  notorious  that  there  are  more  insalubrious  dry  and  high 
places  in  the  Koman  Campogna  affected  with  malarious  diseases,  than  wet  and 
low  situations.  I  consider  thst  in  surh  elevated  and  arid  spots,  long  noted  for 
insalubrity,  there  is  emitted  from  the  earth's  surface  an  untoward  emanatiDii  of 
electro-galvanism,  with  its  concomitant  lethal  agent  called  ozojie,  set  free  by 
cikuses  operating  within  the  soils  of  that  locality,  either  by  the  juxtaposition  of 
Rtiflta  of  dissimilar  materials,  acting  electrically  upou  each  other,  or  by  the 
infiltration  of  subtorranean  streams,  nr  mineral  waters,  and  by  internal  heat, 
and  consequent  liberation  of  steam  —  electricity;  or  by  some  other  ogents, 
acting  upon  materiols  contained  in  the  ground,  analogous  to  the  manner  in 
which  we  operate  upon  artificial  substances  in  a  galvanic  apparatus. 

6.  That  in  some  of  the  thousand  ways  in  which  galvanisoi  is  produced  in 
the  earth  or  air,  its  undue  influence  (under  certain  circumstances)  disturbs  the 
natural  electricity  of  human  beings,  particularly  when  recumbent,  in  contact 
with  the  ground,  or  on  beds,  near  the  earth. 

7.  That  this  protracted  or  often  repeated  disturbance,  either  in  the  relative 
quuitity  of  electricity  itself,  or  in  the  due  proportion  of  the  positive  or  nega- 
tive,  (fluids,)  alters  the  condition  and  functions  of  the  human  nerves,  and 
probably  the  relative  state  of  the  particles,  and  the  polar  relations  of  the 
atoms,  or  corpuscular  molecules,  and  at  all  events  is  capable  of  exciting  or 
depressing  the  vital  functions,  and  of  acting  chemically  on  the  eircnloting  ani- 
mal Suids.  This  is  obvious  near  rivers,  and  during  east  winds  ;  the  agency 
of  passive  or  negative  electricity,  then,  and  there,  inducing  diseases  of 
debility. 

8.  That  these  untoward  galvanic  agencies  account  more  clearly  for  the  spe- 
dfie  cause,  specific  symptoms,  and  specific  cures  of  some  classes  of  complaints, 
juch  as  inlermittents,  than  the  hitherto  assumed  action  of  marsh  miaamala, 
which  are  supposed  to  be  so  various  in  their  nature.  In  regions  in  which 
there  are  no  fens  or  marshes,  such  a«  the  Island  of  Ascension,  &c.,  the  agues 
incident  to  strangers  are  the  same  as  where  morasses  are  extensive-  In  both 
circumslanees,  the  disorders  occur  at  particular  seasons,  ore  confined  to  par- 
ticubr  situations,  and  require  particular  and  identical  treatment. 

9.  That  the  doctrine  of  marsh  miasms  is  untenable,  becau!ie  malarious 
diseases  attributed  lo  them  are  common  where  there  are  no  marshes,  and  be- 

domestic  animals  are  in  gecieral  pcrfectiy  healthy,  whilst  humou  beings 
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fall  by  thousands,  which  surely  would  not  be  the  case  were  noxious  miasms 
inhaled  into  the  lungs  during  respiration. 

10.  The  immunity  of  lower  animals  seems  to  rise  from  the  comparative 
density  of  their  integuments,  rendering  them  less  liable  than  man  to  the  influ- 
ence of  electric  accumulations,  galvanic  currents,  or  the  disturbance  of  the 
(natural)  fluid  in  them  by  induction.  The  hairs  or  wool  being  wet  at  night, 
serve  as  pointed  conductors,  which  diffuse  or  dissipate  opposite  electrical  cur- 
rents into  the  earth  or  air,  and  prevent  their  efiects  on  the  small  brain  and 
nerves  of  domestic  animals. 

11.  That  the  general  immunity  of  blacks  (even  of  those  who  have  lived 
long  in  our  climate)  from  malarious  diseases  appears  to  prove  that  inspiration 
of  malarious  air  by  the  lungs  is  not  absolutely  noxious,  and  that  the  cutaneous 
texture,  oily  secretions,  and  non-conducting  varnish  of  their  daily  anointing 
and  painting,  render  their  skins  less  susceptible  or  more  repulsive  of  electric 
agencies  than  the  integuments  of  whites.  The  black  color,  as  it  absorbs  heat 
sooner  than  white,  may  also  make  a  difierence  in  the  electric  conducting  power. 
Even  a  black  silk  thread,  or  ribbon,  or  stocking,  presents  v^ry  different  electri- 
cal phenomena  from  those  of  white  twist  or  white  fabrics  of  the  same  texture. 

12.  That  this  doctrine  of  electrical  origin  of  malarious  diseases  enables  us 
to  approach  much  more  nearly  to  salutary  means  of  prevention,  than  the  old 
theory  of  inhalation  of  miasms  wafted  in  the  air  can  lead  us  to  apply  pre- 
ventive measures  against. 

13.  That,  with  this  view,  in  order  to  enable  colonies  to  be  planted  upon 
insalubrious  regions,  I  propose  to  drain  some  suitable  sites  thoroughly ;  to 
place  a  horizontal  zinc  or  copper  rod,  or  tube,  in  each  drain  ;  then  to  connect 
these  cross-wires,  or  tubes,  with  two  or  more  upright  conducting  or  lightning 
rods,  to  carry  away  excess  of  electricity  outside  the  habitation,  and  not  to  per- 
mit its  passage  up  or  down  through  the  house  or  tenement,  or  through  the 
bodies  of  its  inmates. 

14.  That  many  trials  have  convinced  me,  that  houses  when  built  upon  such 
insulated  platforms,  floored  with  non-conducting  composts  of  asphalt  or  bitu- 
men, and  protected  above  and  below  from  electric  currents  by  copper  tubes  or 
wires,  are  comparatively  healthy  in  all  situations.  These  insulated  chambers 
prevent  the  natural  electricity  of  the  bodies  of  men  from  being  untowardly 
augmented,  diminished,  or  irregularly  distributed  through  them,  by  the  abstract- 
ed  or  the  excited  electricity  either  of  the  earth  or  of  the  air,  as  I  have  many 
times  witnessed. 

Id.  That  as  many  failures  have  occuiTed  to  common  protecting  lightning 
rods  for  want  of  moisture  in  the  ground,  in  dry  seasons  and  arid  elevations,  I 
have  found  hollow  pipes,  similar  to  our  copper  gas  tubes,  to  present  several 
advantages  as  lightning  rods :  by  terminating  below  in  the  horizontal  pipes 
or  drains  containing  water,  and  by  being  always  wet  inside  by  the  rain  con- 
tained in  them,  their  efficiencv  is  secured. 

16.  This  principle  of  insulating  the  areas  or  ground  upon  which  the  build- 
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ingB  are  erected,  is  intended  for  habitations,  hospitals,  barracks,  and  all  public 
or  private  edifices  in  malarious  localities,  and  particularly  in  those  places  where 
the  amount  of  insalubrity  is  prevalent  and  dangerous. 

17.  That  for  so-called  malarious  districts,  wet  floors,  or  low  places,  a  thick 
layer  of  dry  lime,  fresh  from  the  kilns,  produces  very  favorable  galvanic 
changes,  abates  the  low  indication  of  negative  electricity  of  these  places  for 
the  time,  puts  a  speedy  end  to  several  chemical  changes  going  on  in  sewers 
and  soils,  and  tends  very  much  to  ameliorate  the  atmospheric  condition  of  the 
insalubrious  habitations,  in  so  far  as  electro-galvanic  currents  and  accumula- 
tions are  concerned.  Dry  lime  la  a  non-conductor,  and  has  been  useful  in  ab- 
sorbing the  moisture  of  damp  rooms,  and  thereby  diminishing  their  power  of 
carrying  electric  currents  to  or  from  the  inhabitants. 

18.  It  had  long  since  been  proposed  by  Dr.  Priestley  to  electrify  a  great 
number  of  patients  at  once,  by  placing  them  in  a  chamber  raised  upon  glass 
feet  Mr.  Ellis  recommended,  in  1831,  that  persons  seized  with  cholera  should 
receive  their  medical  treatment  in  beds  placed  upon  glass  bottles,  and  be  sup- 
plied with  their  remedies  in  glass  vessels.  All  these  mgenious  suggestions 
were  proposed  for  the  use  of  persons  already  diseased ;  but  my  desire  is  to 
prevent  persons  from  being  epidemically  diseased  at  all,  as  frur  as  can  possibly 
be  accomplished.  The  above  able  gentlemen  have  suggested  means  of  cure ; 
I  recommend  measures  of  prevention.  Their  propositions  were  never  carried 
into  efiect;  whereas  my  insulated  houses  were  iried,  and  saved  the  inmates 
from  attacks  of  disease  in  places  where  laborers,  when  previously  unprotected, 
fell  by  dozens  in  fainting  and  fevers,  from  want  of  sufficient  electricity  to  sus- 
tain the  natural  balance.  Persons  insulated  by  a  very  bad  conductor,  such  as 
a  floor  of  cold  asphalt,  and  by  clean  dry  flannel,  or  other  insulators,  cannot 
readily  communicate  electricity  to  the  earth,  nor  receive  electricity  from  it, 
if  the  air  of  the  apartment  be  dry  where  they  sleep,  and  free  from  filth  and 
moisture. 

19.  The  following  may  serve  to  convey  an  outline  of  my  reasons  for  insu- 
lating public  and  private  buildings.  A  cloud,  strongly  charged  with  positive 
electricity  over  the  individual,  will  attract  his  negative  electricity  upwards,  and 
repel  his  positive  electricity  towards  the  earth.  After  the  cloud  is  discharged, 
passes  away,  or  is  neutralized,  the  two  elementary  fluids  rush  towards  each 
other  into  the  centre  of  the  person's  body.  This  action  of  the  opposite  cur- 
rents of  the  two  elements  often  kills  instantly.  In  milder  cases,  such  electrical 
disturbance  affects  the  animal  fluids,  as  it  affects  beer  in  the  cellar  or  milk  in 
the  dairy. 

20.  I  consider  that  men's  bodies,  between  the  atmosphere  and  the  earth, 
represent  the  chain  of  a  Leyden  jar,  or  of  an  electric  machine,  conducting 
negative  electricity  frx>m  the  outside  of  the  jar  to  the  ground,  or  supplying 
positive  electricity  from  the  earth  to  the  rubber.  Were  the  surface  of  the 
floor  well  insulatedj  the  chain  could  not  readily  give  or  receive  the  currents 
which  otherwise  pass  through  it 
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21.  Men,  in  like  manner,  may  be  saved  in  towns,  camps,  and  houses,  firom 
being  made  the  vehicles  of  currents  which  are  quite  capable  of  deranging  the 
mechanical  order,  the  chemical  action,  and  the  physical  function,  of  every  atom 
and  organ  of  the  human  body. 

22.  That  **  marsh  miasm "  is  a  misnomer,  and  a  weak  invention  to  cover 
want  of  knowledge  —  a  ** mysterious  emanation"  supposed  to  arise  like  a 
spirit  from  the  fenny  deep,  and  to  infect  air,  soil,  and  water  —  a  pestilential 
something,  reputed  to  be  malaria  itself.  But  no  chemist  has  yet  separated 
this  germ  of  evil  from  the  marshes  in  which  it  is  thought  to  be  engendered. 

23.  That  early  in  life,  a  believer  in  these  misty  delusions  of  marsh  poison,  I 
did  hope  that  improved  tests  and  apparatus  would  arrest  the  **  gas,"  and  de- 
tect its  composition.  But  continued  trials,  during  twenty  years,  all  failed  to 
render  it  tangible.  As  yet,  there  has  been  no  analysis  of  this  **p€st,'^  although 
its  sway  is  dreaded  alike  in  the  lowest  valleys  and  on  the  highest  hills. 

24.  That  no  doctrine  can  be  more  mischievous  than  this  of  "  miasms ; "  for 
if  there  be  such  a  poison,  sui  generis,  wafted  about  in  the  air  we  breathe,  there 
can  be  no  precaution  by  which  we  may  hope  to  ward  off  such  an  enemy  while 
it  continues  unknown  and  unseen. 

25.  That  no  harm  can  result  from  any  attempts  to  overturn  the  faith  that 
was  in  us,  and  to  believe  in  some  other  power  capable  in  various  ways  of  being 
felt,  seen,  heard,  or  understood.  If,  therefore,  we  come  to  ascertain  that  elec- 
tricity at  rest,  or  electricity  in  motion,  or  that  some  of  its  modifications,  —  gal- 
vanism or  magnetism, — can  induce  a  broken  balance  of  electrical  equivalents 
in  animals,  we  may  more  easily  devise  means  of  warding  off  a  known  power, 
and  preventing  its  transit  through  the  conducting  materials  of  living  beings. 

26.  That  while  the  relations  of  electrical  influence  to  the  laws  of  life  are 
imiversally  admitted,  the  very  existence  of  marsh  miasms  may  be  well  denied. 
An  able  writer  observes  that  "  their  nature  is  not  known  ;  neither  their  physi- 
cal nor  their  chemical  properties  have  been  ascertained.  Even  their  presence 
is  known  only  by  their  effects  on  the  human  constitution ;  no  other  test  of  their 
existence  has  yet  been  discovered.  Some  conjecture,  that  this  poisonous  gas 
is  carbonic  acid;  others,  that  it  is  azote  and  oxygen;  but  chemistry  has 
yet  to  discover  whether  this  poison  be  simple  or  compound,  as  well  as  by 
what  test,  other  than  its  action  on  the  human  body,  its  presence  may  be 
determined." 

27.  Were  miasms  of  ponds  and  fens,  of  drains,  sewers,  and  swamps,  the 
exciting  cause  of  cholera  or  agues,  this  pestilence,  wafted  in  the  fleeting  winds, 
would  be  just  as  variable  in  its  effects  as  the  wind  itself.  We  should  then 
have  every  possible  shade  of  suffering,  but  no  parallel  epidemics.  Every 
variety  of  inhaled  poisoning  would  prevail  at  the  same  time  and  place.  But, 
on  the  contrary,  intermittents  and  all  symmetrical  diseases,  induced  by  sym- 
metrical causes,  are  similar  in  character,  and  no  two  of  them  prevail  in  the 
same  place  and  at  the  same  time.  Definite  causes  produce  definite  effects; 
and  it  was  justly  observed,  in  the  late  sanitary  reports,  **  that  cholera  and 
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typhas  seldom,  if  ever,  rage  in  the  same  locality  simultaneously,  although  the 
fever  track  and  the  cholera  track  are  identical" 

28.  That  by  no  hypothesis,  deduced  from  the  theory  of  miasms,  can  vte 
account  for  the  known  fact,  that  in  the  Campagna  di  Roma,  in  Tuscany,  Cey- 
lon, and  other  places,  localities  are  pointed  out  where  malarious  influence  is 
insulated,  and  limited'  to  defined  spaces  —  as  to  one  side  of  a  hill,  one  range 
of  a  street,  one  end  of  a  field,  or  even  to  one  particular  habitation.  Malaria, 
tossed  about  in  the  air  of  Rome,  will  not  account  for  one  portion  of  the  Via 
Babuina  being  infected,  and  not  the  other ;  nor  will  it  explain  why  the  dry  and 
clean  Pincian  Hill,  and  the  beautiful  Monte  Mario,  are  unhealthy,  while  the 
marshy  streets  and  courts  below  are  salutary ;  why  the  rich  and  well-planted 
grounds  of  the  Villa  Borghesc  are  insalubrious,  while  the  flooded  Piazza  Na- 
Tonna,  the  Yelabra,  and  the  Jewish  quarter  are  safe,  like  other  crowded  towns 
of  equal  temperature,  on  similar  sanitary  regulations. 

29.  That  it  is  well  known  there  are,  even  in  these  climates,  numerous  small 
spots  of  land,  circumscribed  by  a  distinct  boimdary,  which  have  been  noxious 
for  ages.  If  this  diseased  state  be  owing  to  a  want  of  equilibrium  of  galvan- 
ism in  the  earth  or  soil  of  such  places,  it  merits  a  series  of  rigid  trials,  to 
examine  their  condition  to  the  utmost  extent,  and  to  divert  or  cut  ofl*  the 
sources  of  unequal  galvanic  influence,  where  unduly  exerted.  It  is  also  known 
that,  in  various  situations,  physicians  cannot  readily  cure  or  relieve  certain 
nervous  or  rheumatic  complaints,  owing  to  causes  which  are  undoubtedly  elec- 
trical This  renders  the  removal  from  such  localities  absolutely  necessary  to 
sensitive  patients,  a  change  of  air  to  whom,  is  simply  a  change  of  habitual 
electricity. 

30.  That  the  condition  of  low,  decomposing,  or  fermenting  places  themselves 
might,  in  many  instances,  be  improved  by  the  means  hereafter  recommended ; 
but  to  carry  out  in  detail  experiments  and  plans  on  a  sufficient  scale,  should  be 
the  work  of  governments  or  municipalities,  not  of  an  individual  To  arrive  at 
conclusions  of  absolute  certainty,  experiments  require  to  be  instituted  on  an 
enlarged  system.  It  is,  however,  fortunate  that  the  chief  means  here  pointed 
out  will  well  repay  their  cost  and  trouble,  by  the  diminution  even  of  the  former 
imputed  causes  of  " malaria"  There  is,  therefore,  the  less  necessity  to  dis- 
pute about  the  existence  or  non-existence  of  marsh  miasms,  if  we  can  prevent 
or  abate  the  desolation  attributed  to  their  influence  in  cities,  towns,  and  marshy 
districts. 

31.  That  whilst  the  nature,  and  even  the  very  existence,  of  marsh  miasm  as 
a  poison,  sui  generis,  are  without  proof,  demonstration,  or  reasonable  explana- 
tion, the  connection  of  electricity  with  all  the  agencies  of  nature  is  unbounded 
and  undeniable.  Its  power  is  equal  to  the  production  of  every  eflect  here 
suggested.  It  is  able  to  separate  and  again  unite  the  elements  of  water,  to 
tear  metals  from  their  oxides,  to  shake  the  clouds  in  thunder,  and  to  operate 
m  devefeping  the  evolutions  of  crystals.  In  its  form  of  currents,  it  contorts 
the  muscles  of  lifeless  animals,  and  it  flies,  in  its  condensed  form,  instanta- 
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neously  through  a  circuit  of  many  persons,  producing  a  manifest   shock  in 
them  all. 

32.  That  we  observe,  by  experiment,  how  various  is  the  quantity  of  elec- 
tricity required  to  charge  different  persons.  The  amount  is  shown  by  obtaining 
sparks  of  the  same  size,  from  separate  individuals,  when  equally  insulated* 
Even  their  capacities  for  electricity,  and  their  conducting  powers,  vary  consid- 

^erably.  It  is  little  wonder,  then,  that  an  endless  diversity  prevails  in  the 
f  ailments  and  sensations  of  persons  who  are  so  sensibly  affected  by  what  they 
I  call  the  state  of  the  weather,  damp,  or  the  change  of  winds.  These  three 
enemies  are  supposed  to  be  the  actual  perpetrators  of  injuries,  which  of  them- 
selves they  have  not  the  power  to  inflict  They  are  only  vehicles  of  the  dis- 
turber; they  are  not  the  real  exciting  cause ;  they  only  conduct  it  They  convey 
through  the  cold  cottages  of  the  poor,  and  the  warm  mansion  of  the  rich,  that 
invisible,  subtile,  disturbing  agent,  galvanism,  which  speedily  probes  and 
searches  the  bones,  muscles,  joints,  and  inmost  organs  of  invalids,  deranges 
the  nervous  functions,  affects  the  animal  spirits,  and  acts  magnetically  on  the 
protoxide  of  iron  in  the  veins. 

33.  Nature  employs  but  few  means  to  accomplish  many  end&  Electricity 
can  produce  thousands  of  effects  ;  it  is  heat,  light,  galvanism,  magnetism,  and 
chemical  action ;  or  it  is  convertible  into  them.  Its  modifications  constitute,  in 
my  opinion,  that  universal  ether  film  which  encircles  all  particles  of  matter, 
and  preserves,  by  its  powers  of  attraction  and  repulsion,  the  ultimate  mole- 
cules of  all  organized  bodies  in  their  natural,  relative  connection  and 
condition. 

34.  That,  as  a  definite  proportion  of  electricity  belongs,  and  is  peculiar  to 
every  thing,  and  as  a  natural  quantity  of  it  is  essential  to  health,  so  any  excess, 
deficiency,  or  derangement  of  it  causes  corresponding  derangement  in  living 
bodies.  As  the  integrity  of  specific  atomic  relation  is  essential  to  the  identity 
and  preservation  of  all  beings,  so  the  natural  integrity  of  electrical  equilib* 
rium  cannot  be  broken,  or  have  its  balance  long  disturbed,  without  an  equal  dis- 
turbance in  all  the  functions  influenced  by  definite  electrical  agency. 

35.  That  observations  and  experiments  give  reason  to  believe,  that  there  is 
a  certain  defined  amoimt,  plus  or  minus,  (above  or  below  the  natural  standard 
of  electric  agency,)  that  is  capable  of  producing  certain  defined  diseases,  in 
susceptible  individuals.  In  such  localities  as  have  their  natural  quantity  of 
electricity  reduced,  augmented,  or  disturbed  to  the  specific  degree  calculated 
to  induce  specific  disorder,  the  effects  of  such  derangement  will  be  propor- 
tioned to  the  cause.  The  particular  kind  of  epidemic  will  depend  upon,  and 
be  equivalent  to,  certain  assumed  points  in  the  scale  of  disturbed  electricity. 

36.  I  have  noticed  that  this  regulator  of  the  balance  is  broken  on  many 
occasions,  long  before  the  consequent  break  of  health  sets  in ;  that  the  loss  of 
electric  equilibrium  in  the  earth  and  air  precedes  the  loss  of  healthy  equi- 
librium in  man;  that,  like  the  supposed  incubation  of  some  disorders,  the 
reaction  consequent   upon  the   oscillation  of   animal    molecules    does   not 
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always  advance,  pari  passu,  with  the  occasion  of  their  agitation ;  that  in 
certain  constitutions,  the  effects  occur  several  months  later  than  in  others; 
that  when  the  epidemic  has  set  in,  after  the  waves  of  positive  or  negative 
electricity  had  passed  over  or  through  a  place,  the  epidemic  has  mani* 
fested  itself  long  after  the  terrestrial  or  atmospheric  condition  of  the  dis- 
trict had  been  restored  to  a  neutral  state ;  either  by  the  equalizing  power  of 
the  thunder  between  plus  and  minus  clouds,  or  by  both  these  being  blown 
away  by  currents  of  the  air. 

37.  That  it  is  only  by  careful  atmospheric,  and  telluric  examinations,  we 
can  learn  the  advent  and  cause  of  epidemics  before  their  invasion ;  and  that 
after  they  appear  we  may  sometimes  find  the  electricity  of  the  situation  restored 
in  its  due  quantity  or  balance. 

36.  Tliat  from  twenty  years'  practical  experience,  in  a  meteoric  and  marshy 
district,  1  have  concluded  that,  as  electricity  in  all  probability  is  heat,  or  the  active 
cause  of  heat,  its  laws  hold  similar  relations  to  those  of  caloric.  That,  as  cold 
is  the  absence  of  heat,  the  same  electrical  ratio  applies  to  cold  also ;  —  that  as 
water  boils  at  212®,  strong  nitric  acid  at  248°,  oil  of  turpentine  at  314°,  sul- 
phuric acid  at  620%  and  mercury  at  6G2°,  —  so  certain  steps  of  electrical 
alterations,  or  disturbances,  will  reach  certain  peculiar  epidemic  consequences, 
or  points.  Each  particular  step  produces  its  own  particular,  results,  in  suscep- 
tible persons  ;  and  sooner  or  later,  according  to  their  aptitude  or  susceptibility. 

39.  That,  as  we  are  taught  by  experience,  some  people  are  scarcely  liable  at 
all  to  impulses  of  galvanic  inequality ;  some  are  very  slightly  so  and  others 
slowly  affected,  or  only  after  long  intervals.  We  have  also  seen,  that  some 
persons  escape  altogether  the  shocks  or  oscillations  of  galvanic  passes ;  others 
slightly  feel  their  premonitory  signs,  or  symptoms  ;  whilst  some  withstand  the 
concussions  or  derangements  for  weeks,  or  months.  I  cannot  believe  that 
similar  differences  would  result,  were  marsh  miasms,  or  poisons,  (inhaled  by 
breath,)  the  exciting  cause ;  such  active  poisons,  if  in  existence,  and  capable 
of  destroying  strong  men  in  a  few  hours,  would  bring  every  human  being  within 
their  reach  under  their  destructive  sway,  without  omission  or  delay. 

40.  That  as  free  electricity  very  generally  prevails  in  the  air  of  most  places, 
it  may  be  asked,  why  cholera  in  man,  and  blir/ht  in  vegetables,  do  not  com- 
monly prevail  at  all  times.  To  this  I  reply,  that  the  integuments,  even  of 
delicate  human  beings,  are  not  susceptible  of  ordinary  or  slight  electric  passes, 
unless  the  part  be  moistened.  The  whole  surface  becomes  moistened  in  hot 
climates  by  the  dew  at  night ;  and  hence  I  think  that  cholera  or  agues  invade 
people  at  night,  particularly  towards  morning ;  as  we  know  that  negative  elec- 
tricity reduces  men  in  the  rice  lands  of  Italy  to  the  most  awful  state  of  dis- 
order. But  were  the  cause,  as  said  to  be,  miasms,  extracted  from  fens  by  the 
heat  of  the  sun,  their  lethal  violence  would,  on  the  contrary,  assail  all  persons 
by  day.  As  multitudes  labor  in  the  fields  by  day,  multitudes  would  fall  by 
poison ;  but  thousands  escape  the  pest,  provided  they  do  not  sleep  in  the  air, 
or  on  any  ground  floor  by  night 
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41.  That  I  believe  to  produce  certain  grades  of  epidemics,  certain  stages  of 
galvanic  disturbance  must  be  in  operation.  But  it  is  seldom  that  such  rates  of 
derangement  traverse  the  atmosphere  or  globe;  consequently,  we  have  not 
cholera  or  intermittents  in  all  places,  or  at  all  times ;  although  electricity,  at 
rest  or  in  motion,  may  be  variable  or  disturbed,  to  a  certain  extent,  in  every 
situation.  As  we  reach  definite  degrees  of  heat,  to  boil  water,  or  to  freeze  it, 
we  must  contend  with  a  definite  degree  of  disturbance  in  galvanic  force,  fit  to 
inflict  epidemic  catarrh,  and  a  different  definite  point,  sufficient  to  occasion 
epidemic  cholera. 

42.  That  I  consider  to  cause  specific  diseases,  similar  in  all  respects,  and 
parallel  in  progress,  some  specific  agent  must  be  in  operation  ;  such  agent  must 
be  capable  of  producing  peculiar  symptoms,  or  signs  of  derangement,  by 
exerting  peculiar  proportions,  or  quantities  of  disturbing  actions. 

43.  That  the  latent  galvanic  equivalents  in  living  things  are  seldom  so  much 
deranged  as  to  damage  the  laws  of  life ;  mild  degrees  in  the  scale  of  disturb- 
ance inflict  only  mild  corresponding  ailments.  Were  we  to  assume,  by  way 
of  illustration,  a  symbol  of  figurative  quantity,  as  the  neutral,  latent,  or  natural 
equivalent  of  atomic  electricity  in  a  man,  and  state  the  standard  amount  [say] 
at  ten  thousand,  or  any  other  number  of  equivalents,  then  we  might  infer,  that 
if  ten  degrees  be  added,  abstracted,  or  disturbed^  some  local  epidemic  would 
result  to  persons  similarly  struck  in  that  situation  at  the  same  time.  As  the 
cause  (only  ten  degrees)  is  not  considerable  in  this  supposed  case,  so  the 
effects  will  be  mild  in  proportion.  Periodical  and  nocturnal  returns  of  old 
pains,  nervous  complaints,  neuralgia,  or  nightly  rheumatism,  would  probably 
be  the  symptoms  of  disorders  corresponding  to  such  points  of  definite  or 
atomic  galvanic  alteration. 

44.  That  when  the  east  wind  (almost  always  passively  electrified)  pre- 
vails ;  when  stagnant  rivers,  ponds,  sewers,  cesspools,  filthy  streets,  and  drains, 
fens,  or  marshes,  fed  by  changes  of  decomposing  matters,  create  galvanic 
troughs  of  great  extent  and  active  energy ;  when  their  intense  emanations  flow 
in  currents,  and  are  linked  to  people  by  electric  chains  of  vapor,  damp  air, 
wet  floors,  or  filthy  garments,  —  then,  as  the  disturbing  forces  are  severe,  the 
loss  of  electric  balance  is  severe  also.  Should  the  derangement  of  the  balance 
amount  to  forty,  fifty,  or  sixty  degrees,  out  of  the  normal  quantity,  these  points 
will  correspond  with  the  ratio  of  broken  balance  which  may  stand  in  relation 
to  catarrh,  epidemic  influenza,  diarrhoea,  dysentery,  fevers,  and  other  local  epi- 
demics, similar  in  character  under  similar  circumstances. 

45.  That,  when  millions  on  millions  of  horse  power  of  galvanic  forces  are 
hourly  evolved  in  the  sultrj'  morasses  and  festering  deltas  of  the  hot  east ; 
when  strata  after  strata  of  our  globe  are  daily  galvanized,  by  communication 
or  induction ;  when  miles  of  excited  earth  transfer  conduction  to  adjoining 
miles ;  when  electric  wave  follows  wave,  flowing  round  in  a  zone  of  resist- 
less disturbance ;  when  a  belt  of  such  stupendous  streams  of  untoward  gal- 
vanism encircles  the  earth  itself,  which  is  the  great  source  and  reservoir  of 
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electricity,  —  then  it  is  no  wonder  that  plants,  fishes,  hirds,  beasts,  and  men, 
placed  over  such  an  electrified  girdle  of  the  globe,  should  sufier,  each  accord- 
ing to  their  susceptibility  and  organization,  and  to  the  extent  or  continuance  of 
oscillating  currents.  A  hoop,  or  circumference,  broader  than  the  peninsula  of 
India,  conveying  long-continued  electric  concussions  and  steam-electricity 
under  land  and  water,  will  carr)'  the  disturbing  range  to  eighty,  ninety,  or  one 
hundred  degrees,  every  series  pointing  to  different  series  of  disorders. 

46.  That  there  is  reason  to  believe,  a  disturbed  cincture  arrives  and  retires 
with  the  revolutions  of  this  planet.  Perhaps  the  time  may  come,  when  the 
dreaded  advent  of  these  revolving  sources  of  disturbance  may  be  predicted  by 
calculation,  as  the  march  of  the  cholera  was  estimated,  in  1832,  at  the  rate 
of  about  ninety  miles  per  month.  It  is,  therefore,  when  the  excited  air  above, 
and  the  exhausted  earth  below,  attract  and  repel  long  interchanges  of  galvanic 
emanations,  that  greater  or  more  dangerous  pathological  degrees  of  disturb- 
ance ensue,  fit  to  derange  the  scale  to  the  point  of  such  vast  loss  of  balance 
as  to  indicate  the  exciting  causes  of  typhus  fever,  sweating  sickness,  bubo 
plague,  yellow  fever,  black  vomit,  and  black  death. 

47.  Within  and  around  our  cities  and  towns  we  contrive  the  most  exten- 
»ve  batteries  for  extricating  galvanism ;  we  establish  currents  and  counter 
currents  of  the  electric  [fluid],  and  of  its  vehicles ;  viz.,  the  noisome  gases, 
escaping  up  our  pipes  and  drains.  These  foul  airs  rush  up  into  our  apart- 
ments, conducted  by  walls  and  floors,  and  carrjing  up  currents  of  overpowering 
galvanic  emanations.  The  walls  and  atmosphere  of  the  rooms,  being,  in  gen- 
eral, positively  charged,  induce  negative  passes  from  the  human  bodies  within 
their  range,  and  from  the  moist  earth  below  attracting  the  electricity  of  the 
persons  present,  if  of  an  opposite,  and  repelling  it  if  of  the  same  kind. 

48.  The  vast  number  of  chemical  trials  which  I  conducted  in  these  marshy 
valleys,  all  demonstrated,  as  far  as  can  be  proved  by  negative  evidence,  that 
there  is  no  such  peculiar  morbific  agent  {per  se)  as  that  which  is  understood  by 
the  name  of  marsh  miasm,  or  paludial  malaria.  In  most  of  these  experiments, 
animal  exhalations,  supposed  puirine,  and  organic  remains,  were  traceable,  with 
more  or  less  of  ammonia,  in  all  the  gases  evolving  in  low  fens  or  clay  soils. 
But  ammonia  and  all  other  impregnations  were  found  in  most  regions  of  the 
air  in  Ireland,  England,  France,  and  Italy,  where  no  epidemic  at  the  time 
prevailed. 

49.  These  results  led  to  the  conclusions  which  were  afterwards  confirmed  by 
more  extended  researches  in  Italy.  I  found  that  when  human  beings  recline 
upon  moist  ground,  or  on  beds  placed  upon  it,  their  natural^  latent,  or  neutral 
electricity  is  disturbed  or  decomposed  by  the  extensive  surface  of  the  body 
exposed  to  telluric  attraction  and  repulsion  of  galvanic  currents,  conducted  by 
the  fatal  chains  of  damp  walls  or  floors,  stagnant  drains,  filthy  beds,  or  soiled 
clothing. 

50.  In  the  places  described,  extensive  evaporation,  and  energetic  chemical 
action  during  the  day,  charged  the  atmosphere  of  the  place  with  positive  gal- 
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vanic  fluid.  This  surcharge  passed  through  the  moist  conducting  bodies  of 
the  people  into  the  earth,  attracting  their  negative  and  repelling  their  positive 
electricity.  Again,  livhen,  during  the  diminution  of  the  electric  fluid  of  the  air, 
before  sunrise  and  sunset,  the  efiervescing  earth  transmitted  its  excess  up- 
wards, through  the  persons  so  exposed,  the  neutral  (fluid)  in  their  bodies 
was  disturbed,  or  the  positive  (fluid)  was  attracted  to  one  side  or  extremity 
of  the  bodies,  and  the  negative  fluid  repelled  to  the  other  side,  and  thus  a 
process  of  attraction  or  repulsion  exerted  untoward  oscillation  in  the  bodies, 
brain,  and  spinal  cord,  and  felt  in  particular,  in  the  great  sympathetic  system. 

Ill  fine,  wc  must  conclude,  that  wo  are  always  under  more  or 
less  eUctric  tension^  as  the  air  is  naturally  positive,  while  the 
surface  of  the  ground,  together  with  all  objects  upon  it,  are  in 
a  preponderating  negative  state.  It  is,  indeed,  a  matter  of  gen- 
eral observation,  that  this  tension,  or  disturbed  electrical  condi- 
tion of  the  atmosphere,  whether  it  chances  to  be  plus  or  minus, 
positive  or  negative,  actually  causes  the  more  sensitive  persons 
to  feel  otherwise  unaccountably  uncomfortable  —  sometimes  as 
if  all  things  were  more  than  usually  heavy,  hard,  noisy,  or  tire-' 
some  ;  at  other  times,  they  are  irresistibly  irritable,  excited,  or 
restless ;  at  others,  perhaps,  depressed  or  melancholic.  When- 
the  atmospheric  electric  deficiency  is  sudden  and  great,  there  is 
produced  in  nearly  all  persons,  even  in  those  in  health,  a  certain 
mental  depression,  oppressive  yawning,  or  uncomfortable  feeling 
of  gloom  or  discouragement.  While  a  rapidly  prevailing  sur- 
charged air,  particularly  if  chafed  by  high,  dry,  and  protracted 
winds,  produces  not  only  nervous  irritation,  unrest,  and  epi- 
demic influenza,  or  prevalent  colds,  but  even  prevailing  inflam- 
matory diseases ;  at  the  same  time  rendering  a  large  portion  of 
the  sick,  and  persons  with  morbid  nerves,  worse  ;  while  another 
large  class  of  maladies  and  temperaments  arc  as  much  benefited 
by  it.  So  sure  as  autumn  brings  the  blessing  of  harvest,  and 
with  that  harvest  also  cholera  infantum,  epidemic  dysentery,  in- 
termittent and  bilious  fevers,  so  sure  will  any  considerable 
atmospheric  electrical  changes  awaken  all  manner  of  painful 
affections.  Repeated  observation  has  made  the  author  quite 
familiar  with  the  coincidence  of  the  prevalence  of  "violent  at- 
tacks of  neuralgia,  during,  or  soon  after ^  the  more  brilliant  dis- 
plays of  the  electric  and  magnetic  flashes  of  the  aurora  borealis. 
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CHAPTER   II. 

EABLY  HISTOBY  OF  MEDICAL  ELECTBICTFY. 

History  of  the  Medical  Uses  of  Static  Electricity. 

Our  place  is  in  the  new  worlds  our  time  in  a  new  age.  If 
we  trace  back  but  a  little  over  one  century,  we  shall  find  that 
medical  electricity  was  a  new  theme,  and  formed  but  a  short, 
undefined,  and  hence  unimportant  chapter  in  those  works  of 
systematic  writers  that  treated  of  Therapeutics.  The  Lcyden 
jar  was  then  but  just  discovered ;  the  physiological  effects  of  the 
electric  spark  and  shock  were  only  surmised.  Our  Dr.  Franklin 
had  not  demonstrated  to  the  world  the  actual  identity  between 
the  lightning  of  the  clouds  and  the  electricity  produced  by  fric- 
tion. But  one  hundred  and  fifty  years  ago  and  electricity  de- 
veloped from  rubbing  smooth  pieces  of  wax  and  glass  was  the 
theme  of  universal  wonder,  and  of  scientific  investigation.  The 
astonishing  powers,  laws,  and  works  of  galvanism  were  utterly 
unsuspected.  The  relations  of  electricity  to  magnetism,  and 
vice  versa,  remained  yet  hidden  from  the  eyes  of  science  for  a 
long  half  century.  Can  we  truly  realize  that  water  was  then  sup- 
posed by  all  the  learned  world  to  be  a  simple  substance ;  that  the 
laws  of  heat  were  unknown  ;  that  even  the  philosophers  of  1760 
did  not  dream  of  electricity  as  being  the  very  key  to  physiology ; 
to  molecular  physics,  and  hence  to  metaphysics  ;  for  penetrating 
and  revealing  the  intimate  structure,  relation,  and  nature  of 
bodies ;  that  chemistry  would  be  indebted  to  its  subtile  power 
for  nice  analysis  and  synthesis ;  for  elucidating  tlieories,  and 
for  forming  entirely  new  compounds ;  that  the  physiologist 
would  have  deduced  by  its  aid  a  most  intimate  knowledge  of, 
and  familiarity  with,  those  innate  forces  that,  hand  in  hand 
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with  vitality^  rule  over  living  bodies,  and  are  next  to  the  very 
mainspring  of  life  itself;  and  finally,  that  the  physician  and 
surgeon  would  find  in  it  a  very  peculiar  power  for  healmg,  and 
restoring  from  a  class  of  diseases  that  baffled  all  skill,  and 
were  considered  incurable  ?  One  hundred  years  before  that,  and 
it  has  been  well  said,  that  Newton  was  a  schoolboy.  Gravitar 
tion,  or  a  code  of  laws  for  the  universe,  was  unthought  of.' 
The  globe  had  not  been  weighed  as  in  a  balance,  nor  had  the 
true  figure  of  the  earth  been  recognized.  Of  course  the  "  Prin- 
cipia  "  and  the  "  Optics  "  of  Sir  Isaac  Newton  were  as  yet  unwrit- 
ten. Electricity  and  magnetism  were  scarcely  acknowledged  as 
sciences.  Philosophers  were  speculating  on  their  properties  and 
their  importance,  but  they  never  obtained  a  control  over  them. 
Can  we  realize,  that  but  one  hundred  years  before  that,  and  we 
plunge  into  the  very  abyss  of  the  dark  ages  ?  where,  not  only 
medicine  and  the  physical  sciences  that  relate  to  the  healing 
art,  but  also  all  the  physical  sciences,  were  sleeping,  as  they  had 
done  for  a  long  thousand  years  before  ?  Without  recounting 
our  own  otherwise  untold  inheritance  of  religious  and  social 
treasures,  what  rich  legacies  of  chemistry,  botany,  geology, 
geography,  mathematics,  mechanics,  physiology,  electricity,  and 
electro-magnetism  were  laying  in  stores  for  these  generations 
then  unborn  !  But  over  what  was  then  known  there  lay  a  pon- 
derous mass  of  dogmatic  theories.  No  free  discussion,  no  sub- 
ject for  dissection,  no  correct  idea  of  the  work  of  the  lungs,  or 
of  the  heart ;  no  microscope,  no  barometer,  or  thermometer  was 
heard  of.  In  science  there  was  as  yet  no  minutiae,  or  speciality; 
it  was  only  at  the  risk  of  life  that  any  new  thought,  or  even  any 
ascertained  fact,  was  then  given  to  the  world.  But  now  we 
come  to  an  age  that  has  both  the  facilities  and  the  inducements 
for  that  minute  and  scrupulous  observation,  that  discovers  to  ua 
by  the  aid  of  inductive  philosophy,  as  it  were,  new  continents 
in  science,  inviting  us  to  labor  and  usefulness.  Such  are  the 
indissoluble  links  that  bind  electricity  with  physiology,  and  also 
with  the  whole  science  and  art  of  medicine,  that  a  more  intimate 
study  of  it,  in  these  relations  at  least,  has  become  quite  indis- 
pensable to  all  medical  men  of  the  present  day.    In  therapeu- 
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tics  the  march  of  discoveiy  is  continually  going  on.  Entirely 
new  paths  are  opened ;  new  methods  of  research,  and  of  doing 
things,  new  instruments  to  facilitate  the  work,  new  laws  are 
eTolved,  giving  connection  and  combination  of  facts  and  phe- 
nomena wfiich  are  unceasingly  and  increasingly  accumulating 
around  us.  The  discoveries  of  M.  Matteucci,  and  of  Dubois- 
Beymond  have  demonstrated  to  the  equal  astonishment  and  ad- 
miration of  the  present  age,  the  curious,  exquisite,  and  subtile 
relations  which  exist  between  voltaic  electricity  and  the  natural 
functions  of  nerves  and  muscles,  not  by  any  means  proving  the 
absolute  identity  of  the  nervous  element  of  force  with  electricity, 
as  some  claim,  but  approximating  a  view  that  solves  facts  be- 
yond all  previous  expectation.  But  who  is  able,  after  all,  to 
discuss  the  actual  relations  of  vital  to  physical  forces,  as  applied 
especially  to  the  human  organism  ?  Greater  still  would  be  the 
folly  to  plunge  here  into  the  depths  of  that  still  more  abstruse 
question  of  the  proximate  relation  of  matter  to  mind,  or  into 
the  domain  of  physical  causes  —  to  the  total  phenomena  of  ani- 
mal life !    None  of  this  can  occupy  our  time  or  space. 

First,  I  wish  to  quote  an  account  which  has  been  given  of  the 
first  shock  of  electricity,  which  electricity  was  accumulated,  and 
then  administered  to  the  human  body,  by  any  explorer  in  tliis 
particular  field  of  science.  The  simple  story  shows  the  utter 
astonishment  that  followed  the  efiects.  The  historian  says, 
"  The  end  of  the  year  1745  and  tlie  beginning  of  the  year  1746 
were  rendered  famous  by  the  discovery  of  the  accumulation  of 
electricity  on  glass,  called  the  Leyden  vial,  so  called  because  the 
experiment  was  made  by  a  native  of  Leyden,  Mr.  Cuncres.  But 
the  person  who  made  the  discovery  of  the  phenomenon  was  a 
Mr.  Von  B^leest,  the  dean  of  Cammin.  On  the  4th  of  Novem- 
ber, 1745,  the  first  electric  shock  was  felt  by  this  gentleman." 

He  says,  when  a  nail,  or  a  piece  of  thick  brass  wire,  is  put 
into  an  apothecary's  glass  vial,  and  this  is  electrified,  then  very 
remarkable  effects  do  follow.  Mr.  Muschenbroek  tried  the  ex- 
periment with  a  very  thin  glass  bowl,  and  says  in  a  letter  to  M. 
Beaumur,  that  he  felt  himself  struck  in  his  arms,  shoulder,  and 
breast,  so  that  he  lost  his  breath ;  and  it  was  two  days  before  he 
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recovered  from  the  effects  of  the  blow  and  terror ;  and  that  he 
would  not  take  a  second  shock  for  the  kingdom  of  France. 
Various  accounts  are  given  of  the  effects  of  such  shocks,  re- 
peated by  diflFerent  persons  in  different  places  about  those  times ; 
but  we  have  space  only  for  those  of  M.  Winckle,  of  Leipsic. 
He  says  that  "  the  first  trial  of  the  Leyden  experiment  produced 
great  convulsions  in  his  body ;  that  it  put  his  blood  into  such  a 
state  of  great  agitation  that  he  was  for  a  time  afraid  of  an  ar- 
dent fever,  and  was  obliged  to  use  refrigerent  medicines ;  that 
he  felt  a  heaviness  in  his  head  as  if  a  great  stone  lay  upon  it. 
Twice  it  gave  him  a  bleeding  from  the  nose.  His  wife  was  the 
first  woman  who  had  the  courage  to  try  a  shock,  and  from  this 
she  found  herself  so  weak  that  she  could  hardly  walk."  Such 
were  the  first  rude  and  rash  experiments  made  with  dynamic 
electricity  on  the  human  body  by  shock ;  but  sparks  were  em- 
ployed even  before  that ;  also  for  remedial  purposes.  M.  Krat- 
zenstcin,  a  German  physician,  was  the  first  to  record,  in  1744,  a 
methodical  treatment  and  cure,  which  was  a  case  of  paralysis 
of  the  fingers,  cured  by  sparks  drawn  from  the  then  common 
electrical  machine.  Next  we  find  "  A  Treatise  on  the  Effects 
of  Electricity  upon  the  living  Human  Body,"  by  M.  Jallabert, 
which  was  published  in  1748.  He  sums  up  the  most  general 
phenomena  observed  from  the  application  of  electricity  as  fol- 
lows :  First,  an  acceleration  of  the  pulse ;  second,  an  increase 
in  the  warmth  of  the  part ;  and  third,  involuntary  contractions 
actually  produced  in  palsied  muscles.  This,  we  take  it,  must 
have  been  the  first  work  on  electro-therapeutics.  Small  as  were 
the  resources,  and  few  the  beneficial  results,  yet  the  then  med- 
ical world  did  not  let  the  matter  rest,  for  the  Abb^  Sans,  in 
1772,  published  a  work  on  medical  electricity,  in  which  are  found 
reported  the  treatment  of  eight  cases  of  paralysis,  some  cured 
and  others  very  much  benefited  by  the  sparks  and  shocks,  which 
was  all  that  was  known  of  electricity  up  to  that  time. 

But  in  1778,  in  consequence  of  a  highly  favorable  account  of 
the  curative  effects  of  electricitr/j  which  was  made  before  the 
Societc  Royale  de  Midecine^  at  Paris,  by  Dr.  Mauduit,  the  em- 
ployment of  electricity,  for  various  diseases,  through  the  med- 
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ical  world,  becamo  more  fashionable.  He  concluded  that  elec- 
tricity was  an  exciting  remedy;  that  it  increases  the  vital 
powers ;  that  it  swells  or  plumps  those  diseased  parts  of  the 
body  which  are  touched  by  it;  that  it  excites  perspiration,  and 
even  salivation,  (if  not  other  secretions,)  which  become  very 
profuse  sometimes  if  the  electricity  be  strong.  He  there  gives, 
as  his  experience,  that  by  a  prudent  use  of  electricity,  patients 
were  certainly  relieved  of  obstinate  pains  ;  that  the  normal  heat 
is  restored  in  parts  which  had  been  cold  even  for  years  ;  that 
patients  suffering  from  constipation  sometimes  experience  abun- 
dant evacuations  ;  that  muscular  wasting  and  paralysis,  as  well 
as  oedema,  are  cured ;  that  nerves  are  quieted,  and  a  disposition 
to  sleep  is  usually  induced  by  electricity.  In  a  few  years  after, 
M.  Cavallo  published  all  that  was  known  on  the  subject  up  to 
his  time,  in  his  "  Theory  and  Practice  of  Medical  Electricity," 
which  contains  numerous  valuable  observations.  He  recom- 
mended to  the  profession  the  more  frequent  resort  to  the  elec- 
trical machine^  in  their  cases  of  paralysis,  partial  amaurosis,  deaf- 
ness, chorea,  and  epilepsy,  and  for  resuscitating  persons  after 
being  nearly  drowned  or  suffocated. 

The  next  considerable  work  on  the  remedial  uses  of  static 
electricity  appeared  in  1802,  although  that  was  past  the  time  of 
the  galvanic  and  voltaic  discoveries,  and  in  connection  with 
which  latter  the  whole  world  of  letters  was  flooded  with  piles  and 
scraps  of  news  or  gossip  relating  to  it,  coming  through  every 
channel.  This  work  was  put  forth  by  M.  Sigaud  de  la  Fond,  on 
"  Medical  Electricity,"  which  was  as  sweeping  as  our  modern 
"  Electropathy;  "  for,  according  to  that  work,  there  is  scarcely 
a  disease  known  in  pathological  anatomy  that  could  not  have 
been  cured  by  those  elaborately  described  methods  which  he 
laid  down  for  its  use.  According  to  him,  there  were  seven  dif- 
ferent methods  of  applying  the  electricity  of  the  electrical  ma- 
chine, viz.,  by  an  electrical  air  bath,  by  drawing  sparks,  by  giving 
sparks,  by  friction,  by  insufflation,  by  exhaustion,  and  by  com- 
motion. 

There  arc  some  other  less  important  works  found,  that  were 
published  in  the  latter  part  of  the  last  century,  upon  this  branch 
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of  medicine ;  but  they  arc  not  of  value  to  be  recorded  here,  ex- 
cepting, perhaps,  by  allusion  to  one  or  two,  to  show  the  tolera- 
tion of  those  most  ridiculous  notions  which  prevailed  up  to  those 
times  in  all  departments  of  regular  medical  practice.  Signer 
Pinati,  of  Venice,  introduced  Peruvian  balsams  and  a  variety  of 
other  medicinal  substances  into  the  glass  cylinders  of  the  differ- 
ent electrical  machines  he  employed  for  the  different  classes  of 
diseases.  One  Dr.  Giuscppi  Bruni  employed  in  the  cylinder  of 
the  frictional  machine,  with  which  he  operated,  certain  purgative 
medicines,  and  the  patient,  after  having  been  thus  electrified, 
(sic,)  is  said  to  have  experienced  the  same  effects  as  if  he  had 
swallowed  the  medicine ! 

However,  the  frictional  machine  has  always  found  a  place  in 
the  armamentarium  of  therapeutics  to  the  present  day,  although 
very  much  less  since  Faraday  discovered  the  induction  current 
in  1831.  Within  and  during  the  last  fifteen  years,  static  elec- 
tricity has  been  considerably  employed  and  made  to  accomplish 
some  very  wonderful  cures  in  the  electrical  room  of  Guy's  Hos- 
pital, in  London,  through  the  perseverance  and  skill  of  the  cel- 
ebrated Dr.  Golding  Bird  ;  also,  with  and  after  him,  by  Dr. 
Gull,  accurate  accounts  of  which  are  found  scattered  along  year 
by  year  in  the  voluminous  reports  of  that  noble  and  excellent 
institution. 

As  a  matter  of  history,  for  the  actual  starting  point  in  this 
branch  of  medicine,  we  must  go  back  for  more  than  two  thou- 
sand years,  even  to  the  days  of  the  great  philosopher,  Thales  of 
Miletus,  who  ranked  as  one  of  the  seven  wise  men  of  Greece  — 
to  him  who  founded  the  Ionic  sect.  It  was  he  who  first  men- 
tioned electricity  as  a  remedial  agent,  some  five  hundred  and 
forty-eight  years  before  Christ.  He  also  taught  his  pupils  that 
electrized  amber  possessed  a  soul. 

History  of  the  Discovery  and  Medical  Uses  of  Galvanism. 

Galvanism,  as  is  now  well  known,  was  discovered  and  demon- 
strated by  Professor  Luigi  Galvani,  of  Bologna,  in  1786,  although 
he  did  not  publish  his  discovery  and  commentary  "  De  Viribus 
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JEleclricUatis  in  Motu  Musculari^^  until  1791.  In  that  work 
he  laid  down  the  proposition  that  there  is  a  peculiar  form  or 
kind  of  electricity  existing  in  all  living  animals,  which  he  desig- 
nated as  animal  electricity.  As  to  his  famous  discovery,  by 
means  of  the  contractions  of  the  legs  of  a  dead  frog,  he  be- 
lieved that  he  merely  excited  and  rendered  sensible  this  native 
electricity  by  covering  a  nerve  and  a  muscle  with  metallic  con- 
ductors, but  did  not  regard  the  latter  as  the  real  source  of  the 
electricity.  In  fact,  Galvani  based  the  explanation  of  the  phe- 
nomena of  muscle  contractions  on  his  neurchelectric  theory.  He 
assumed  that  all  animals  are  endowed  with  an  inherent  electri- 
city, exactly  appropriate  to  their  economy,  which  nerve-electri- 
city, being  secreted  by  the  brain,  resides  mostly  in  the  nerves, 
and  by  which  it  is  communicated  to  every  part  of  the  body. 
The  principal  reservoirs  of  this  electricity  he  considered  to  be  in 
the  fibres  of  the  muscles,  each  of  which  he  regarded  as  having 
two  sides,  i.  e.,  opposite  electric  ijonditions.  lie  believed, 
therefore,  that  when  a  muscle  was  willed  to  move,  the  nerves, 
aided  by  the  brain,  drew  from  the  interior  of  the  muscles  some 
electricity  ;  then,  by  discharging  this  upon  their  surface,  which 
he  believed  to  be  negative,  they  were  made  to  contract  or  draw 
together,  and  thus  produce  the  required  change  of  position. 
Thus,  then,  Galvani  was  the  first  not  only  to  stumble  upon  the 
manifestation  of  a  new  form  of  electricity  by  the  frog  twitch- 
ings,  but  to  blindly  demonstrate  the  existence  of  animal  electri- 
city ;  for  he  verily  thought  it  was  that  only  which  produced  the 
phenomena.  Here  were  given  to  the  world  two  stupendous 
truths,  by  a  single  little  prophetic  fact!  When  he  touched 
the  sciatic  nerve  of  a  frog  with  one  kind  of  metal,  and  at  the 
same  time  touched  the  muscles  of  the  leg  with  another  kind  of 
metal,  while  the  other  ends  of  the  two  bits  of  metal  were  in 
contact  so  as  to  form  an  arc,  there  was  observed  a  sudden  con- 
traction of  that  leg  of  the  recently  killed  frog ;  and  this  he 
interpreted  as  only  evidence  of  an  excitation  of  the  peculiar 
electricity  that  was  in  the  nerve  and  log  of  the  frog!  He  evi- 
dently did  not  comprehend  that  he  had  before  him  two  dis- 
coveries in  the  one  first  experiment ;  that  he  was  in  fact  de- 
monstrating most  clearly  what  we  now  know  as  ealvanism,  while 
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it  was  not  so  clear  an  evidence  of  animal  electricity,  but  which 
was  in  fact  equally  as  true. 

It  is  said  that  Dr.  Galvani,  at  that  time  Professor  of  Anat- 
omy  at  Bologna,  had  his  attention  first  drawn  to  an  accidental 
and  strange  phenomenon  by  one  of  the 
medical  students,  that  ultimately  led 
him  to  the  discovery  of  galvanism. 
I  Some  frogs  had  just  been  dressed  for 
a  soup  for  Madame  Galvani,  who  was 
an  invalid,  and  hung  along  suspended 
by  copper  hooks  connected  to  an  iron 
ruling.  The  student  observed,  that  as 
these  frogs'  legs  were  moved  by  the  wind,  or  other  catiso,  so  as  to 
touch  a  lower  part  of  the  iron  grating,  they  would  at  the  same 
instant  become  " convulsed"  and  exhibit  a  peculiar  twitching 
movement,  which  was  repeated  at  every  fresh  contact,  as  if  still 
alive.  Dr.  Galvani  immediately  commenced  a  scries  of  cspcri- 
ments,  to  which  he  devoted  himself  almost  exclusively  for 
years,  producing  the  same  phenomenon  in  a  more  and  more 
marked  degree,  by  employing  the  legs  of  very  recently  killed 
frogs,  and  the  application  of  certain  metals  botli  to  the  nerve 
and  the  mvscle  of  the  mutilated  animals. 

Shortly  after  the  announcement  of  this  discovery  by  Professor 
Galvani,  this  marvellous  experiment  was  repeated  by  various 
scientific  men  in  Europe,  as  well  as  in  this  country,  as  a  curi- 
ous circumstance.  It  appears  that  Galvani  repeated  and  varied 
his  experiments  on  the  logs  and  nerves  of  the  mutilated  frog, 
again  and  again,  for  five  successive  years,  before  he  put  forth  to 
the  world  the  fact,  and  his  explanation  of  it.  But  the  very  next 
year  after  tlie  publication  of  this  wonder  of  that  day,  Piofessor 
Volta,  of  Pavia,  having  set  himself  at  once  to  the  repeating  this 
and  other  analogous  experiments,  publicly  declared  that  he  had 
arrived  at  a  new  and  different  conclusion  as  an  explanation  of  the 
twitchings  of  the  legs  of  the  recently  killed  frog.  He  showed 
that  the  electricity  was  elicited  yrom  the  contact  of  lico  dissimilar 
metals,  while  the  contraction  of  the  muscles  of  the  frog  was 
only  an  index  of  its  existence.  This  explanation  of  Volta  con- 
tained also  substantial  and  important  truth ;  but,  from  the  heat 
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of  the  discussion,  or  from  his  peculiar  disposition,  notwithstand- 
ing his  masterly  learning  and  unquestioned  ability,  he  could  not 
see,  or  would  not  admit,  the  co-existing  truth  of  his  contempo- 
rary's theory  of  animal  electricity.  He  utterly  denied  the  exist- 
ence of  any  sort  of  animal  electricity,  while  he  demonstrated 
that  the  arc  of  two  different  metals  was  the  origin  and  cause  of 
the  electricity,  and  of  the  new  wonder.  And  here  were  the 
germs  of  two  stupendous  discoveries ;  at  first  so  apparently 
small  as  to  be  insignificant,  and  so  imperfect  and  contradictory 
as  to  appear  worthless,  yet  two  fundamental  laws  in  nature,  — 
animal  electricity  and  galvanism  —  with  which  mankind  will 
ever  after  have  much  and  still  more  and  more  to  do. 

A  very  sharp  and  protracted  discussion  arose  between  Galvani 
and  Volta,  and  their  respective  partisans  in  all  countries,  in  re- 
spect to  the  first  and  sole  cause  of  the  contractions  produced  by 
given  means  in  the  legs  of  the  frog.  Galvani  persisted  in 
assuming  the  existence  of  an  animal  electricity,  which  he  be- 
lieved to  be  positive  on  the  surface  of  each  muscle,  while  the 
negative  electricity  was  condensed  in  the  interior  or  body  of  the 
muscle,  much  as  it  can  be  in  a  Lcyden  jar,  and  that  the  nerves 
serve  merely  as  conductors  between  the  two  coatings  of  this 
living  species  of  Leyden  jar.  What  a  paradox !  Yet,  years 
afterwards,  when  Sir  Charles  Bell  had  discovered  and  pointed 
out  the  difference  between  the  motory  and  sensory  nerves,  as 
being  true  in  anatomy,  this  long  doubted  and  even  scouted  idea 
of  Galvani  was  seen  and  acknowledged  to  be  not  so  far  from 
the  truth.  But  in  those  days,  as  we  have  said,  Volta  made  it 
appear  most  conclusively  that  the  electricity  developed  and  man- 
ifested so  curiously,  was  merely  from  the  contact  of  two  hetero- 
geneous metals ;  and  what  confirmed  this  opinion  was  the  simul- 
taneous discovery  of  the  power  of  the  pile  by  Professor  Volta ;  the 
construction  of  which  was  his  own  invention,  but  after  all  it  was 
only  the  suggestion  of  Galvani's  experiment,  which  was  so  dog- 
gedly opposed  by  M.  Volta.  Professor  Galvani  demonstrated,  the 
next  year  after,  that  this  contraction  could  ])e  produced  in  the 
frog  also  by  means  of  an  arc  or  conductor  of  but  one  kind  and 
piece  of  metal,  or  even  without  employing  any  kind  of  metal  at  all. 
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To  make  this  fair  and  clear,  Galvani  would  take  a  frog  and 
first  kill  it;  then  quickly  skin  it;  and  then,  bypassing  the  point 
of  a  pair  of  sharp  scissors  beneath  the  two  visible  and  easily 
accessible  lumbar  nerves,  which  always  lie,  as  can  be  seen,  by 
opening  the  abdomen  of  a  frog  and  pressing  the  entrails  to  one 
side,  as  they  naturally  lie  superficial  for  a  half  inch  upon  the 
psoas  muscle  and  anterior  to  the  vertebral  column,  so  that  the 
blades  of  the  scissors  embrace  all  the  loins  except  the  nerves ; 
he  then  cuts  again  in  the  same  manner  a  half  inch  above  or 
below,  so  as  to  remove  the  two  or  three  lower  vertebrae,  and 
leave  the  nerves  intact  and  uninjured,  but  separate,  reaching 
from  the  thighs  to  the  body  of  the  frog,  suspended  in  the  air 
like  telegraph  wires.  He  would  then  touch  a  nerve  with  one 
metal,  and  the  muscle  of  the  thigh  by  another  metal,  and  then, 
when  the  outer  end  of  these  two  metals  touchqd,  i.  e.,  were 
in  contact  so  as  to  form  an  arc  from  nerve  to  muscle,  there  was 
an  instant  powerful  contraction.  But  as  Volta  objected,  on  ac- 
count of  the  two  metals  employed,  Galvani  used  a  bit  of  wire  of 
but  one  metal,  one  end  of  which  touched  the  nerve,  while  the 
other  was  made  to  touch  the  muscle,  and  by  this  the  same 
instantaneous  contraction  was  produced,  but  in  less  degree.  But 
Volta  again  objected,  that  however  infinitesimal  might  be  the 
conceivable  difference  in  the  homogeneity  of  the  metal  arc  used 
for  the  conductor,  it  would  be  sufficient  to  produce  an  electric 
current  that  might  be  made  perceivable  by  the  delicate  test  of 
the  contractions  of  the  frog's  leg ;  for  this  was  indeed  not  only 
the  most  delicate  test  of  electric  currents,  but  it  was  the  only 
galvanometer  then  known. 

M.  Galvani  then  attempted  to  produce  the  contractions  with- 
out the  employment  of  any  sort  of  metal,  or  other  foreign  sub- 
stance whatever.  He  therefore  cut  off*  the  body  from  the  pro- 
jecting lumbar  nerves,  and  then  let  the  nerve  fall  upon  the 
plate  of  glass  upon  which  several  such  cut-off*  legs  and  nerves 
lay.  He  then  would  raise  the  nerve  carefully  with  a  small  glass 
rod,  and  bring  near  and  under  it  another  frog's  leg,  and  then  let 
the  raised  nerve  fall  or  touch  gently  but  a  single  point  on  the 
external  surface  of  the  muscle ;  and  this  even  produced  contrac- 
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tions  instantly  and  exactly  as  before,  with  the  exception  that 
they  were  more  feeble  even  than  in  the  second  series  of  experi- 
ments, which  was  done  by  one  metal.  So  conclusive  was  this 
final  result,  when  the  experiment  was  carefully  done,  that  there 
was  not  a  word  left  for  reply  by  any  convinciblo  man  ;  yet  we 
find  that  Volta  as  persistently  denied  that  final  and  grand  re- 
sult. By  his  great  learning  and  masterly  skill,  he  convinced  or 
silenced  the  learned  men  of  the  world  mostly,  so  that  the  pre- 
vailing public  opinion  settled  down  upon  Volta's  views,  until 
he  and  his  generation  had  mostly  passed  away. 

Among  those  many  who  took  a  deep  interest  in  this  all- 
absorbing  discussion  of  those  times  was  Alexander  von  Hum- 
boldt ;  and  before  that  century  was  closed,  he  had  bestowed  so 
much  time  and  labor  on  these  and  other  similar  experiments, 
that  he  put  forth  unanswerable  explanations  that  showed  that 
tliose  philosophers,  Galvani  and  Volta,  were  both  right  in  the  main^ 
but  were  in  some  respects  wrong,  and  that  here  lay  the  cause  of 
their  difference.  Baron  Humboldt's  conclusions  were  concurred 
in  by  Hufeland,  Pfaff,  and  other  distinguished  German  philoso- 
phers and  physicians,  who  strongly  urged  the  propriety  and  im- 
portance of  searching  for  the  best  modes  of  employing  electricity 
as  a  rational  therapeutic  agent,  although  they  did  not  claim  to 
have  employed  it  themselves,  except  in  their  various  experiments. 
These  researches  of  Baron  Humboldt  were  published  in  1797, 
which  in  themselves  show  how  ardently  and  thoroughly  he  went 
into  this  work,  not  failing  to  subject  his  own  precious  body  to 
the  corrosive  action  of  metals  which  were  applied  immediately 
to  purposely  denuded  and  raw  surfaces,  as  if  to  signify  the 
gi'catness  and  sacredness  of  the  subject  he  was  determined  to 
solve.  He  then  explained  and  maintained  the  original  views  of 
Galvani,  and  gave  him  all  praise  for  the  patience  and  indomita- 
ble perseverance  that  so  conclusively  demonstrated  the  law  of 
nature,  viz.,  animal  electricity;  and  at  the  same  time  offer- 
ing such  reasonable  explanations,  and  yielding  such  praise  for 
the  discovery  of  the  voltaic  pile,  that  should  have  entirely  rec- 
onciled those  two  Italian  philosophers  and  their  respective  par- 
tisans.   In  1799  Humboldt  set  out  for  his  American  travels,  and 
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thus  left  tlio.sway  of  creed  to  prevail  with  the  Voltaic  theory 
for  the  then  tliirty  years  to  come. 

Great  novelty  and  furor  attended  the  vast  discoveries  which 
were  so  constantly  being  made  on  the  constitution  of  inorganic 
matter  J  by  the  aid  of  the  truly  magic  pile  of  Volta,  which  was 
every  day  being  modified,  and  in  time  greatly  improved,  so  that 
a  power  was  made  available,  that  in  the  hands  of  Sir  Humphry 
Davy,  resolved  many  bodies,  previously  considered  simple,  into 
their  constituent  elements;  and  this  quite  phanged  both  the 
nomenclature  and  the  denominations  of  chemistry,  creating  as 
it  were  a  new  era  in  that  department  of  science.  Not  only  so, 
but  still  more  recent,  in  the  hands  of  England's  Faraday,  has 
it  led  to  the  actual  discovery  of  new  sciences,  and  of  properties 
of  matter  before  not  dreamed  of. 

But  in  the  mean  time,  the  very  curious  phenomena  observed 
in  the  frog  could  not  be  entirely  forgotten,  or  neglected,  by  all 
the  thoughtful  and  sagacious.  Signer  Valli,  an  Italian  physician 
of  great  celebrity,  commenced  his  researches  as  early  as  1792, 
which  was  only  one  year  after  Galvani  published  his  discovery, 
and  nevro-electric  theory.  Dr.  Valli  believed  the  neuro-electric 
fluid  to  be  secreted  by  the  capillary  arteries  which  supply  the 
nerves,  by  which  this  fluid  or  ether  became  conveyed  to  the 
muscles, — which  he  believed  to  be  always  in  an  electric  condi- 
tion,— the  interior  being  negative,  while  the  exterior  is  positive. 
He  also  put  forth  the  fact,  that  in  experimenting  on  frogs,  the 
nerves  lose  their  irritability  to  the  stimulus  of  electricity,  first 
at  their  origin  or  trunks  but  retaining  it  longer  at  their  pe- 
riphery or  extremities.  Upon  this  fact  he  hazarded  the  opinion, 
that  probably  "  the  distal  extremities  of  nerves  are  the  true 
origin  of  these  structures."  It  is  said  of  him  that  he  was 
the  first  to  form  a  battery  or  pile  of  some  fourteen  prepared 
frog  thighs,  and  obtained  thereby  evidences  of  a  true  galvanic 
current.  He  publicly  defended  by  demonstrations  the  almost 
obscured  views  of  Galvani,  by  cutting  the  lumbar  nerves  of  frogs 
high  or  near  their  exit  from  the  vertebral  canal,  so  as  to  leave 
them  as  long  as  could  be,  and  then,  raising  them  as  delicately  as 
possible  with  a  glass  rod,  so  as  to  touch  a  piece  of  any  recent 


EARLY  HISTOHY  OP  MEDICAL  ELECTRICITY.  77 

muscle,  such  as  cut  from  the  flank  of  another  frog,  placed  in  a 
watch-glass  in  such  a  manner  as  to  have  no  sort  of  connection 
with  the  frog,  and  thus  he  produced  marked  contractions.  He 
also  publicly  repeated,  from  year  to  year,  another  of  Galvani's 
experiments,  which  was  to  place  on  an  insulating  plane,  or  two 
separate  planes  of  glass  or  wax,  two  separate  thighs  of  a  frog, 
prepared  with  long,  projecting  ischiatic  nerves,  which  he  bent 
into  a  semicircle  on  the  cut  end  of  the  thighs,  and  then  brought 
them  together  so  that  only  the  tips  of  the  two  nerves  came  in 
contact,  when  at  that  instant  the  two  legs  contracted  energeti- 
cally. But  these  results  were  doubtfully  received  by  the  learned 
world,  notwithstanding  the  then  young  Baron  von  Humboldt  ad- 
vocated Galvani's  and  Valli's  side  of  the  question. 

The  most  celebrated  of  the  early  treatises  on  medical  galva- 
nism was  by  Professor  Aldini,  of  Bologna.*  He  states  that  he 
applied  a  very  powerful  current  from  a  voltaic  pile  of  some  hun- 
dreds of  pairs  through  his  own  head  just  above  his  ears,  which 
so  excited  him  that  he  continued  sleepless  for  several  days. 
He  conceived  that  this  treatment  would  be  of  service  for  that 
class  of  the  insane  who  are  melancholic,  and  relates  the  ti'eat- 
ment  of  two  cases  that  were  actually  cured  by  this  means.  Ho 
speaks  of  the  great  inconvenience  of  the  voltaic  pile,  from  its 
inconstant  current,  as  well  as  expense  and  trouble.  But  before 
he  published  this  work,  he  travelled  over  Europe,  even  through 
France  and  England,  demonstrating  and  defending  the  theory 
of  his  illustrious  uncle  Galvani.  It  is  evident  that  Professor 
Aldini's  propositions  and  conclusions  were  of  a  high  order  and 
interest,  since  it  is  recorded  of  him,  that  when  in  London  he 
appeared  before  the  medical  officers  and  pupils  of  Guy's  Hospi- 
tal in  1803,  and  there  supported  and  defended  a  series  of  prop- 
ositions so  satisfactorily  and  conclusively,  that  he  was  presented 
by  his  auditors  with  a  gold  medal,  commemorative  of  his  labors. 
Besides,  on  leaving  England,  his  propositions,  together  with  the 
arguments  in  support  of  them,  were  prepared  and  published  in 
a  quarto  volume,  which,  however,  attracted  so  little  attention, 

*  Essai  theroique  et  experimental  for  la  Oalyanisme.    Bologne,  1804. 

7* 


78  ELECTBO-THEBAPEUnCS. 

that  in  1847,  Dr.  Golding  Bird  says,  "  I  found  the  copy  in  the 
library  of  the  Royal  Medical  and  Ghirurgical  Society  with  the 
leaves  uncut."  I  wish  to  make  a  record  here  of  these  early 
propositions  of  Aldini,  because  they  so  remarkably  corroborate, 
as  they  evidently  did  also  anticipate,  the  late  brilliant  researches 
of  his  countryman.  Professor  Matteucci.  These  propositions 
concisely  were, — 

1.  "  That  muscular  contractions  are  excited  by  the  develop- 
ment of  a  fluid  in  the  animal  machine,  which  is  conducted  from 
the  nerves  to  the  muscles,  without  the  concurrence,  interven- 
tion, or  action  of  metals." 

In  proof  of  this  proposition,  Aldini  procured  the  head  of  a 
very  recently  killed  ox,  which  was  placed  upon  a  table ;  also  the 
posterior  legs  of  a  recently  killed  frog,  which  he  held  in  one 
hand  by  the  feet,  so  that  the  large  ischiatic  nerves  hung  down, 
and  thus  he  caused  the  tip  of  the  nerve  of  the  frog  to  touch  the 
tip  of  the  tongue  of  the  ox,  which  had  been  previously  drawn  a 
little  out  of  the  head  and  mouth.  The  circuit  was  completed 
by  taking  hold  of  one  ear  of  the  head  of  the  ox  by  his  other 
hand,  also  thoroughly  wet.  The  instant  the  contact  was  made, 
there  was  contraction  of  the  frog's  legs,  and  the  contraction 
ceasing  the  instant  the  circuit  was  broken.  He  also  showed, 
that  the  intensity  of  these  contractions  was  much  increased  by 
arranging  several  heads  in  a  series,  much  as  M.  Matteucci  did 
with  the  pectoral  muscles  q{  pigeons^  some  forty  years  after- 
wards. 

He  next  so  prepared  a  recently  killed  frog,  that  by  holding  up 
its  leg  by  its  toe  in  his  fingers,  and  allowing  its  ischiatic  nerve 
to  be  pendulous,  he  could  bring  its  nerve  in  contact  with  its 
own  tongue.  Contractions  instantly  ensued  from  the  current  of 
electricity  that  thus  evidently  traversed  the  frog's  leg,  in  its 
route  from  the  external  or  periphery,  to  the  internal  or  mucous 
covering  of  the  body.  If  we  interpret  this  experiment  aright, 
it  certainly  demonstrates  the  existence  of  the  musculo-cutane- 
ous  currents,  and  completely  anticipates  its  discovery  by  Donne, 
some  thirty-five  years  after.  He  substantiated  those  results 
by  referring  to  the  then  physicians  and  professors  of  Guy's  and 
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St.  Thomas's  Hospitals,  who  were  present  to  witness  the  proceed- 
ings.    His  next  statement  was,  — 

2.  "That  the  proper  electric  current  of  the  frog  is  competent 
of  itself  to  produce  muscular  contractions." 

For  the  purpose  of  showing  this,  ho  prepared  the  posterior 
extremities  of  the  recently  killed  frog  that  had  been  vigorous, 
and  by  bending  up  the  leg,  he  brought  the  muscles  of  the  thigh 
in  contact  with  tho  lumbar  nerves,  when  contractions  instantly 
resulted. 

Next  Aldini  took  the  prepared  and  separated  frog  thighs  with 
their  long  ischiac  nen'cs  intact,  and  placed  a  ligature  loosely 
around  the  middle  of  one  of  the  nerves,  which  was  then  applied 
to  a  corresponding  muscle  ;  contractions  ensued ;  but  on  tight- 
ening the  ligature  convulsions  ceased.  This  statement,  as  re- 
marked by  Golding  Bird,  is  highly  important,  for  upon  its 
accuracy  or  error  hinges  and  depends  what  has  been  regarded 
as  one  of  the  testa  of  the  identity  or  diversity  of  the  electric  and 
nervo-clectric  agencies.  As  soon  as  this  phenomenon  was  an- 
nounced, Dr.  ValU  repeated  and  entirely  corroborated  the  result, 
with  some  modification ;  for  he  says,  "  I  found  that  when  the 
moist,  tight  ligature  was  applied  lower  down  and  near  tho 
muscle,  it  prevented  the  contraction  ;  but  if  it  is  plaeed  farther 
up,  that  is,  near  the  spine,  it  will  not  prevent  it."  These  same 
results  were  soon  after  corroborated  by  Von  Humboldt,  and 
Btitl  later  by  Professor  Matteucci,  who  says,  "  If  care  is  taken 
to  insulate  the  nerve,  a  tight  ligature  docs  arrest  the  contrac- 
tions." Before  leaving  the  subject  of  Galvani's  discovery,  it  is 
but  justice  to  state  that  since  Professor  Matteucci,  Golding 
Bird,  and  other  writers  have  given  currency  to  the  statement 
tliat  the  curious  phenomenon  observed  by  Galvani  was  not  origi- 
nal with  him,  (but  that  it  had  been  made  some  time  before  by 
the  celebrated  Swamraerdam,  and  that  the  experiment  was  ex- 
hibited by  the  latter  in  the  presence  of  the  Grand  Duke  of  Tus- 
cany,) this  is  notfmtnd  to  be  so.  The  experiment  referred  to,  says 
Dr.  Althaus,  of  London,  was  for  demonstrating  nervous  irrita- 
bility from  mcra  nerve  irritation  by  vieckanical  means.  Galvani's 
discovery  was  original.     As  to  tho  contention  between  tho  two 


80  ELECTBO-THEBAPEUnCS. 

illustrious  philosophers,  Galvaui  and  Volta,  there  can  be  no 
shadow  of  doubt  that  the  latter  was  wrong  in  denying  absolutely 
the  existence  of  animal  electricity,  because  electricity  was  de- 
veloped by  contact  of  moist  metals ;  so  was  Galyani  wrong  in 
seeing  the  muscle  contractions  only  in  the  light  of  an  effect  of 
animal  electricity,  whatever  might  be  the  condition  of  the  ex- 
periment. Volta  was  doubtless  right,  as  to  the  explanation  of 
the  facts  in  the  first  experiments  of  Galvani.  So  was  Galvani 
right  as  to  the  fact,  and  law,  that  muscle  contractions,  are  pro- 
duced by  the  native  animal  electricity  itself.  For,  by  actual 
trial  Galvani  also  showed  that  in  warm-blooded  animals  there 
exist  natural  currents  of  animal  electricity,  directed  from  the 
extreme  portions  of  the  limbs  towards  the  larger  nerve  trunks, 
and  so  on  to  the  body.  But  this  also  was  doubted  for  very  many 
years,  until,  by  the  beautiful  and  strict  researches  of  Dubois- 
Reymond,  it  has  been  completely  confirmed.  So  was  the  tliird 
experiment  of  Galvani  objected  to  by  Volta,  and  rejected  by  the 
most  of  learned  men  also,  because  opposed  by  the  latter  on  the 
grounds  that  the  electric  current  then  produced  was  from  "  conr 
tact "  of  dissimilar  substances,  as  muscle  and  nerve ;  but,  as  we 
have  shown,  Galvani  even  succeeded  at  last  in  bringing  about 
contractions  by  simply  connecting  the  ends  of  the  two  large 
nerves  of  the  frog  thighs.  This  last  result  was  flatly  denied  by 
Volta,  but  as  strongly  maintained  by  Baron  Humboldt. 

Years  passed  on.  A  very  sensitive  galvanometer  multiplier 
having  now  been  constructed  by  a  German  philosopher,  the 
heat  and  bias  of  old  prejudices  having  died  out  with  the  de- 
parted generation,  and  flicre  being  now  no  Volta,  M.  Nobili,  of 
Riggio,  took  up  the  matter  for  thorough  work,  and  from  first 
principles,  where  Galvani  and  Humboldt  had  left  them  thirty 
years  before.  He  was  enabled  to  show  again,  and  now  conclu- 
sively, in  consequence  of  new  facilities,  that  there  does  actually 
exist  in  the  leg  of  the  frog,  naturally,  an  electric  current,  or,  in 
other  words,  a  nervchelectric  current  peculiar  to  the  living  animal. 
The  magnetic  needle  of  the  sensitive  instrument  he  employed 
was  deflected  to  30°,  hj  the  current  proper  of  the  frog.  This 
current  he  found  moved  in  the  direction  from  the  muscles  to 
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the  nerves,  and  from  the  feet  to  the  head.  This  action  was 
often  seen  to  continue  for  several  hours,  as  the  tissues  of  cold- 
blooded animals  maintain  the  properties  of  life  much  longer 
than  those  of  warm-blooded  animals.  Thus  M.  Nobili,  in  1827, 
ascertained  and  demonstrated  these  facts,  by  means  free  from 
every  objection,  and  denominated  the  phenomena  "  the  current 
proper  of  the  frogP  Nobili  found,  if  he  touched  the  nerve 
and  muscle  of  one  frog,  with  the  nerve  and  muscle  of  another 
frog,  that  there  was  no  eflFect  on  the  delicate  galvanometer 
needle,  showing  that  the  one  current  was  opposed  to  the  other, 
and  thus  they  balanced ;  but  when  he  placed  the  nerve  of  one 
frog  in  contact  with  the  muscle  of  another  frog,  then  the  needle 
deviated  and  a  powerful  contraction  took  place.  But  we  must 
not  follow  now  the  fascinating  progress  of  M.  Nobili ;  for  we  are 
already  arrived  at  the  very  portico  of  electro-physiology,  that 
leads  into  a  new  and  spacious  wing  of  the  temple  of  science. 
Here  we  shall  find  not  only  the  cabuiet  of  nature's  laws  by  No- 
bili, but  on  the  one  hand  we  find  Matteucci,  and  Marianini,and 
Volta,  and  Faraday ;  while  on  the  other  are  Baron  Humboldt, 
Dubois-Reymond,  Todd,  Copeland,  Becquerel,  Remak,  Du-, 
chenne,  Brown-Sequard,  —  together  a  mighty  host.  Let  us  then 
retrace  our  steps,  and  observe  first  what  contemporaries  have 
been  doing  since  Humboldt  left  those  countries  for  his  memo- 
rable travels  through  our  own  America. 

History  of  Electro-Physiologic  and  Electro- TTierapetUic 

Researches. 

I  consider  those  observations,  so  early  made  by  MM.  Volta 
and  Ritter,  as  being  suggestive  and  important.  Dr.  Volta  says, 
"  These  experiments  can  some  day  become  applicable  to  physi- 
ology, as  well  as  aid  to  the  practice  of  medicine."  But  these 
expectations  and  prophetic  declarations  of  that  great  physician 
are  not  as  yet  fulfilled,  nor  will  they  ever  be  realized  fully  until 
'*  the  experiments  "  are  directed  more  to  feel  the  way  to  prac- 
tice, rather  than  to  discover  the  %o-<i2X\Q6,  theory  of  convulsion. 
Let  but  these  same  men  turn  their  efforts  to  tracing  the  work- 
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ings  of  the  different  currents  on  the  livmg  organism  in  a 
therapeutical  point  of  view,  and  substantial  truths  will  soon 
accumulate ;  but  we  must  first  patiently  investigate  what  has 
already  been  done. 

M.  Marianini,  in  1829,  and  Nobili,  in  1834,  were  the  first  to 
take  up  Volta's  researches  for  thorough  investigation.  Maria- 
nini  at  once  declares  himself  at  some  difference  from  Yolta's 
views,  because  he  supposed  he  found  a  difference  in  the  opening 
convulsion  ;  i.  e.,  the  twitching  that  occurs  on  opening  the  cir- 
cuit ;  and  this  according  to  whether  the  current  flows  through 
the  muscle,  or  whether  it  flows  through  the  nerve  tnmk.  The 
former  he  termed  idiopathic^  the  latter  symptomaiic  convul- 
sions. In  the  first  case,  he  thinks  that  each  current  direction, 
and  in  the  latter  merely  that  one  running  opposite  to  the  ner- 
vous ramification,  will  admit  of  an  opening  convulsion.  When 
the  current  courses  through  the  nerves  in  a  direction  contrary 
to  that  of  their  ramifications,  it  will  produce,  instead  of  a  con- 
traction, a  sensation ;  but  when  in  the  same  directioii  as  the 
nervous  ramification,  i.  e.,  down-running,  it  will  cause  the 
contraction. 

Such  researches  and  results  are  all  the  more  important  and 
interesting,  because  they  were  for  the  first  time  obtained,  not 
from  the  amputated  frog  legs,  but  from  trials  made  on  the  live 
frog,  with  the  loins  necessarily  separated  transversely,  so  that  the 
legs  were  connected  with  the  body  only  by  the  largo  nerves. 
Thus,  when  a  current  was  directed  upward  through  the  nerve, 
it  produced  at  the  ope;iing  of  the  chain  a  convulsion.  If  the 
direction  of  the  current  was  changed  so  as  to  run  down,  it  occa- 
sioned at  the  opening  of  the  chain  merely  a  cry  from  the  frog ; 
but  this  did  not  invariably  appear.  As  in  those  times,  the  the- 
ory of  C.  Bell,  or  the  microscopic  structure  of  the  nerves,  were 
not  as  yet  known,  it  is  no  wonder  M.  Marian  ini  did  not  more 
fully  see  the  prodigious  bearing  of  these  results  of  his  own 
researches,  but  which  our  present  knowledge  proves  them  to 
deserve;  namely,  that  the  down-running  current  affects  the 
sensitive  nerves  more  than  it  does  the  motory  nerves ;  and  that 
also  the  opening  of  the  down-running  circuit  is  felt  merely  in 
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the  sensitive  nerves ;  while  the  opening  of  the  up-running  cur- 
rent is  felt  merely  in  the  naotory,  where  the  electric  stream  trav- 
erses'a  mixed  nerve.  But  wo  find  that  Dubois-Rcymond,  more 
recently,  does  not  sanction  tlie  terms  idiopathic  and  symptomatic, 
but  says,  "  We  do  not  yet  possess  any  grounds  on  which  to 
establish  the  immediate  excitement  of  the  muscles  to  motion, 
by  means  of  the  current,  as  we  have  no  right  to  ascribe  two 
causes  for  one  and  the  same  effect,  when  one  is  quite  sufficient 
to  account  for  it." 

M.  Nohili  thereupon  produced  the  results  of  his  researches, 
which  can  he  considered  as  forming  an  epoch  —  a  second  start- 
ing point  —  ill  the  liistory  of  this  department  of  physiology  and 
therapeutics.  The  greater  part  of  his  work,  however,  was  also 
directed  to  the  law  of  convulsions,  whicli  was  always  thought  by 
those  earlier  writers  as  so  important.  But  in  the  latter  part  of 
his  treatise  we  find  the  following  conclusions,  or  rather  doubtful 
deductions ;  for  he  says,  — 

"  By  the  rapidly  repeated  closure  and  opening  of  the  circuit 
that  embraces  a  frog  thigh,  there  appears  a  phenomenon  which 
bears  the  greatest  resemblance  to  ordinary  tetanus."  Nobili 
seems  to  suspect  that  in  this  idinpathic  and  traumatic  disease, 
the  nerve  fibrils  are  subjected  to  similarly  rapid  changes  of  ex- 
citement and  relaxation,  that,  taken  together,  produces  the 
tetanic  spasms.  He  states  that  he  has  observed  more  than  once, 
that  a  frog  which,  from  some  unknown  cause,  had  fallen  into  a 
tetanus,  has  remained  in  that  condition  also  during  the  working 
of  one  direction  of  the  current ;  but,  by  reversing  the  diroctiou 
of  that  current,  the  muscles  relaxed.  ■  He  alludes  to  this  fact 
for  starting  the  query,  whether  the  steady  current  working  in 
ono  certain  direction,  or  perhaps  in  both  directions  in  rapid  suc- 
cessions, raay  not  possibly  constitute  the  very  specific  means  for 
quieting  the  tetanus,  or  rather  the  means  for  preventing  its  de- 
velopment ;  but  he  does  not  seem  to  take  into  the  account  any 
sort  of  reference  to  the  cause  of  the  tetanus ;  it  must  be  as- 
sumed that  the  cause  of  the  tetanus  is  already  removed.  Let 
118  now,  says  Nobili,  jiroceed  from  tetanus  to  paralysis,  and  ask, 
what  is  tliB  real  condition  obtained  when  we  apply  an  electric 
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current  to  a  paralyzed  member  ?  The  steady  and  long  uninter- 
rupted working  of  the  current  produces  a  stupefying  effect  on 
the  nerves  so  treated,  i.  e.,  to  a  certain  degree,  so  as  to  rob  the 
nerve  of  a  part  of  its  excitability.  But  the  working  of  a  rapidly 
interrupted  current,  on  the  contrary,  has  a  tendency  to  produce 
the  opposite  result ;  that  is,  to  retain  the  excitability  of  the  nerve 
in  such  activity  as  to  produce  even  an  artificial  tetanus.  In 
paralysis  we  conclude  the  nervous  system  has  lost  its  excitability. 
In  tetanus  it  has  acquired  a  too  great  excitability.  The  treat- 
ment for  the  cure  must  therefore  be  diametrically  opposite  ;  for 
tetanus,  the  continuous  voltaic  current,  by  a  steady  and  pro- 
tracted working,  stupefies  the  nerve  ;  while  for  paralysis  the  in- 
terrupted current  is  needed  to  excite  the  susceptibility  from 
moment  to  moment.  Dr.  Remak  replies  in  answer  to  these 
propositions,  that  if  the  cause  of  ordinary  tetanus  really  existed,^ 
like  the  artificial  as  produced  by  induction  currents,  for  instance, 
i.  e.,  in  a  similar  change  of  the  nerve  fibrils,  even  then  the  ex- 
pectation of  a  successful  application  of  the  steady  current  can 
receive  our  faith  only  as  the  current  is  at  the  same  time  able  to 
remove  the  cause  of  the  tetanus,  which  certainly  would  be  a 
rather  bold  hope,  in  cases  of  traumatic  tetanus.  Almost  as  bold 
would  it  be,  says  Remak,  to  assert  that  the  same  means  which 
produce  tetanic  convulsions  (as  the  interrupted  induction  cur- 
rent of  magneto-electricity)  are  also  capable  of  subjecting  par- 
alyzed muscles  to  the  power  of  the  will,  and  even  to  impart  to 
them  that  capability  for  action  which  is  necessary  for  their  nor- 
mal function.  Could  it  not  be  said,  with  as  much  reason,  asks 
Remak,  that  such  artificial  tetanic  convulsions  will  agitate  or 
disturb  the  molecules  of  the  muscle,  so  as  to  render  it  unfit  ever 
again  to  obey  the  will  ? 

Four  years  later,  and  M.  Marianini  declares  that  he  finds  that 
the  alternations  of  Volta  in  the  main  are  true ;  namely,  that  the 
longer  working  of  the  steady  current  direction  makes  the  mus- 
cles insensible  to  the  closing  or  opening  of  the  circuit,  if  con- 
tinued in  the  same  direction ;  but  that  this  sensibility  is  quite 
reestablished  as  soon  as  the  opposite  current  direction  has 
worked  about  the  same  length  of  time,  provided  these  currents 
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are  moderate,  as  from  a  single  pair.  On  the  whole,  he  finds 
that  the  excitability  decreases  according  to  the  frequency  and 
the  duration  of  the  current  directions.  He  then  tested  these 
seldom  alternations  with  different  strength  of  currents,  as  from 
two  to  sixty  pairs  of  plates  in  the  pile.  By  taking  a  >agorous  frog 
and  subjecting  the  posterior  legs  to  the  action  of  sixty  pairs  for 
three  hours  together,  he  found  that  the  together-drawings  and 
twitchings  of  the  muscles  had  lost  scarcely  any  of  their  strength. 
It  was  only  after  another  half  hour  that  they  began  to  grow 
some  weaker ;  but  this  was  increased  again  on  changing  the 
current  direction.  After  another  three  hours,  there  was  no 
perceivable  decrease  in  the  muscle  contractions  from  the  first, 
although  the  current  had  now  been  running  in  all,  and  con- 
tinuously, for  six  hours,  and  that  with  but  one  change  in  the 
current.  In  short,  it  was  found  that  only  by  a  very  long  dura- 
tion of  the  current,  there  was  noticed  any  further  reduction  in 
the  contractions,  and  that  by  the  change  of  the  current  direc- 
tion these  were  restored  again. 

According  to  these  results,  says  Marianini,  there  exists  in  liv- 
f/ig',.healthy  animals,  a  repairing-  force^  which  was  here  mani- 
fested by  restoring  the  contractions  produced  by  the  protracted 
electric  current.  In  fact,  as  soon  as  a  live  frog  has  become 
weakened  from  the  teasings  of  electric  experiments,  if  it  is 
allowed  a  time  to  rest,  it  reacquires  its  original  strength,  and 
the  contractions  show  the  same  force,  (without  the  necessity  of 
changing  the  current  direction,)  as  was  observed  at  first.  Ac- 
cording to  him,  this  repairing  force  continues  in  some  degree  in 
the  recently  amputated  frog  leg,  but  then  only  for  a  short  time, 
for  the  longer  the  time  that  has  elapsed  since  the  section,  the 
shorter  in-working  of  the  current  is  required  to  make  visible  the 
reduction  of  its  excitability,  which  simply  means,  lost  strength^ 
as  first  discovered  by  Volta. 

M.  Marianini  then  goes  on  to  speak  of  the  alternations  of 
Volta,  which,  from  the  application  of  very  frequently  interrupted 
currents,  he  observed  produced  convulsions,  i.  e.,  muscular  con- 
tractions. When,  by  the  frequent  interruptions  of  the  current, 
the  convulsions,  at  first  so  strongly  produced,  begin  to  decrease, 
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they  again  increase  in  strength  as  soon  as  the  direction  of  tlie 
electric  current  is  changed.  He  also  repeats  the  observation  of 
M.  Ritter,  that  the  opening  convulsions  increase  in  strength  after 
frequent  interruptions  of  the  current,  while  the  closing  convul- 
sions decrease  ;  and  that  the  appearance  of  opening  convulsions 
during  a  treatment  is  always  a  sure  sign  that  the  aim  of  the 
alternation,  i.  e.,  to  render  the  preparation  for  the  thorough  in- 
working  of  the  succeeding  and  opposite  stream  direction,  has 
been  reached.  M.  Marianini  endeavored  by  extended  and  pro- 
digious research  to  find  explanations  for  all  the  various  phe- 
nomena of  Volta's  alternations.  "On  this  Dr.  Remak  observes, 
in  the  first  place  we  often  find  stated  by  accurate  observers, 
that  people  treated  by  repeated  but  moderate  shocks,  from  in- 
terruptions of  the  current,  thereby  become  so  much  the  more 
susceptible  to  them,  the  oftener  they  receive  them.  Every  one 
thus  treating  patients  must  observe,  that  there  is  a  growing 
susceptibility  to  even  weaker  and  weaker  currents  after  the  few 
first  days,  which,  however,  we  must  not  always  take  as  predict- 
ing an  amelioration  of  the  sick  person's  condition.  Similar  to 
these  mild  shocks  from  broken  currents,  does  the  continuous 
current  work,  for  when  it  acts  on  sensitive  parts  the  sensibility 
gradually  increases — a  fact  already  observed  by  Volta  and  Von 
Humboldt." 

M.  Marianini,  in  order  to  sustain  his  views,  —  according  to 
which,  the  opening  of  a  strong  and  long  working  current  leaves 
in  the  traversed  muscle  or  nerve  a  surcharge  of  electricity, 
which  endeavors  to  quit  the  organ  in  an  opposite  direction, — 
he  calls  attention  to  the  tetanic  conditions  which  are  sometimes 
perceivable  in  the  frog  thighs  after  the  opening  of  a  strong  cur- 
rent, as  well  as  during  the  steady  uninterrupted  working  of  that 
current. 

Dr.  Heidenhain  has  made  some  practical  observations  as  to  the 
restoring  from  an  absolutely  sunken  excitability  of  nerves  and 
muscles.  He  says  a  frog  had  lost,  during  tcasings  from  experi- 
ments by  many  hours'  alternations  with  sixty  pairs,  all  excita- 
bility or  capability  for  together-drawings  of  the  muscles.  It 
was  then  left  for  five  hours  under  the  action  of  the  continuous 
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current  of  tlie  same  pile,  when,  on  tlie  opening  of  tlie  circuit,  and 
much  more  on  tlie  reverKion  of  the  current,  it  showed  manifest 
contractions.  Ho  at  another  time  left  the  two  thighs  of  a  de- 
capitated frog  for  five  hours  exposed  to  the  continuous  current  of 
seven  voltaic  pairs,  so  that  one  foot  was  in  connection  with  tlio 
positive  pole,  while  the  other  was  in  contact  with  the  negative 
pole.  Tiiere  appeared  at  the  end  of  that  time  no  sort  of  con- 
tractions, either  at  the  closure  or  opening  of  the  current.  But 
when  the  same  was  now  again  exposed,  for  five  hours  and  fifty 
minutes,  to  the  action  of  a  reversed  current  direction  of  sixty 
pairs,  it  actually  regained  its  excitability  in  such  a  degree  as  to 
respond  not  only  to  the  same  current  strength,  but  even  re- 
sponding to  seven  pairs,  and  a  little  to  tliree  pairs  of  i>Iatcs. 

Tims,  according  to  M.  Marianini,  the  stuiKjfying  or  weakening 
effects  from  the  long  and  continuous  action  of  a  moderate  current, 
first  declared  by  Volta,  do  not  appear  in  fact  at  all ;  or  at  most,- 
not  until  after  many  hours,  and  then  always  very  indistinctly. 

It  is  to  be  noticed  hero,  that  JI,  Mattencci  did  not  follow  out 
these  researches  of  M.  Marianini,  on  the  steady  working  of  the 
current,  hut  directed  his  attention  mainly  to  the  department  of 
animal  electricity,  thus  extending  Nobili's  discoveries.  In  con- 
nection with  Dr.  Farina  in  1838,  ho  made  trial  in  Turin  with 
the  continuous  and  steady  working  current  of  galvanism,  using 
thirty  to  forty  pairs,  in  a  case  of  traumatic  tetanus,  which  oc- 
curred in  a  man  mortally  wounded.  An  up-running  current 
was  first  employed  through  the  spine  from  the  sacrum  to  the 
nuche,  and  to  avoid  entrance  convulsions,  they  managed,  after 
applying  one  pole  and  retaining  it  in  situ,  to  get  the  other  on 
Tcry  gradually  by  means  of  a  wet  strip  of  cloth  connected  with 
the  second  electrode.  This  gave  as  positive  and  favorable  re- 
sults as  the  nature  of  the  case  could  admit  of. 

M.  Mattencci  then  says,  that  he  has  found  that  wlicn  frogs 
have  been  tetanized  by  strychnine,  or  by  opium,  the  tonic  con- 
vulsions can  ha  dissolved  down,  so  that  death  sets  in  after  due 
time  without  any  further  convulsions  by  using  even  and  continu- 
ovs  currents.  In  his  treatise  "  on  the  electro-physiological  phe- 
aomena  in  animals,"  he  urges  the  importance  of  the  electric 
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current  for  remedial  purposes.  The  up-running  current  he 
thinks  best  suited  to  allay  tetanus  and  convulsions,  if  the  en- 
trance convulsion  is  only  avoided.  He  mostly  agrees  with  Nobili 
on  the  action  of  Volta's  alternatives,  as  for  instance  where  a 
nerve  has  been  deprived  of  its  excitability  by  a  given  prolonged 
current  direction,  it  is  re-acquired  simply  by  the  reversion  of 
the  direction  of  the  current ;  and  furthermore,  as  Marianini 
discovered,  so  Matteucci  verifies,  that  the  up-running  current 
excites  mostly  the  motory  nerves,  the  down-running  current 
excites  mostly  the  sentient  nerves ;  but  presupposing  always 
that  the  disease  or  derangement  of  the  nerves  is  akin  to  that 
condition  which  can  be  produced  by  a  strong,  even,  and  long 
continued  current  in  the  same  direction. 

We  now  approach  another  epoch  in  the  history  of  electro- 
physiology  and  electro-therapeutics :  I  refer  to  the  researches 
of  M.  Dubois-Reymond.  It  appears  to  have  been  the  main 
object  of  this  great  man  to  test  and  put  to  rest  the  truth  as  to 
the  nature  of  the  powers  active  in  the  nerves  and  muscles  of  liv- 
ing men.  To  demonstrate,  —  the  identity,  or  degree  of  ideur 
titi/j  there  is  between  the  electro-motive  force,  artificially  pro- 
duced, and  the  functional  force  of  the  living  human  organism, 
and  to  ascertain  the  workings  of  electric  currents  through  the 
nerves  and  muscles  as  nature's  method  or  means  to  put  the 
original  powers  of  these  textures  into  action,  —  we  shall  have  to 
recur  frequently  to  the  general  theory  of  nerve  and  muscle  excite- 
ment  developed  in  his  hands,  from  the  very  careful  and  conscien- 
tious trials  he  so  perseveringly  instituted. 

The  electro4onic  state ^  or  "  electrotonus,"  so  nicely  examined 
by  him,  arrests  our  first  attention.  After  Dubois-Reymond  had 
ascertained  that  not  merely  the  muscles,  but  also  the  nerves,  of 
a  recently  amputated  limb  show  a  sui  generis  electrical  current, 
called  the  quiet  nerve  current^  and  always  flowing  from  the  lon- 
gitudinal to  the  transverse  cut  of  muscles,  he  observed, — 

1.  That  this  native  current  increases  in  strength  as  long  as  a 
constant  current  is  made  to  flow  along  on  the  edge  or  side  part 
of  the  nerve  region  that  is  being  tested,  provided  the  artificial 
current,  that  is  so  applied,  runs  in  the  same  direction  with  the 
natural  nerve  and  muscle  current. 
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2.  That  the  native  nerve  and  muscle  current  decreases  when 
the  artificial  constant  curi'ent  is  made  to  run  in  the  reversed 
direction. 

3.  That  the  native  nerve  and  muscle  current  ceases  to  flow, 
while  and  as  long  as  the  nerve  is  disturbed,  or  is  being  excited, 
as  by  means  of  interrupted  induction  currents ;  or  by  mechani- 
cal or  chemical  irritations  that  are  strong  enough  to  produce  a 
motion  or  sensation.  The  last-mentioned  oscillating  or  stagger- 
ing of  the  nerve  current  is  by  Dubois-Reymond  termed  the 
negative  state  ^  while  the  first-mentioned  changes  he  terms  the 
electro-tonic  state  of  the  nerves. 

The  physiologic,  and  I  may  add  the  therapeutic  signification 
of  this  electrotonus  amounts  to  *  about  this :  That  we  see, 
after  the  application  of  the  constant  galvanic  current,  certain 
changes  are  produced  in  the  nerve,  parallel  with,  but  to  the  one 
side,  from  the  direct  route  of  the  applied  artificial  current.  In 
this  sense  we  see  that  the  labors  of  Eckhard  and  others  con- 
cur, by  tracing  the  share  of  the  physiological  workings,  that 
attend  the  galvanic  excitement,  as  is  done  partly  inside  and 
partly  outside  the  tested  region.  These  observations  of  his  may 
be  found  in  the  second  volume  of  his  works.  Dr.  Rcmak  ob- 
serves, that  these  facts  are  so  important  to  his  mind  "  that  they 
are  the  very  starting  point  and  stopping  point  for  operations  in 
all  electro-therapeutics."  The  propagation  of  this  electro-tonic 
state  is  doubtless  arrested  by  the  under-tying  and  then  cut- 
ting through  the  nerve,  and  from  this  is  proved  that  the  pile- 
formed  polarization  of  the  nerve  stands  related  to  the  "first 
cause  "  by  which  sensation  and  motion  are  produced. 

This  view,  deduced  from  all  these  facts,  is  also  verified  by 
another  fact  —  that  the  electro4onic  condition  of  the  nerves  is 
developed  under  all  those  circumstances  by  which  the  action  of 
the  nerves  appear  visibly  increased;  and  that  this  ends  in  con- 
tractions, that  is,  with  the  mechanically  expressed  capability  of 
the  nerves  and  muscles  for  action.  This,  however,  by  no  means 
should  lead  us  to  mistake  this  electrotonus  as  one  and  the 
same  thing,  exactly  as  that  natural  circumstance  or  cause  that 
produces  sensation  and  contraction.     This  circumstance,  or 
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cause,  is  temporarily  called  forth  by  the  artificial  application  of 
the  current,  at  the  moment  of  interruption,  or  by  alternation, 
or  by  an  increase  or  decrease  in  the  density  of  the  cuiTcnt, — 
which  also  causes  the  positive  or  negative  variation  in  the  native 
electric  current  in  the  nerve;  but  electrotonus  continues  of 
the  same  strength  as  long  as  the  circuit  renuuns  closed,  even 
when  the  artificial  current  is  weak. 

Dubois-Reymond,  in  order  to  point  out  the  true  signification 
of  the  electrotonus,  reminds  us  of  the  proposition  which  Ritter 
^  and  Erman  had  already  advanced  on  the  theory  of  convulsions, 
and  thus  discovered  a  law^  partly  from  the  after  observations  of 
Nobili,  and  partly  from  those  of  MM.  Becquerel  and  Matteucci, 
namely,  that  the  circumstance,  or  cause,  producing  motion,  and 
arising  at  the  moment  the  circuit  is  closed,  is  to  be  found  in  the 
electro-molecular  change  of  the  nerve,  which  is  in  eflFect  an 
altered  condition  of  the  nerve ;  that,  moreover,  the  activity  of 
the  applied  current  consists  in  placmg  the  nerve  in  this  condi- 
tion and  maintaining  it  so  as  long  as  the  electric  current  is 
directed  there ;  that  finally,  the  opening  convulsion  is  noth- 
ing else  than  the  replacing  of  the  nerve  from  the  changed 
condition,  back  again  into  its  natural  state,  as  soon  as  the  re- 
straint of  the  irritating  current  has  been  removed.  From  this, 
too,  arose  the  aphorism  of  Ritter,  "  It  is  the  organism^  and  no 
other ^  which  produces  on  itself  the  opening  shock.^^ 

We  are  here  also  reminded  of  those  ideas  of  Dr.  Erman,  that 
the  essence  of  the  inworking  of  the  current  consisted  in  produ- 
cing a  more  rapid  chemical  action  in  the  tissues,  i.  e.,  a  superior 
oxidation  and  hydrogenization  in  the  one  and  the  other  half 
of  the  nerve ;  and  also  are  we  reminded  how  Nobili  made  a 
difierence  in  the  change  brought  about,  by  the  up-running  and 
by  the  down-running  current,  by  terming  it  either  "  direct  alter- 
nation," or  "  inverse  alternation,"  in  order  to  correspond  with 
his  explanation  of  the  theory  of  convulsions. 

Dubois-Reymond  goes  on  to  say.  If  I  am  not  entirely  de- 
ceived, we  are  now  enabled  to  fill  up  the  theory  of  Nobili  in  a 
truly  philosophic  manner.  It  is  my  opinion,  he  says,  —  to  the 
formation  of  which  I  thhik  myself  justified  by  facts,  —  that  we 
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have  been  convinced  of  that  lasting  alteration  in  the  nerves, 
obtained  in  the  electro-toitic  state,  from  the  action  of  the  elec- 
tric current —  an  alteration  which  it  was  only  given  to  Kitter, 
Erman,  and  Nobili  to  suspect. 

"When  a  current  acts  upon  a  nerve,  the  latter  then  becomes 
circumstanced  the  same  as  any  other  wet  conductor.  Electrol- 
ysis is  produced,  commcncmg  with  pile-formed  or  pyiiimidal 
polarization.  The  change  from  a  natural  into  a  di-polar  adjust- 
ment of  the  electro-motory  molecules  occasions  that  disturbance 
of  equilibrium,  which  shows  itself  according  to  the  direction  of 
the  current  in  a  closing  convulsion,  or  in  a  closing  pain.  It  is 
the  return  from  the  bi-polar  to  the  natural  adjustment  again, 
by  which,  to  speak  in  Ritter's  words,  the  organism  gives  to  itself 
the  opening  shock.  In  short,  this  galvanic  phenomenon  appears 
to  bo  a  particular  example  of  that  discovered  by  Nicolson  and 
Carlyle,  then  appearing  so  strange  only  on  account  of  this  par- 
ticular property  of  the  animal  conductor. 

To  these  observations  Dubois-Reymoud  advances  a  justifica- 
tion for  the  term  electrotottus,  as  applied  by  liim  to  nerves  and 
muscles.  He,  in  the  first  place,  reminds  us  of  tlie  already 
stated  similarity  that  appears  between  the  source  or  cause  of 
the  nerve  excitement  by  means  of  the  current,  and  that  of 
the  induction  of  a  current-loading  conductor,  or  magnet,  to  a 
neighboring  and  parallel  conductor.  .lust  as  that  element  which 
produces  sensation  and  motion  does  not  always  arise  to  the  same 
degree  during  the  continuance  of  the  ciirront,  so  the  induction 
takes  place  only  in  consequence  of  positive  and  negative  altera- 
tions in  the  electro-dynamic  or  magnetic  resultants,  acting  on 
tiie  conducting  clement.  Now,  as  Faraday  has  designated  that 
condition  of  the  conductor,  into  which  it  has  been  brought  by 
induction  causes,  as  the  electro-tonic  condition,  —  the  actual 
existence  of  which  he  in  latter  rcscarclics  has  been  able  to  de- 
monstrate by  ocular  means,  —  so  the  pile-form  polarization  of 
the  nerve  is  entitled  to  the  designation  which  Faraday  has  tiius 
prepared  for  it. 

When  a  current  is  produced  by  closing  a  circuit  that  em- 
braces a  living  nerve,  it  is  accompanied  by  an  excitement  and 
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disturbance  of  the  element  of  motion  and  sensation.  The  nerve, 
indeed,  becomes  polarized,  pile-formed,  or  in  pyramidal  order, 
which  is  the  electro-tonic  condition.  When  both  poles  of  the 
battery  are  removed,  and  the  current  is  thus  opened,  the  electro- 
tonic  condition  of  the  nerve-conductor  disappears,  and  the  mole- 
cules return  from  the  induced  di-polar  to  the  natural  polar  state 
of  a  healthy  nerve ;  whereby  we  see  manifested  the  same  contrast 
between  the  closing  and  the  opening  convulsion  as  between  the 
closing  and  opening  current,  viz.,  the  closing  convulsion  shows  by 
the  down-running  currents  the  same  peculiarities  which  the  open- 
ing convulsion  presents  by  the  up-running  current,  and  rice  rer^a. 

Dr.  Robert  Remak,  of  Berlin,  says,  that  although  Dubois- 
Reymond  has  produced  and  shown  the  electro-tonic  state  of  the 
nerves,  even  when  he  used  interrupted  currents  for  exciting 
them,  nevertheless,  we  are  by  no  means  allowed  to  suppose  that 
the  action  of  the  interruption  did,  in  itself,  contain  the  cause  of 
the  induced  condition  of  the  nerves.  On  the  contrary,  he  says, 
Dubois-Reymond  shows,  by  a  long  series  of  the  most  careful 
experiments,  that  the  result  of  the  tctanizing  of  the  nerves  by 
alternating  currents,  and  even  of  the  tetanus  produced  in  those 
which  cannot  be  electrized  in  consequence  of  strychnine,  or 
other  chemical  hinderance,  is  a  negative  fluctuation  of  the  native 
nerve-current.  Therefore  it  is  made  probable,  by  comparing 
all  the  conditions  under  which,  on  the  one  hand,  convulsions 
appear,  and  on  the  other,  where  negative  stream  fluctuations  are 
shown  to  be  in  the  nerves ;  that  this  negative  fluctuation  is  the 
true  clectro-motory  expression  of  the  element,  or  cause,  of  mo- 
tion and  sensation,  which  appears  in  the  nerve  wlienever  its 
inner  equihbrium  is  disturbed  by  mechanical,  caustic,  or  chemi- 
cal causes,  or  every  time  it  is  placed  by  an  exciting  current 
into  the  electro-tonic  condition. 

Finally,  that  this  condition  undergoes  a  certain  fluctuation  in 
consequence  of  a  similar  fluctuation  of  the  exciting  electric  cur- 
rent, the  density  of  which  stands  within  certain  limits,  and  that 
in  a  simple  ratio  to  the  strength  of  the  electro-tonic  condition. 
In  view  of  such  intensely  interesting  facts.  Dr.  Remak  most 
justly  says,  "  How  the  field  of  the  physiological  pre-trials  and 
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studies  relating  to  electro-therapeutics  is  of  late  enlarged  by 
all  these  researches  and  discoveries !  " 

Is  electrotonus  the  inseparable  expression  of  the  excitement 
produced  by  the  steady  current  working  during  the  closure  of 
the  circuit,  and  are  the  negative  fluctuations  of  the  native  cur- 
rent of  the  nerves  and  muscles,  on  the  contrary,  the  consequence 
and  the  expression  of  the  fluctuation  or  interruption  of  the  ex- 
citing current  ?  Then  every  research,  even  the  most  minute  and 
delicate;  that  relates  to  the  formation  of  these  conditions,  will  be 
of  influence  on  the  vital  question  of  relation  or  condition  of  the 
nerves  in  the  human  organism,  according  as  they  are  exposed 
to  steady  currents,  or  to  greater  or  less  current  fluctuations. 

Next  in  order  comes  "  The  Galvanic  Current,  a  Preventer  of 
Muscle  Convulsions,"  a  treatise  by  Dr.  Eckhard ;  the  maxim  of 
which  is,  "  Every  muscle  convulsion  responding  too  readily  to 
the  influence  of  some  irritation,  can  be  avoided  by  means  of  the 
constant  galvanic  current;  and  every  tetanus  already  present 
can  be  removed  by  it."  He  proves  this  rule  by  three  series  of 
experiments,  not  on  living'  animals^  but  on  amputated,  and  hence 
dead  frog  legs.     These  are  the  evidences :  — 

1.  A  nerve  embraced  in  a  circuit  of  four  or  five  Daniell's  ele- 
ments can  be  affected  in  the  route  of  the  current,  without  pro- 
ducing convulsions ;  but  these  convulsions  will  at  once  reappear 
as  soon  as  the  current  is  opened. 

2.  If  a  nerve  is  saturated  with  a  solution  of  kitchen  salt,  by 
which  it  is  well  known  that  a  frog^s  leg  is  tetanized,  and  is  then 
taken  in  the  galvanic  circuit,  beyond  or  below  the  portion  of 
the  nerve  irritated  with  the  salt,  then  there  does  not  arise  any 
tetanus,  or,  if  it  does  appear,  it  quickly  vanishes  as  the  circuit  is 
closed.  When  the  current  is  weak,  an  up-running  current  is 
most  successful;  but  when  stronger  currents  are  employed,  either 
direction  is  efiectual. 

3.  If  we  now  employ  two  batteries  separately,  but  upon  the 
same  limb,  so  that  the  upper  end  of  the  nerve  is  embraced  by  the 
weaker  battery  circuit,  at  the  same  time  that  the  lower  extremity 
of  the  limb  is  in  the  stronger  current,  then  the  closure  and 
opening  of  the  upper  circuit,  during  the  constant  closure  of  the 
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lower  one,  are  incapable  of  exciting  convulsions,  which,  however, 
at  once  appear  as  soon  as  the  electrodes  of  the  lower  circiiit 
advance  a  little  on  the  muscle.  Then,  if  the  direction  of  the 
current  is  reversed,  we  will  find  it  requires  a  greater  difference 
in  the  strength  of  the  two  circuits  to  render  the  opening  and 
closure  of  the  lower  one  ineffective ;  therefore,  where  weak  cur- 
rents are  employed,  the  up-running  current  from  both  batteries 
will  prove  the  most  favorable.  Dr.  Eckhard  is  evidently  mostly 
interested  and  mainly  occupied  in  discovering  the  differences 
obtained  from  the  different  stream  directions,  and  says  he  finds 
the  up-running  current  to  prove  the  most  paralyzing.  But  he 
himself  as  evidently  contradicts  this  statement  in  all  his  subse- 
quent deductions.  From  such  unfortunate  statements  has  arisen 
a  very  great  prejudice  in  the  minds  of  medical  practitioners 
against  employing  the  primary  steady  current  of  galvanism  with 
occasional  interruptions  or  changes  in  density. 

Another  proposition  of  Dr.  Eckhard's  is,  "Every  constant 
current  that  flows  through  the  motory  nerves  occasions  on  the 
traversed  part,  and  that  lying  above  the  positive  electrode,  a 
diminution  of  excitability,  while,  on  the  other  hand,  the  excita- 
bility increases  in  the  part  situated  under  and  beyond  the 
negative  electrode.  Moreover,  that  the  excitability  is  always 
increased  underneath  the  negative  electrode  of  the  circuit  when 
it  is  so  situated  as  to  work  at  the  upper  end  of  the  nerve  in  a 
downward  direction." 

Dr.  Hcidcnhain  subjected  these  opinions  to  a  series  of  rigid 
trials,  and  concludes,  without  however  being  aware  of  Marianini's 
results,  that  a  muscle,  or  group  of  muscles,  which,  either  from 
straining,  extreme  heat,  or  teasing  by  abusive  induction  shocks, 
(or  by  any  other  means,)  has  been  deprived  of  its  excitability, 
regains  its  power  of  contracting  by  the  aid  of  the  steady  con- 
tinuous galvanic  current,  and  that  more  rapidly  by  means  of 
the  up-running  current  than  when  its  course  is  downwards. 

Dr.  Pfliiger,  on  the  other  side,  subjected  others  of  M.Echard's 
experiments  to  trials,  and  he  concludes  that  the  stream  fluc- 
tuations of  a  constant  current  do  not  produce  equal  shortenr 
ing  of  tlie  muscles,  or  portions  of  the  muscles,  through  the 
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whole  extent  of  ramification  of  that  nerve  through  the  muscles ; 
but  that  the  contractions  grow  stronger  in  proportion  as  the  irri- 
tation is  applied  near  the  central  end. 

If,  now,  says  Dr.  Remak,  we  keep  an  eye  on  this  result,  and 
tlien  test  the  relation  a  nerve  bears  (while  the  central  end  is 
coursed  through  by  a  steady  down-running  current  from  a  mod- 
erate battery,)  to  electric  current  fluctuations,  we  shall  find,  as 
Dr.  Eckhard  has  already  observed,  the  ability  of  the  nerve  to 
respond  by  the  visible  contractions  of  the  depending  muscles 
to  the  fluctuations  of  the  current,  and  that  to  increase  below 
and  about  the  negative  electrode,  while  this  increase  is  found 
diminished  again  farther  on  towards  the  periphery.  And  sec- 
ond, we  find  that  a  constant  steady  current,  which  runs  down 
the  nerve  in  the  neighborhood  of  the  muscle,  to  operate  quite 
difierently ;  for  it  exerts  its  influence  also  upward,  and  occasions 
a  decrease  of  the  contraction  or  twitching  produced  in  the 
neighborhood  of  the  positive  electrode  by  the  fluctuations  of  a 
down-running  current ;  but  said  decrease  becomes  less  towards 
the  top,  and  ceases  altogether  before  the  end  is  reached.  Third, 
if  the  central  end  of  a  nerve  is  coursed  through  by  an  upward 
current,  we  shall  find,  it  is  true,  that  the  susceptibility  of  the 
nerve  and  muscle  to  fluctuations  of  the  current  decreases  below 
the  positive  electrode  ;  but  it  is  also  true,  that  this  diminishes, 
and  even  ceases,  before  reaching  the  extreme  part  of  the  muscle. 
Fourth,  and  finally,  if  the  steady  up-running  current  operates 
in  the  neighborhood  of  a  muscle,  while  at  the  same  time  a  fluc- 
tuating current  of  another  battery  is  all  the  while  working  above 
it,  and  in  a  different  current  direction,  we  shall  find,  to  be  sure, 
that  the  twitchings,  or  muscle  contractions,  increase  in  the  vicinity 
of  the  negative  electrode ;  but  it  is  also  true,  that  this  increase 
decreases  again,  in  proportion  as  we  approach  the  central  end. 

Dr.  J.  Rosenthall  has  recently  published  a  work  on  "  Tlie 
Modification  of  the  Excitability  of  the  Nerves  by  Means  of  con- 
stant Galvanic  Currents  and  the  Alternations  of  Ritter."  The 
argument  of  this  work  may  be  comprehended  in  the  following : 
Every  constant  current  which  courses  through  a  nerve  for  a 
certain  time,  places  the  nerve  in  a  condition  in  which  the  sus- 
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ceptibility  to  the  openings  of  a  given  in-working  current,  and  to 
the  closure  of  an  opposite  current,  is  increased^  while,  on  the  con- 
trary, it  has  decreased  to  the  closure  of  the  former,  and  to  the 
opening  of  the  latter ;  that  after  a  steady  in-working  of  a  strong 
current  —  say  from  two  minutes  to  an  hour — on  a  nerve  trunk, 
then  the  muscles  ramified  by  that  nerve  fall  into  the  so-called 
"  Tetanus  of  Ritter,"  but  which  is  calmed  by  the  closure  again 
of  the  same  current,  or  even  by  using  a  weaker  current.  But 
it  will  be  strengthened  by  the  reversed  direction,  even  if  we  use 
a  weaker  current.  At  lower  degrees  of  excitability,  twitchings 
appear,  and  not  tetanus,  at  the  opening  of  the  current,  and  at 
the  closure  of  the  opposite  direction  —  the  muscles  remaining, 
on  the  contrary,  quite  at  rest,  both  at  the  closure  of  tlie  first 
and  opening  of  the  latter.  In  all  these  respects,  then,  we  learn 
that  the  workings  of  the  down-running  current  appear  less  con- 
stant, less  permanent. 

In  the  year  1825,  Dr.  Sarlandiere  proposed  applying  galvanic 
currents  by  the  means  of  acttrpuncture  needles^  so  as  to  bring 
the  action  of  electricity  more  directly  to  the  nerve  or  seat  of 
pain.  M.  Magendie  soon  took  up  the  matter  with  no  little  in- 
terest. He  succeeded  thus  in  efiecting  some  wonderful  cures, 
even  where  all  other  medication  had  failed,  as  in  cases  of  amau- 
rosis, neuralgia,  and  paralysis. 

Next,  MM.  Guerord  and  Pravaz  proposed  treating  aneurisms 
for  radical  cure  by  these  same  means.  This  high  operation  on 
a  living  man  was  first  attempted  by  Professor  Listen ;  but  the 
first  successful  operation  of  the  kind  was  performed  by  M.  Petre- 
quin,  in  a  case  of  popliteal  aneurism. 

For  performing  the  electro-cautery^  Middeldorpff,  Stunheil, 
and  Amussatt  employed  fine  platinum  wires,  bent  to  a  sharp  an- 
gle, and  rendered  incandescent  hj  quantity-galvanism.  Provost, 
Alexander  Dumas,  Bonnet,  Bence  Jones,  and  others  have  oper- 
ated, and  in  some  instances  succeeded  in  decomposing  calculi 
in  the  living  human  bladder,  (but  this  is  not  advised  as  safe  and 
practical.)  Dr.  Golding  Bird  and  Mr.  Spencer  Wells  have 
applied  single  pairs  of  silver  and  zinc  plates  for  a  voltaic  action 
on  the  skin  where  placed,  and  for  promoting  the  growth  of 
healthy  granulations  in  indolent  ulcers,  &c. 
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But  for  the  remedial  use  of  the  primary  currents  of  galvan- 
ism, not  as  a  cautery,  but  as  a  peculiar  nervine,  by  a  catalytical 
or  polarizing  eflFect  on  the  nerves  and  muscles,  we  find  Dr.  Rob- 
ert Bemak,  a  Prussian  physician,  the  most  strenuous  recent 
advocate. 


CHAPTER    III. 

ELECTBICAI.  INSTBUMENTS  FOB  MEDICAI.  PUEFOSES. 

For  therapeutical  means  we  may  have  recourse  to  three 
classes  of  electrical  instruments,  viz.,  the  Electric  Machine,  the 
Galvanic  Battery,  or  the  Induction  Apparatus.  There  is  quite 
a  variety  of  instruments  in  all  tliree  classes,  but  we  should  choose 
them  according  to  their  action j  and  the  form  of  the  element  they 
respectively  produce.  Electricity  in  motion,  as  wo  have  seen, 
results  from  the  reunion  or  neutralization  of  the  two  separated 
opposite  electric  principles.  This  may  be  instantaneous,  inter- 
mittedj  or  continuous.  In  the  former  case  it  constitutes  the 
simple  discharge ;  in  the  second  case  a  more  or  less  continuous 
current ;  in  the  third,  there  arc  produced  rapidly  interrupted 
currents,  which  are  usually  as  frequently  alternated  or  reversed. 
Therefore  the  latter,  as  electro-magnetism,  is  best  wherever  we 
wish  rapidly  discontinuous  and  alternated  currents.  The  gal- 
vanic battery  is  best  for  sustaining  a  more  or  less  continuous  cur- 
rent in  a  given  direction.  The  friction  "  electrical  machine  " 
is  the  best  for  producing  electricity  of  high  tension,  as  sparks, 
or  the  instantaneous  discharge,  also  called  the  "  shock." 

By  the  electrical  machine  we  get  a  peculiar  form  of  electricity 
for  remedial  purposes,  possessing  greai  intensity,  while  there  is 
but  feeble  quantity.  This  machine  may  consist  of  a  revolving 
cylinder,  or  plate  of  glass,  which  is  submitted  to  the  friction 
of  cushions  or  rubbers.  As  a  general  thing,  a  plate  machine  is, 
for  equal  size,  of  far  higher  power  than  the  cylinder;  but  it  mat- 
ters very  little  which  form  of  friction  machine  is  used.  If  we 
were  going  to  purchase  for  practical  purposes,  we  should  de- 
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cidedly  prefer  tlie  plate  macliinc,  and  the  plate  should  not 
measure  less  than  twenty  inches.  The  room  for  operating 
^^_  should  be  a  dry  one. 

When  the  air  is  moist 
it  must  be  dried  and 
warmed  by  furnace 
heat,  or  othor  means, 
and  tiic  glass  plate, 
as  well  as  the  insulat- 
ing supporters  of  the 
prime  conductor,  of 
the  axle  of  the  glass 
and  of  the  rubber, 
should  bo  rubbed  with 
a  hot,  dry  cloth,  not 
only  to  free  the  machine  of  moisture,  but  also  from  dust,  which 
is  as  hurtful  as  moisture  to  the  preservation  of  electricity  on  in- 
sulated conductors.  Hence,  the  apparatus,  together  with  all 
tho  appliances  about  it,  must  be  kept  scrupulously  neat  and  dry. 
I  have  found  that  in  humid  weather,  or  when  the  atmosphere  is 
negative  as  from  an  approaching  storm,  tliat  if  the  glass  plate  Is 
moistened  with  a  very  trifle  of  sweet  oil,  it  is  of  advantage ;  also, 
tliat  the  surface  of  the  rubbers  must  be  from  time  to  time  re- 
newed witli  an  amalgam  powder  of  zinc,  or  deuto-sulphuret  of 
tin,  which  can  be  bad  of  any  philosophical  instrument  maker. 
Another  arrangement  or  provision  is  also  necessary ;  and  that  is, 
a  good  contact  conductor  with  tho  actual  moist  earth,  or  a  large 
body  of  metal.  This  should  be  some  way  adjustable  near  tho 
machine,  so  as  to  be  readily  put  in  contact  with  the  rubber,  or 
negative  pole,  while  we  are  charging  tlie  prime  conductor  post- 
live/i/,  as  also  for  drawing  sparks  from  the  patient,  or  for  char- 
ging the  Leyden  jars ;  also,  so  that  at  another  time  it  can  be  re- 
moved to  the  prime  conductor  while  we  are  employing  neg-ative 
electricity  from  the  rubber  end  of  the  machine,  for  the  rubber 
is  always  the  negative,  and  the  prime  conductor  is  positive.  And 
hero  comes  in  the  law,  that  the  one  is  never  evolved  without  the 
other;  therefore,  if  we  wish  t«  use  or  accumulate  the  one,  the 
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other  must  be  as  freely  dissipated  witliout  hiudorancc,  and  if 
this  point  is  well  attended  to,  the  power  and  uuiforraity  of  the 
macMue  will  bo  greatly  enhanced.  The  dry  wall  or  chimney  of 
the  house  is  not  always  sufficient.  A  largo  copper  wire  leading 
to  the  moist  earth,  or  connected  with  a  water  pipe,  or  gas  pipe, 
by  good  metallic  contact,  is  the  most  reliable.  But,  of  courso, 
where  we  wish  to  employ  both  electricities  at  once,  we  must  not 
make  either  the  rubber  or  the  prime  conductor  communicate 
with  the  ground,  but  rather  keep  all  well  insulated.  In  every 
case  the  electricity  is  set  free  on  the  surface  of  the  rubbed 
glass  plate,  or  cylinder,  tlie  negative  flying  to  the  rubber,  while 
the  positive  accumulates  upon  the  glass,  which  induces  it  also 
by  sharp  points  in  the  prime  conductor ;  and  from  here  we  can 
accumulate  even  greater  quantities  still  by  means  of  Leydcn 
jars.  The  power  of  the  jar  is  iu  proportion  to  the 
size ;  i,  e.,  a  half  gallon  jar  is  twice  as  powerful  as 
a  quart  jar,  if  each  is  fully  charged ;  for  the  for- 
mer will  receive  twice  as  many  turns  of  the  machine  , 
to  charge  it.  If  the  outside  tia  foil  coverings  of  I 
two  or  more  of  these  jars  are  put  in  communication,  f 
as,  for  instance,  if  set  upon  a  .sheet  of  tin  foil,  and  I 
at  the  same  time  the  metal  stems  that  communicate  [ 
with  the  inner  lining  foil  arc  joined  also  as  by  a  I 
chain,  they  thus  become  by  this  double  connection  Fig.  s. 
as  one  jar,  and  can  bo  charged  and  discharged  through  any 
one  alone.     This  is  called  a  battery  of  friction  elcctridti/. 

Thus  the  inner  coat  of  the  jar  receives  positive  electricity 
from  the  prime  conductor,  while  negative  electricity  is  then 
always  accumulated  on  tho  outside  of  the  jar,  or  conductor  that 
leads  it  off.  Now,  if  a  communication  is  made  between  tho 
inner  and  the  outer  coatings  of  tho  jar  directly,  as  by  means  of 
a  discharge,  or  indirectly,  as  through  the  human  body,  a  neutral- 
ization of  tho  two  electricities  takes  place  with  a  loud  crack  and 
flash.  If  tho  negative  charge  is  required,  the  prime  conductor 
must  communicate  with  tho  outer  covering  of  the  jar,  ifee. ;  but 
usually  it  is  the  positive  chargo  that  wo  have  to  do  with.  If  tlio 
jar  is  discharged  through  the  human  body,  tliore  is  a  violent, 
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sudden,  and  unpleasant  sensation,  which  we  term  the  electric 
shock.  The  strength  of  this  shock  is  mainlj  in  direct  i*atio  to 
the  extent  of  the  metallic  coating  of  the  jar,  and  to  the  degree 
of  high  intensity  with  which  that  is  charged  and  the  suscepti- 
bility of  the  patient  who  receives  it.  This  may  be  transmitted 
through  one  person,  or  even  through  a  great  number  of  persons 
in  a  chain,  if  the  first  person  takes  hold  of  the  recently  charged 
jar  near  its  bottom,  while  the  last  person  in  the  circle  then 
touches  with  his  finger  the  knob  or  ball  on  the  top  of  the  jar, 
and  while  they  all  hold  each  other  by  the  hand.  If  several  jars 
are  properly  united  and  fully  charged,  they  might  give  a  shock 
through  the  human  body,  by  its  action  on  the  nervous  system 
and  the  natural  animal-currents  that  would  exhaust  them  to 
such  a  degree,  that  it  might  prove  as  fatal  as  lightning  itself. 
The  discharger  is  a  necessary  accompaniment  of  this  machine, 

which  consists  cither  of  stationary  or  adjustable 
metal  arms,  tipped  with  brass  balls,  and  provided 
with  a  long  glass  handle.  I  find  that  two  of 
these  dischargers  are  more  convenient  than 
one,  as  for  making  discharges  through  the  pel- 
vis from  the  sacrum  or  lumbar  region  to  the 
top  of  the  pubis,  in  cases  of  dismenorrhoea. 
But  it  is  necessary  to  approach  the  charged  Ley- 
^*8-  ••  den  jar  with  the  brass  balls  of  the  discharger 
always  in  one  order;  and  that  is^  first  make  a  ball  to  come 
in  contact  with  the  outside  of  the  charged  jar,  before  the  con- 
tact is  made  with  the  knob  on  the  top  of  the  jar ;  for  if  the 
machine  works  well,  and  the  reverse  order  is  carelessly  taken, 
i.  e.,  to  touch  the  top  knob  first,  and  then  the  outside  of  the  jar 
the  last,  it  will  be  very  likely  to  break  or  to  be  perforated, 
and  thus  spoil  the  jar  for  further  use.  Another  condition 
already  alluded  to,  is  necessary  to  succeed  the  best  possible  in 
charging  a  Leyden  jar  —  for  in  medical  practice  but  one  or  two 
at  most  are  ever  wanted.  The  outer  foil  of  the  jar  must  be  in 
communication  with  the  conductor  to  the  earth,  so  as  to  utterly 
dissipate  the  negative  electricity  from  outside  the  jar  while  it 
is  being  charged  inside  positively.     But  I  must  here  take  space 
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to  remipid  you  that  it  is  believed  that  not  an  atom  of  positive 
electricity  leaves  the  glass  plate  or  cylinder  that  is  rutbed,  to 
pass  to  the  prime  conductor.  The  cylinder  or  plate  is  rendered 
positive  by  friction,  and  merely  acts  upon  the  electricity  that  is 
naturally  in  the  prime  conductor  by  induction,  decomposing  it 
into  the  two  parts,  and  attracting  the  negative  fluid,  which  accu- 
mulates in  a  state  of  high  tension  or  elasticity,  darts  off  towards 
the  glass  to  combine  with  the  positive  fluid  already  commencing 
to  be  free  on  its  surface,  and  so  reconstituting  the  neutral  or 
natural  electricity.  Thus  the  prime  conductor  is  left  powerfully 
positive,  and  so  all  things  in  contact  with  it,  if  also  insulated, 
not  by  acquiring  electricity  from  the  glass j  but  rather  by  the 
abstraction  of  its  own  negative  element,  while  simply  leavings 
the  positive  electricity  there. 

When  charging  a  Leyden  jar,  we  can  judge,  after  a  little  ex- 
perience, how  great  is  the  charge  from  the  number  of  turns  of 
the  machine,  if  we  first  ascertain  that  it  is  working  well ;  but  a 
more  accurate  means  is  Lane's  discharging  electrometer,  or  by 
Henley's  quadrant  electrometer. 

To  bo  prepared  to  use  frictional  electricity  as  a  therapeutic, 
we  need  to  be  provided  with  the  insulating 
Chair  and  Stool.    The  patient  can  be  placed 

on  the  stool,  but  it  is  better  to  place  him  or    ^    u m 

her  in  the  insulating  chair  with  the  feet      y  y 

upon  the  insulating  stool ;  or  if  in  bed,  by  ^'k-  '^• 

placing  the  bedstead  posts,  or  feet  of  the  lounge,  into  thick  glass 
salt  cups.  The  patient  thus  situated  can  be  electrified  positively 
by  connecting  him  with  the  prime  conductor,  or  negatively  by 
the  rubber  connection,  by  means  of  the  long  discharger,  or  by 
means  of  the  chain,  or  by  a  large  copper  wire  tipped  with  balls. 
By  a  steady  and  lively  turning  of  the  machine,  the  patient  can 
be  kept  at  this  state  for  a  half  hour  together,  notwithstanding 
the  continual  insensible  discharge  that  is  constantly  going  on 
into  the  air.  If  in  the  dark,  this  phenomenon  becomes  visible, 
as  the  tips  of  the  hairs  and  every  other  angle  will  appear  lu- 
minous, or  emit  sparks  even,  if  approached  by  a  conductor  to 
any  part  of  the  person. 

9* 
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When  a  patient  is  insulated  and  gradually  charged  from  the 
prime  conductor  posUivelj/  to  a  high  degree  of  tension,  and  tlius 
continued  for  a  little  while,  during  this  if  any  pointed  director 
is  placed  near  him,  the  plus  electricity  is  by  it  drawn  off  at  that 
vicinity  very  quietly,  and  almost  insensibly,  only  giving  rise  to 
the  phenomenon  called  aura.  This  acts  as  a  mildj  but  most  ex- 
cellent local  alterative  stimulus;  as,  for  instance,  about  the 
eyes  and  breast.  But  if  we  remove  the  pointed  director,  and  in 
itfe  place  use  a  ballj  then  the  electricity  is  drawn  off  from  the 
patient  in  sparks ,  which  produco^a  pricking  sensation,  much  as 
if  the  skin  were  touched  with  a  pin  or  needle ;  and  the  physio- 
logical result  is  also  quite  different.  This  succession  of  sparks 
produces  much  the  same  effect  locally  as  the  passage  of  a  gentle 
voltaic  current.  The  effect  of  these  sparks  (which  can  be  made 
more  seldom,  long,  and  powerful,  or  rapid,  short,  and  gentle, 
according  as  the  brass  ball  is  made  to  approximate^  more  or  less, 
to  the  part)  acts  as  a  stimulus  of  a  very  peculiar  kind ;  be- 
cause, as  Dr.  Golding  Bird  says,  besides  the  simple  discharge, 
there  probably  is  accumulated  and  localized  in  the  flesh  positive 
electricity,  at  and  near  the  spot  where  the  sparks  leave  the  body, 
which  is  thus  maintained  in  wavering  density.  The  skin  soon 
becomes  red,  which  shows  its  effects  on  the  capillary  vessels  and 
at  the  roots  of  the  hairs.  Drawing  sparks  from  the  back  of  a 
cat  is  easily  done  in  dry,  frosty  weather,  particularly  if  pussy  is 
near  the  fire,  simply  by  first  smoothing  her  fur  with  a  very  warm 
and  dry  silk,  then  lightly  stroking  the  fur  in  the  wrong  direction, 
when  she  will  soon  give  you  to  understand  that  she  does  not 
like  it.  These  sparks  have  an  in-working  at  the  moist  roots  of 
the  hairs,  and  are  of  the  very  minutest  quantity,  but  of  the  highest 
possible  intensity. 

It  is  well  to  know  that  in  a  room  where  the  friction  machine 
is  being  worked,  every  single  object  in  that  room  is  negatively 
electrified,  if  the  rubber  end  of  the  machine  is  put  in  connec- 
tion with  the  room  bv  means  of  a  trailini^:  chain  over  the  table 
and  floor,  instead  of  being  in  connection  with  the  earth  ;  and 
60  can  they  become  positively  charged  by  reversing  the  order. 

High-pressure  steam  can  be  so  directed  through  crooked  tubes 
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and  friction  on  wood,  as  to  produce  a  profusion  of  high  tension 
electricity,  that  by  far  exceeds  any  friction  electrical  machine. 
I  saw  an  apparatus  both  in  London  and  in  Paris  made  expressly 
for  this  purpose,  called  the  hydrthelectric  machine.  By  this  not 
only  a  patient,  but  a  whole  ward,  patients  and  all,  could  be  so 
situated  and  maintained  by  it  for  any  requisite  time.  But  ac- 
cording to  my  own  experience,  the  utility  of  tension  by  insula- 
tion is  quite  limited  to  a  few  certain  cases  and  conditions,  wliich 
will  be  clearly  designated  when  I  come  to  treat  of  its  therapeu- 
tic application  for  neryous  diseases. 

Galvanic  Electricity  and  Apparattis. 

This  term  is  given  to  that  important  form  of  electricity  that 
is  produced  by  chemical  action.  But  probably  the  most  simple 
example  of  this  kind  of  electricity  is  shown  by  merely  enclosing 
the  tongue,  for  instance,  between  two  different  clean  metals, 
from  which  the  current  is  instantly  set  in  motion,  even  sufficient 
to  be  sensible.  This  may  be  proved  by  any  one,  if  they  place  a 
piece  of  silver  or  gold  on  the  one  side  of  the  tongue,  and  then 
at  the  same  time  a  piece  of  copper  or  zinc  on  the  other  side  of 
the  tongue,  or,  what  is  better  still,  simply  a  piece  of  clean  zinc 
on  the  one  side,  while  there  is  a  piece  of  clean  silver  on  the 
other.  As  long  as  the  metals  are  so  placed  and  held,  there  is 
no  taste  or  sensation ;  but  if  now  the  outer  edges  of  the  two 
metals  are  brought  together,  or  if  by  means  of  a  bit  of  wire 
they  are  brought  in  contact  or  communication,  then  instantly 
there  is  demonstrated  the  galvanic  action.  If  this  docs  not 
readily  appear  at  the  first  contact,  repeat  the  opening  and  closing 
of  the  metallic  contact  quick  or  slow,  and  it  will  be  decidedly 
manifested  both  by  taste  and  sensation. 

When  two  metals  are  placed  in  contact  direct,  or  by  means  of 
a  connecting  wire,  and  when  these  are  placed  in  a  liquid  or 
liquids  capable  of  acting  upon  the  one  more  than  upon  the 
other,  then  that  peculiar  electricity  is  evolved  that  we  term 
voltaic  electricity^  galvanic  electricity^  or  galvanism.  The  origi- 
nal pile  for  producing  this  current  was  devised  by  Dr.  Volta,  an 
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Italian  physician,  owing  to  the  interpretation  which  this  cele- 
brated philosopher  gave  to  the  marvellous  experiment  of  his 
contemporary,  Dr.  Luigi  Galvani,  of  Bologna,  namely,  that  a 
frog  undergoes  a  violent  agitation,  when  one  of  its  nerves,  being 
exposed,  is  touched  with  one  metal,  and  at  the  same  time  its 
muscles  are  touched  with  another  metal,  while  the  two  metals 
themselves  are  in  contact. 

Volta,  and  most  natural  philosophers  since  him,  have  sup- 
posed that  the  liberation  of  the  current  was  entirely  due  to  the 
contact  of  the  two  different  kinds  of  metals,  whilst  the  liquid 
between  them  plays  merely  the  part  of  a  conductor.  To  prove 
this,  he  invented  his  pile;  and  hence  the  term  voltaic  electricity. 
But  it  has  since  been  proved  by  the  researches  of  Sir  Humphry 
Davy,  M.  Becquerel,  M.  De  la  Rive,  and  Professor  Faraday,  that 
the  real  source  of  the  electricity  is  not  from  simple  contact,  but 
from  the  chemical  action  of  two  heterogeneous  bodies ;  that  con- 
tact is  a  condition  most  frequently  necessary,  but  not  always 
absolutely  indispensable  to  the  manifestation  of  electricity ;  that 
voltaic,  or  otherwise  called  galvanic  electricity,  may  be  produced 
by  any  chemical  action  ;  not  only  by  the  action  of  some  liquid 
upon  a  solid,  but  likewise  by  the  action  of  two  or  more  dissim- 
ilar liquids  upon  each  other ;  or  even  by  gases  acting  upon 
gases,  liquids,  or  solids.  All  agreed  then,  as  now,  that  the 
effect  produced  upon  the  frog  was  due  to  the  action  of  electricity ; 
and  as  Galvani  was  the  first  discoverer  of  the  phenomenon,  this 
electricity  is  termed  Galvanic,  and  the  physical  science  concerned 
in  it  is  called  Galvanism,  But  to  the  pile  itself,  says  De  la 
Rive,  must  remain  the  name  of  its  illustrious  inventor. 

The  original  Voltaic  pile,  as  first  formed  by  Volta,  was  in  the 
shape  of  a  vertical  column,  formed  of  disks  of  copper  and  zinc 
of  some  two  inches  in  diameter,  and  arranged  as  follows :  — 

A  copper  disk  is  first  placed  upon  a  glass,  or  some  other  insu- 
lating plate ;  a  zinc  disk  is  then  placed  directly  upon  the  copper 
disk  ;  and  then  the  next  disk  is  of  cloth,  well  moistened  with 
water,  salt  water,  or  acidulated  water,  which  is  then  placed 
upon  the  zinc  disk.  A  second  similar  pair  is  piled  upon  the 
first,  a  third  upon  the  second,  and  so  on  to  some  fifty  or  a  hundred 
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pairs;  each  pair  in  the  same  exact  ortlcr,  i.  e.,  first  a  copper 
and  then  a  zinc,  and  each  pair  separated  from  the 
next  pair  by  the   wet  cloth,  and  the  whole  ro- 
taiued  in  a  pile  by  three  or  four  perpendicular 
glass  rods. 

This  pile  is  found  to  bo  charged  with  negative 
electricity  at  its  lower  extremity,  which  is  copper, 
and  with  positive  electricity  at  its  top,  which  is 
zinc.  The  top  and  bottom  ends  of  this  series  or 
pile  are  called  the  poles.  As  soon  as  the  poles 
of  the  pile  arc  united  by  a  conducting  wire,  the 
water  that  moiatcna  the  cloth  between  the  sev- 
eral pairs  becomes  decomposed,  and  hydrogen  wg. a.  voiwo  puo. 
is  attracted  to  the  copper,  and  the  oxygen  to  the  zinc.  Then 
by  this  chemical  action  there  is  an  elcctro-motivo  force  set  in 
action,  which  decomposes  the  natural  or  latent  electricity  of 
tlio  metals  into  positive  and  negative  electricity,  the  former  ac- 
cumulating upon  the  zinc  pole  in  this  arrangement,  and  the 
latter  upon  the  copper.  This  pile  may  he  laid  down,  or  turned 
the  other  end  up,  —  still  is  the  zinc  the  positive  pole,  and  the 
copper  the  negative.  But  here  let  me  call  particular  atten- 
tion to  the  fad,  that  tliis  is  exactly  the  reverse  of  what  obtains 
in  all  our  metallic  pairs  in  liquid  batteries,  —  for  then  the  cop- 
per is  the  positive,  while  the  zinc  is  the  negative  polo;  but  this 
can  be  easily  explained.  From  this  fact  not  being  heeded  a 
deal  of  confusion  and  misunderstanding  has  always  resulted. 
The  batteries  with  which  we  have  to  do,  then,  give  the  most  oxi- 
dizable  metal,  which  is  zinc,  as  the  negative  pole;  while  the 
least  o.\idizable  metal,  which  is  copper,  or  silver,  or  platinum,  is 
the  positive  pole ;  but  in  a  moist  or  dry  pile,  the  reverse  is  the 
result.     Let  tliesc  facts  be  retained. 

But  to  return.  If  the  two  poles  of  the  voltaic  pile  be  con- 
nected by  a  conducting  wire,  then  the  two  opposite  electricities 
travel  towards  each  other  over  the  same  wire  to  neutralize 
where  they  started  from,  which  is  at  the  zinc  or  most  oxidizable 
metal.  But  as  there  is  a  certain  continuous  supply,  there  will 
also  be  a  continuous  process  or  current  as  long  and  in  propor- 
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tion  as  the  chemical  action  continues.  Hence  it  results  that 
the  power  of  this  pile  is  variable ;  it  begins  to  diminish  £rom 
the  moment  it  is  laid  up,  and  in  a  short  time  it  totally  ceases,  — 
the  copper  disks  having  been  covered  with  hydrogen  together 
with  oxide  of  zinc,  from  the  decomposition  of  sulphate  zinc,  while 
the  zinc  disks  are  also  loaded  with  their  own  oxide.  This  was 
a  great  inconvenience ;  besides,  it  gave  the  widest  variety  of 
results. 

To  avoid  this  trouble  it  was  proposed  to  substitute  for  these 
disks  a  trough  of  liquid ;  and  this  necessarily  converted  the 
arrangement  into  a  horizontal  succession,  instead  of  a  perpen- 
dicular pile.  The  disks  or  plates  were  then  to  be  rectangular, 
in  the  place  of  being  circular ;  each  two  dissimilar  metal  pairs 
were  to  be  in  contact,  and  the  whole  series  to  be  wedged  tightly 
in  the  wooden  trough,  and  so  adjusted  that  they  formed  cellSj 
and  could  be  filled  with  the  acidulated  water  in  the  trough  at 
pleasure.  This  improvement  was  first  pointed  out  by  M.  Cruik- 
shank,  and  was  then  arranged  for  and  given  by  the  Emperor 
Napoleon  to  the  great  Polytechnic  School  of  France.  It  was  with 
this  battery  that  MM.  Gay-Lussac  and  Thdnard,  in  1808,  made 
their  splendid  experiments ;  yet  this  cell  trough  was  almost  as 
troublesome  as  the  original  pile,  but  it  possessed  the  advantage  of 
more  uniform  and  greater  power  when  cleaned  and  put  together 
anew  for  work. 

Cruikshank* s  battery  was  then  improved  in  various  ways,  until 
the  cells  of  the  trough  were  made  to  receive  two  plates  of  dis- 
similar metals,  as  before,  it  is  true,  but  not  of  the  same  pair ; 
i.  c.,  one  plate  of  a  pair  was  in  one  cell,  while  the  other  plate 
was  in  the  next  cell,  yet  so  as  to  be  lifted  out  or  put  in,  so  that 
every  cell  received  a  pair  of  copper  and  zinc  in  the  same  liquid, 
not  in  metallic  contact  between  themselves,  as  in  the  original, 
but  connecting  only  with  its  next  neighbor.  This  is  the  true 
arrangement  of  a  galvanic  battery  as  first  shown  by  Becquerel. 
The  author  saw  the  remains  of  such  a  battery,  which  was  pro- 
vided for  Sir  H.  Davy,  in  the  laboratory  of  the  Museum  build- 
ing of  the  Royal  College  of  Physicians  and  Surgeons  in  London. 
Although  only  some  eight  or  ten  cells  were  in  each  trough,  yet 
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Buch  a  number  of  these  ■were  provided  in  connection,  as  to  give 
him  a  battery  of  some  two  thousand  pairs.  It  was  witli  sucli 
ample  means  that  Davy,  and,  still  more  recently,  Faraday,  made 
their  splendid  discoveries. 

Dr.  Wollaston  found  that  the  effect  of  this  battery  was  still 
further  augmented  in  power,  for  the  same  number  of  cells,  if 
there  was  a  greater  surface  given  to  the  copper  than  to  the  zinc. 
This  double-sized  copper  characterized  the  Wollaston  battery. 

Berzelius   then    demonstrated   that  if,   instead  of   using   a 
wooden  trough,  the  copper  itself  be   made 
into  cells,  or  cups,  so  as  to  hold  and  en- 
velop the  zincs,  but  without  touching,  this 
would  enhance  still  further  the  excellency  of 
the  battery.     Such  galvanic  arrangements 
were  for  many  years  exclusively  used  for  all 
experiments  and  practice  that  was  ventured 
upon ;  but  they  all  possessed  one  great  in- 
convenience ;  and  that  was,  that  after  avery  ■»p"™n  (row 
short  time  they  lost  their  power,  and  finally  ^cop^ , 
would  cease  to  act,  until  they  were  cleaned  pi«t«  ot  c<w«r  !!»"«)■■ 
and  replenished. 

To  avoid  this,  M.  Becquerel  proposed  to  plunge  each  of  the 
metals  into  a  special  liquid,  —  being  separated  from  each  other 
by  a  porous  diapliragm  which  would  conduct  and  allow  a  com- 
munication between  the  two  liquids.  To  that  end  he  con- 
structed a  battery  in  a  glass^ar ;  he  then  placed  in  this  vessel  a 
cylinder  of  zinc,  closed  at  its  bottom  like  a  deep  cup.  In  the 
space  between  the  glass  jar  and  its  contained  zinc  cylinder  ho 
placed  tlie  acidulated  water ;  but  in  the  interior  of  the  zinc 
was  placed  a  bladder,  or  piece  of  intestine,  which  contained  the 
copper,  together  with  a  strong  solution  of  tlie  sulphate  of  cop- 
per. When  the  poles  of  this  battery  are  connected,  both  the 
water  and  the  solution  of  sulphate  of  copper  are  decomposed  by 
the  electro-chemical  action  ;  one  part  of  the  o.xygcn  liberated 
combines  with  zinc  to  form  oxide  of  zinc,  which  at  once  combines 
^ain  with  the  sulphuric  acid  that  acidulated  the  outer  fluid  to 
form  sulphate  of  zinc,  wliile  anotlier  part  of  the  oxygen  com- 
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bines  with  hydrogen  to  form  water.  Besides  this,  there  is  a 
thin  film  of  copper  deposited  on  the  surface  of  the  within  cop- 
per. Now,  it  is  easy  to  see  that  Becquerel's  battery  would  work 
more  slowly,  but  far  more  constantly  than  the  voltaic  pile  or  any 
other  battery  then  known.  But  the  organic  membrane  was  not, 
after  all,  very  durable ;  and  this  was  the  greatest  objection  to 
this  otherwise  valuable  battery. 

The  Water  battery^  as  it  is  called,  came  next.  It  was  first 
prepared  by  M.  Gassiot,  and  is  peculiar  for  possessing  properties 
of  but  feeble  dynamic  electricity,  as  compared  with  its  static  ac- 
cumulation and  tension  efiects.  This  is  indeed  the  characteris- 
tic also  of  all  so  called  dry  piles j  which  give  an  electricity  in  a 
state  of  tension  alone.  M.  Gassiot  employed  glass  cells,  which 
were  supported  upon  glass  columns  so  as  to  render  the  insula- 
tion more  complete.  Thus  he  constructed  a  compoimd  battery 
of  3520  zinc  and  copper  pairs  in  as  many  cells,  which  were 
charged  only  by  pure  water.  This,  says  M.  De  la  Rive,  during 
the  several  years  it  has  remained  set  up,  at  all  times  gives  elec- 
tric sparks  at  each  of  its  poles,  (which  arc  also  msulatcd.)  The 
only  precaution  taken  with  this  apparatus,  is  to  pour  water  into 
the  cells  occasionally,  so  as  to  replace  that  which  is  lost  by 
evaporation.  In  this  case,  it  is  the  air  that  is  contained  in  the 
water  that  oxidizes  the  plates  so  slowly  or  minutely,  that  it  thus 
lasts  and  acts  for  years  together. 

The  Dry  pile  is  constructed  much  as  Volta's  original  moist 
pile ;  but  it  is  not  an  absolutely  dry  pile  after  all,  for  in  that 
case  it  would  not  act.  To  prepare  the  permanent  dry  pile,  large, 
stout  sheets  of  brown  paper  are  coated  on  the  one  side  with  tin 
foil,  which  answers  to  the  place  of  the  zinc  in  other  batteries, 
and  the  other  side  of  the  paper  is  coated  with  the  peroxide  of 
manganese,  which  answers  to  copper.  The  paper  is  first  tinned 
on  one  side  only  ;  on  the  other  side  the  manganese  is  spread  by 
means  of  a  soft  brush.  The  powder  of  peroxide  of  manganese 
is  prepared  in  a  fluid  paste  and  milk.  When  the  sheets  are  dry 
they  are  cut  neatly  in  squares  for  disks.  These  are  then  laid 
in  the  same  order,  the  one  above  the  other,  so  that  a  face  of 
tin  and  another  of  manganese  may  always  be  in  contact  in  all  the 
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layers ;  while  between  every  pair,  or  two  siicli  leaves,  there  may 
also  be^laeed  a  blank  slioet  of  the  paper,  aud  thus  hiindradB,  or 
even  thousands,  may  be  built  up  to  compose  the  dry  pile.  But 
the  pfipcr  evidently  gathers  a  rainutia  of  moisture  from  the  at- 
mosphere, and  this  is  the  acting  agent.  Tiiis  pile,  being  built 
upon  an  iusulator,  terminates  at  its  top  aud  bottom  with  the  op- 
posite kinds  of  metals ;  the  tin  is  the  negative  pole,  while  the 
mangauese  is  the  positive  pole.  This  pile  cannot  yield  any  very 
appreciable  current,  aud  yet  it  will  for  years  give  small  sparks 
between  its  poles  at  any  time.  This  shows  its  peculiar  polarity, 
or  tendency  to  accumulate  tension  electricity  at  its  extremities 
or  poles. 

In  1836,  Darnell  conceived  the  idea  of  trying  various  durable 
partitions  to  separate  the  two  liquids,  as  Becquercl  had  been 
trying  to  do.  He  placed  the  copper  of  each  pair  in  a  solution 
of  the  sulphate  of  copper,  which  occupied  the  larger  outer  space 
in  the  jar,  while  the  zinc  was  placed  in  a  solution  of  salt  and 
water,  or  acidulated  water  —  say  sulphuric  acid  one  part,  to 
water  twenty  parts,  or  in  sea  water.  Ho  made  some  diaphragms 
with  felt,  some  of  stoiH  paper,  others  of  very  thin  wood.  Expe- 
rience gives  the  preference  for  a  kind  of  porous  porcelain,  that 
is  durable  aud  yot  slowly  transmits  the  liquids  for  action  upon 
the  metals, 

In  the  inner  cell,  then, —  that  is,  within  the  porous  cell,  —  he 
places  tho  zinc  in  a 
solution  of  salt  aud 
water,  or  acidulated 
water ;  but  the  zinc  is 
iirstcoatedwitli  qiiick- 
silver,  which  prevents 
its  being  attacked 
wfti/e  the  poles  are 
not  united  by  a  con- 
ductor, and  so  with- 
out diminishing  the 
effect  of  tho  battery  while  iiat 
10 


But  it  will  be  perceived 
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that  the  decomposition  that  is  brought  about  is  the  same  as  in 
Becquerel's.  • 

The  next  improvement  made  in  the  galvanic  battery  was  by 
Grove ;  and  his  is  one  of  the  most  powerful  that  has  ever  been 
constructed.  In  this  battery  a  small  plate  of  platinum  takes 
the  place  of  the  copper,  and  a  strong  solution  of  nitric  acid  is 
used  in  the  place  of  the  solution  of  sulphate  of  copper.  The 
amalgamated  zinc  is  plunged  into  a  strong  solution  of  sulphuric 
acid,  which  is  contained  within  the  inner  cup  of  unglazed  or 
porous  porcelain.  The  zinc  is  amalgamated,  or  covered  with  a 
coat  of  mercury,  by  dipping  it  into  a  vessel  containing  a  strong 
solution  of  sulphuric  acid  with  quicksilver,  or  by  pouring  these 
on  tlie  plate,  and  then  brushing  it  witli  a  tooth  brush  until 
amalgamated.  Thus  the  surface  of  the  zinc  is  cleared  by  the 
acid,  when  the  mercury  will  readily  adhere  and  coat  it.  In  this 
arranged  battery,  the  nitric  acid  has  the  double  advantage  of 
containing  much  oxygen,  which  first  increases  the  intensity  of 
the  current ;  and  second,  being  a  better  conductor  than  the  so- 
lution of  sulphate  of  copper,  it  transmits  the  current  thix)ugh 
the  batteries  more  readily.  Here  the  hydrogen  is  not  developed 
upon  the  platinum,  but  changes  the  nitric  acid  into  nitrous 
acid,  and  the  liquid  therefore  becomes  of  a  brown  color,  and 
then  soon  passes  into  a  green  color,  while  the  surface  of  the 
platinum  always  remains  the  same  —  that  is,  clean.  Tlie  zinc  is 
oxidized,  and  sulphate  of  zinc  is  found  in  solution.  But  after  a 
certain  time,  this  furious  battery  is  fairly  seJf-arrested  by  the  fur- 
ther changes  which  are  going  on  so  rapidly  in  the  nitric  acid,  re- 
sulting from  the  development  of  hydrogen  and  heat,  until  the  acid 
actually  enters  into  ebullition  at  last,  and  like  the  back  water  of 
the  flooded  milldam  stops  action  because  there  is  so  much  action. 
In  this  stage,  it  is  absolutely  necessary  to  stop  the  action  imme- 
diately ;  i.  e.,  to  take  it  apart  in  order  to  save  the  battery. 

Bunsens  battery  is  another  powerful  apparatus  for  particular 
purposes,  and  this  differs  but  little  from  Grove's,  only  as  carbon 
is  substituted  for  platinum.  It  was  formerly  found  that  plat- 
inum was  more  negative  than  copper,  that  is,  still  less  attacked 
by  the  liquid ;  so  is  carbon  still  more  negative  than  even  plat- 
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iniim,  besides  baiiig  very  much  cheaper.  In  the  original  Bmi- 
seii's  battery,  there  was  arranged  a  cyhuder  of  baked  carbon, 
(iprn  at  its  bottom  and  placed  in  tlie  glass  jar,  within  which 
was  a  porous  diaphragm  of  pipe  clay,  which  contained  the 
zinc  and  dilute  sulphuric  acid,  while  dilute  nitric  acid  filled 
tlie  jar  ahont  thia  large  body  of  carbon.  But  this  has  lately 
!jecn  improved,  so  as  to  dispense  with  the  porous  diaphragm 
altogether.  The  author  has  seen  some  of  tliose  improved 
carbon,  cups,  with  closed  bottoms,  so  prepared  by  T.  Hall, 
for  the  professor  of  chemistry  at  Harvard.  Some  five  or  sis 
cups  produced  a  Iieatiug,  chemical,  and  decomposing  power, 
equal  to  fifty  cells  of  best  Crulkshank's.  In  tliis  case  the 
carbou  cup  is  fitted  with  dry,  powdered  carbon,  and  moist- 
ened with  nitric  acid.  For  cauterizing,  this  is  the  battery,  as 
it  possesses  the  most  tremendous  qtuintity  power ;  but  it  does 
not  last  very  long  in  action,  nor  is  it  required  to  act  loug  for 
such  purposes.     (See  page  669.) 

Smee's  battery  is  the  most  clean,  and 
oueof  the  most  permanent  and  economical 
arrangements  we  know  of.     This  is  ar- 
ranged in  a  quart  or  half-gallon  gloss  jar, 
by  mostly  filling  it  with  water  acidulated 
by  one  tenth  or  one  fifteenth  part  of  sul- 
phuric acid.     Into  this  are  phuiged  tv/o 
flat,  square  plates  of  ziuc,  say  four  by  six 
inches,  and  one  half  inch  thick,  and  coated 
with  mercury,  which  are  suspended  from 
the  top.    Between  these  there  is  arranged 
the  tbin  plate  of  platinum  or  platinized 
silver.     This  apparatus   can   remain  in 
working  order  for  a  month,  but  if  much         ain«'.oonmin.fl«t«r. 
usiid  should  bo  overhauled  once  a  week  ;  that  is,  the  zinc  plate 
should  be  new  coated  with  quicksilver,  and  if  that  is  well  at- 
tended to,  for  dentists  and  other  ofllice  use  it  will  wear  a  year 
or  more. 

DanieU's  batlcri/ia  now  so  improved  that  it  is  the  most  permur 
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nent  and  even-working  galvanic  battery  known,  and  for  medi- 
cal purposes  it  is  invaluable,  particularly  for  the  so-called  corir 
slant  g'alvanic  current.  The  arrangement  is  in  large,  strong 
quart  glass  jars,  by  using  porous  .diaphragms  of  pipe-clay  cups. 
Within  this  porous  cup  is  the  solid  pound  of  zinc,  say  an  inch 
or  so  in  diameter  and  some  four  inches  long.  Then  a  bit  of 
sheet  copper,  say  four  by  six  inches,  is  so  rolled  and  bent  as  to 
just  drop  inside  the  glass  jar,  and  the  jar  is  then  packed 
nearly  full  of  crystals  of  sulphate  of  copper.  Indeed,  it  is  bet- 
ter to  bruise  the  sulphate  a  little  in  a  mortar,  so  as  to  work  it  in 
without  getting  it  also  inside  of  the  pipe-clay  cup.  The  copper 
is  thus  buried  in  the  sulphate,  and  the  zinc  is  placed  within  the 
pipe  clay ;  then  the  whole  is  filled  to  within  a  half  inch  or  so  of 
the  top  of  the  porous  cup  with  water.  It  is  better  not  to  fill 
the  inner  cup  quite  as  full  of  water  as  the  outside  of  it  is,  for 
this  will  allow  the  battery  to  get  at  work  within  a  few  hours. 
Some  thirty  to  fifty  of  these  cups  connected  consecutively  form 
a  battery  suflBciently  powerful  for  any  remedial  purposes,  and 
yet,  if  well  managed,  will  so  run  for  a  year  in  good  working 
order  without  replenishing  except  with  water.  In  fitting  up  this 
battery,  I  find  it  very  advantageous  to  place  a  strip  of  stout 
brown  paper  or  oiMoth  about  the  tops  of  all  the  cups,  to  prevent 
the  capillary  attraction  in  the  re-crystallization  of  the  sulphate 
driven  on  by  the  process,  from  running  over  the  outside  of  the 
glasses.  This  has  caused  me  a  deal  of  trouble,  as,  in  the  course 
of  every  few  months,  we  would  find  great  quantities  of  the  cop- 
per solution  crystallized  all  over  and  between  the  glass  cups ; 
but  by  pasting  strips  of  rubber  cloth  tightly  and  carefully 
around  the  tops  of  the  cups,  so  as  to  be  some  half  inch  above 
them,  it  will  stop  it ;  (for  these  cups  are  without  lips  or 
rims,)  and  then  the  paper  should  be  varnished  on  the  outside. 
This  appears  to  be  the  most  effectual  means  I  can  find  to  pre- 
vent this  dirty  and  wasteful  inconvenience.  Some  one  hundred 
and  seventy  cups  thus  prepared  have  been  running  now  nearly 
a  year  in  my  ofiice,  and  they  have  only  been  replenished  with 
water  every  three  months ;  and  now  they  are  as  clean  on  the 
outside  as  at  first,  without  exception. 
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To  Bum  ttp,  then,  I  can  say  from  my  own  experience  in  elec- 
tro-medical practice,  I  fiiid  that/or  constant  galvanism  the  Dan- 
iell's  battery,  or  Garratt's  battery  is  the  best,  becanse  of  the 
moderate,  vni/orm,  and  long  persistent  action. 

For  cauterization,  and  all  those  operations  where  wc  require 
a  quick  white  heat  and  rapid  chemical  decomposition,  the  liun- 
sen's  battery,  improved,  is  for  this  purpose  tlie  best ;  but  twice 
or  three  times  tlio  number  of  Grove's  batteries  will  answer  woU. 


For  producing  the  common  induction  current  of  electro-mag- 
netism, Smee's  battery,  as  heretofore  described,  is  the  cleanest 
and  most  persistent,  and  for  these  reasons  the  best ;  but  the 
copper  cup,  with  its  large  zinc  cylinder,  that  is  run  with  sul- 
phate of  copper  or  blue  vitriol,  which  is  indeed  tho  Berzelius 
battery,  and  more  extensively  used  in  our  country  than  any 
otlier,  answers  very  well ;  only  it  is  to  be  taken  apart  every  time 
it  is  used,  and  it  is  better  still  if  it  is  also  tlius  often  cleansed. 
Therefore,  for  these  purposes,  I  shoiild  prefer  the  friction  plate 
machine  for  static  electricity;  Daniell's  or  Garratt's  battery 
for  galvanic  currents ;  Eunsen's  or  Grove's  batteries,  as  im- 
proved, for  the  heat  and  decomposition ;  Smee's,  or  Berzelius'a 
battery,  for  Faradaic  currents. 

Humboidi  Battery. 

This  is  something  new,  although  the  principle  of  its  action 
was  known  to  the  great  Baron  and  philosopher  nearly  seventy 
years  ago;  but  the  term  Humboldt  buttery  originates  with  the 
author.  Tho  convenience  and  usefulness  of  this  very  cheap, 
portable,  durable,  and  least  troublesome  of  all  galvanic  arrange- 
10" 
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meniSj  and  for  its  very  peculiar  adaptation  under  frequently 
recurring  circumstances,  for  the  treatment  of  a  given  class  of 
cases,  must  (as  it  becomes  better  known,  judging  from  experi- 
ence) always  gain  for  it  a  prominent  place  among  the  more 
practical  and  reliable  of  our  best  electro-therapeutics.  For  these 
reasons,  too,  the  author  has  interested  himself,  through  no  small 
pains  and  expense,  to  procure  its  present  improved  arrangement 
and  structure  for  greater  and  more  uniform  efficiency ;  and  with 
him  also  originates  the  first  methodical  and  substantial  manu- 
facture of  this  useful  little  article  for  physicians'  and  surgeons' 
use,  so  that  it  can  now  bo  provided  at  slight  expense,  and  yet  is 
as  reliable  as  it  is  portable  and  durable.    It  is  in  fact  a  part  of 

Gan^atVs  Medical  Battery j 

which  is  a  new  combination,  a  portable  arrangement,  of  old  gal- 
vanic and  voltaic  principles,  yielding  only  a  primary  current, 
and  is  admirably  adapted  to  very  many  medical  purposes.  It 
is,  in  eflFect,  two  batteries  in  one ;  that  is,  one  is  simply  a  "  quarir 
tity "  current,  or,  in  other  words,  is  without  intensity ;  while 
the  other  is  a  graduated  "  intensity  "  current.  It  can  be  used 
separately,  for  certain  cases,  or  double  and  compound  for  others; 
while  the  thing  is  peculiarly  portable^  clean^  easy  to  vse^  and 
durable  :  a  wine  glass  of  vinegar  is  sufficient  to  put  the  whole 
in  full  action,  as  its  power  depends  upon  the  nice  "  continuity 
of  metals,''^  and  not  on  the  amount  of  chemical  action.  Out  of 
a  Garratt's  battery,  thus  can  be  arranged,  at  any  moment,  a 
Humboldt  battery,  and  each  as  complete  when  separate  as 
when  together ;  and  in  the  same  box  suitable  electrodes,  &c., 
are  provided,  with  directions  how  to  apply  the  different  primary 
currents.  The  whole  might  be  easily  deposited  in  the  drawer 
of  any  portable  electro-magnetic  boxed  battery ;  and  this  would 
make  a  physician's  electric  armamentarium  complete,  with  all 
varieties  of  primary  and  secondary  currents  for  medical  pur- 
poses, as  nowhere  else  to  be  found. 

Garratt's  battery,  tlierefore,  can  be  carried  to  the  bedside, 
and  speedily  adjusted,  for    producing  the    most  gentle   and 
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insensible  primary  current  of  galvanism ;  or  graduated  to  any 
degree  of  intensity^  even  to  one  hundred  elements.  And 
from  this  one  hundred  there  appears  to  be  obtained  quite  as 
much  physiological  effect,  and  curative  power,  as  is  produced 
by  tlie  ponderous  Daniell's  battery  of  fifty  elements  in  quart  jars. 
That  is,  the  fifty  or  one  hundred  elements  of  Garratt's  tiny  bat- 
tery, when  used  either  single  or  double,  will  accomplish,  in  ten 
minutes,  about  the  same  that  twenty-five  to  fifty  of  Daniell's  will 
do  in  five  minutes.  Thus,  element  for  element,  in  these  two 
battery  arrangements,  the  latter  has  about  twice  the  inworking 
power,  when  compared  with  the  former.  But  the  Daniell's  costs 
five  times  more  tlian  the  Garratt's ;  besides,  Daniell's  battery  is 
immovable,  while  Garratt's  battery  is  so  compact  and  clean  that 
it  may  be  carried  in  the  coat  pocket,  and  is  always  ready  for 
action.  The  former  is  best  for  office  and  special  practice ;  the 
latter  for  the  practitioner's  bedside  use.  To  clearly  understand 
the  double  or  twofold  action  of  a  GarraWs  primary  medical 
battery y  as  a  whole,  let  it  bo  laid  stretched  out  upon  the  table, 
but  coiled  a  little,  so  as  to  form  a  largo  segment  of  a  circle,  as 
seen  at  page  154.  Thus  lying,  the  poles,  or  zinc  and  silver 
pads,  are  seen  to  be  a  little  separated  from  each  other.  Now, 
when  any  portion  of  the  moist  flesh  of  the  human  body  or  limb 
is  embraced  between  these  poles  or  plates  of  dissimilar  metals, 
the  circle  is  closed  and  completed,  so  that  the  electric  current 
instantly  begins  to  circulate  in  a  given  direction.  If,  now,  the 
power-coils  should  be  unhooked,  and  the  insulated  conductor 
be  directly  from  silver  to  zinc,  (leaving  out  the  power-coils,^ 
the  current  is  from  the  zinc  through  the  flesh  to  the  silver,  and 
back  again  through  the  insulated  conductor  to  the  zinc ;  so 
tliat  the  zinc  pole  or  plate  in  this  arrangement  is  the  positive 
pole,  while  the  silver  is  the  negative.  Therefore,  in  order  to 
have  the  current  of  the  power-coils  work  in  the  same  direction 
with  the  former,  the  terminal  zinc  strand  of  the  power-coil  fnust 
connect  with  the  silver,  while  the  terminal  strand  of  copper,  at 
the  other  end,  connects  with  the  zinc  plate.  This  is  important. 
If,  now,  the  whole  is  lifted  from  the  table,  with  one  pole  in  each 
hand  of  the  operator,  the  power-coils  can  be  thoroughly  wet 
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with  vinegar,  or  vinegar  and  water,  by  carefully  and  gradually 
drawing  them  through  the  liquor  (in  a  cup  or  saucer)  from 
left  to  right  and  from  right  to  left,  as  seen  at  page  154,  until 
quite  sure  that  every  coil  is  saturated.  If  but  one  coil  should 
fail  to  be  wet,  the  current  will  not  pass,  because  the  metals  are 
there  insulated  by  the  dry  wood.  The  battery  is  now  in  action, 
ready  for  work,  and  will  continue  to  work  as  lonff  as  the  wood 
in  the  coils  remains  wet^  which  is  about  one  hour.  If  required 
to  be  used  longer,  it  must  be  re-dipped  in  the  vinegar.  When 
the  work  is  done,  the  coils  should  be  washed  in  clean  warm 
water,  (no  soap ;)  and  if  still  more  cleaning  is  needed,  the  occa- 
sional use  of  an  old  nail-brush  or  tooth-brush  in  the  warm,  fair 
water,  is  all  that  is  required.  When  the  silver  and  zinc  plates 
are  used  without  the  power-coils,  and  are  covered  with  oiled 
silk,  or  so  bound  on  as  to  retain  the  perspiration  about  them,  they 
act  perpetually^  day  and  night,  if  required.  This  action  is  in- 
creased if  the  skin  is  wet  with  salt  and  water.  These  plates 
must  be  kept  clean  by  using  whiting  for  the  silver,  and  sand- 
paper or  soap  and  sand  for  the  zinc  plate.  The  contacts  or 
hooks  must  all  be  clean  and  free  from  grease. 

Thus  in  the  circle  of  the  combinations  of  a  Garratt's  battery 
there  are  two  sources  of  electric  power :  the  one  is  the  flesh 
itself  that  is  between  the  silver  and  zinc  pair  ;  the  second  is  the 
series  of  power-coils  on  the  opposite  side  of  the  circle.  These 
power-coils,  moreover,  which  are  made,  in  some  respects,  like 
the  links  of  a  Pulvermacher's  belt  and  chain,  can  be  employed 
without  the  zinc  and  silver  pair,  as  for  neuralgias,  rheumatisms, 
and  wherever  sponge  electrodes  are  indicated.  But  where 
shocks  or  broken  cuiTents  are  indicated,  as  for  atonic  debility, 
local  palsy,  &c.,  then,  by  disconnecting  one  of  the  hooks  or 
clasps  of  the  insulated  conductor,  and  still  holding  it  near  by, 
we  can  make  a  series  of  repeated  contacts,  or  retain  them  at 
pleasure. 

This  little  battery  can  be  worn  by  the  patient  during  the  day 
or  night,  at  work  or  during  rest.  It  can  be  carried  in  the  vest 
pocket  of  the  physician,  and  is  always  ready  for  action.  With 
it  we  can  effect  mild  shocks  by  simply  disconnecting  the  clasp, 
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and  then  making  repeated  contacts.  The  current  can  be  made 
very  active  by  wetting  the  two  pads  with  salt  and  water  when 
applying  them ;  or,  if  applied  dry,  the  constant  current  begins 
gently,  and  flows  continuously.  It  can  thus  be  employed  so  as 
to  be  as  varied  and  active  on  living  tissues  as  the  primary  cur- 
rent of  the  electro-magnetic  machine ;  and  thus  much  eflBcicnt 
work  can  be  readily  done  by  it.  But  it  is  in  the  hands  of  the 
busy  and  hurried  general  practitioner  of  medicine  that  this 
"  multum  in  parvo  "  of  an  electric  machine  can  be  subservient 
to  the  greatest  nimiber  and  variety  of  pui'poses,  rather  than  for 
the  special  practitioner.  The  particular  cases  for  which  this  is 
indicated  will  often  be  specified,  but  more  usually  they  must  bo 
decided  upon  from  general  principles.  (See  Chapter  V.,  also 
page  475,  and  the  Appendix.) 

Pulvermacher^s  chairij  (better  known  in  Europe,)  is  a  very 
remarkable  miniature  voltaic  pile.  The  pairs  of  this  consist 
simply  of  a  piece  of  hard  wood,  around  which  is  coiled  a  zinc 
wire,  that  terminates  at  one  end  with  a  hook  or  eye ;  and  then 
there  is  coiled  between  the  zinc  coils  a  brass  wire  that  terminates 
at  the  other  end  of  the  link  in  the  same  manner.  This  forms 
an  element.  These  are  linked  together  like  a  chain,  the  brass 
end  of  one  into  the  zinc  end  of  the  next,  and  so  on  for  sixty  or 
one  hundred  and  twenty  links,  which  terminate  with  a  brass 
buckle  and  belt  at  one  end,  and  a  silver  plated  buckle  at  the 
other,  for  fastening  it  about  the  body  or  limb ;  or,  according  to 
Pulvermacher's  directions,  "Apply  the  gold  buckle  over  tlio 
spine,  and  the  silver  buckle  over  the  seat  of  disease."  Besides, 
there  is  a  clock-work  for  breaking  the  current,  &c.  But  tliis 
voltaic  principle,  for  economy,  correct  as  it  certainly  is,  becomes 
a  failure  in  practice  —  first,  because  of  its  frail  construction; 
second,  because  of  its  electrode  arrangements  being  intended 
for  empirical  application,  rather  than  for  scientific  and  skilful 
manipulation. 

The  Electric  Moxa  of  Dr.  Golding  Bird  is  admirably  made 
by  the  Humboldt  battery,  heretofore  described.  He  advised  the 
making  of  two  blisters,  by  blister-plaster,  in  the  ordinary  way ; 
the  one  above,  the  other  below,  the  spot  that  is  to  be  aflected. 
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Tlie  silver  plate  is  to  be  placed  upon  the  lower  denuded  blister, 
while  tlie  zinc  plate  is  planted  also  over  the  upper  denuded  blis- 
ter, when  the  connecting  wires  from  each  are  brought  together, 
and  twisted  into  secure  contact.  But  the  jbined  conductor 
must  be  perfectly  insulated  from  the  skin  and  wet  cloths.  The 
blister,  over  which  the  zinc  plate  was  bound,  is  found,  in  the 
course  of  a  few  hours,  to  be  coated  with  a  whitish-looking  film, 
as  if  the  chloride  of  zinc  had  been  applied  to  it.  In  forty-eight 
hours  an  eschar  is  produced,  which  begins  to  separate  some  four 
or  five  days  afterwards.  The  eschar  is  produced  by  the  chemi- 
cal action  of  the  continuous  current  in  decomposing  the  effused 
fluids  on  the  surface  of  tlie  blister.  The  chloride  of  zinc  thus 
gradually  formed,  and  as  gradually  applied,  by  the  electro-chem- 
ical action,  produces  the  new  sore  that  will  now  freely  discharge 
pus  when  a  common  poultice  is  applied  to  it.  While  this  pro- 
cess is  going  on  the  patient  is  usualft/  quite  free  from  pain,  but 
the  author  has  known  some  decided  exceptions.  Where  it  does 
prove  painful  it  had  better  be  at  once  removed,  for  after  a  little 
time  it  can  often  be  reapplied  without  the  suffering.  Dr.  Bird 
advises  the  blisters  to  be  the  size  of  a  half  dollar  or  dollar,  and 
to  always  apply  the  zinc  plate  (which  is  of  the  same  size  of  the 
blister)  nearest  to  the  head  of  the  patient,  while  the  silver,  which 
is  the  same  size,  is  farthest  from  the  head,  and  nearest  the  ex- 
tent of  the  extremity,  as,  for  instance,  of  the  hand  or  foot. 
Over  each  plate,  water  or  salt-and-water  dressing  is  applied,  and, 
above  this,  oiled  silk  or  rubber  cloth,  merely  for  the  purpose  of 
retaining  the  moisture  ;  while  flannel  or  warm  clothing  covers 
over  the  whole. 

Recamier's  galvanic  poidtice  has  been  found  useful  for  rheu- 
matisms, lamenesses,  weakness,  amenorrhoea,  <tc. ;  but  it  appears 
to  be  much  like  the  old  voltaic  pile,  valuable  for  only  a  short 
time,  and  is  soon  corroded  and  exhausted  beyond  any  efficiency. 
This  consists  of  pieces  of  cotton  wool,  which  contain  ribbons  or 
minute  pieces  of  zinc  and  copper,  each  pair  being  separated  by 
flannel.  The  cotton  is  placed  in  a  bag,  the  one  side  of  which  is 
made  air-tight,  i.  e.,  of  oil  cloth  or  rubber,  and  the  other  side  or 
half  of  the  bag  is  made  of  cotton  cloth.     The  permeable  or  cot- 
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ton  side  is  a  little  moistened,  and  then  applied  to  the  skin  over 
the  seat  of  trouble,  and  retained  by  a  roller.  It  is  soon  satu- 
rated with  vapory  moisture,  from  perspiration,  and  this  sets  in 
action  the  automatic  pile.  If  vinegar  is  used  to  moisten  it, 
greater  and  quicker  effects  are  produced,  but  then  they  are  of 
shorter  duration.  There  is,  however,  the  highest  professional 
testimony  of  the  great  service  these  electric  poultices  have  given 
in  difficult  cases  of  local  weakness  and  pains. 

Galvanic  cautery  requires  particular  electrodes,  as  well  as 
quantity  current.  There  is  an  instrument  invented  by  Mr.  Ellis, 
of  England,  for  galvanic  cauterization  of  the  cervix  uteri,  and 
other  deep  tissues  that  require  the  concentration  of  the  continu- 
ous heat  produced  by  a  galvanic  battery.  This  instrument  con- 
sists of  a  silver  catheter  straightened  out,  with  the  end  cut  off. 
At  the  upper  end  of  this  catheter-like  tube,  it  is  slit  open  and 
broached  so  as  to  form  a  socket  for  the  tip  of  porcelain^  which  is 
the  cauterizer.  Two  conducting  wires,  adjustable  with  the  poles 
of  the  battery,  are  insulated  through  this  silver  tube,  and  their 
free  extremities  are  connected  with  a  piece  oifine  platinum  wire, 
which  is  now  coiled  around  the  little  sugar-loaf-shaped  porcelain, 
in  order  to  render  it  completely  incandescent.  The  porcelain 
must  be  heated  by  the  adjustable  pole  contact^  and  maintained 
at  a  white  heat.  For  this  purpose  it  will  require  some  five  or 
six  Bunsen's  batteries  of  one-gallon  jars.  One  or  two  dozen  of 
Grove's  batteries  of  quart  size  will  also  do  it  But,  whatever 
battery  is  chosen,  the  metal  pairs  must  be  of  a  large  size  or  sur- 
fece,  with  a  strong  and  active  solution,  so  as  to  yield  the  larger 
and  higher  degree  of  chemical  action,  by  which  we  can  have 
qitarUity^  and  also  some  considerable  intensity,  I  have  found 
that  from  six  to  ten  Grove's  batteries,  (such  as  Mr.  Hall  gets  uf) 
in  cases,)  are  quite  sufficient  to  heat  small  platinum  wires,  and 
maintain  them  at  a  white  heat  during  the  smaller  operations. 
Yet  it  is  always  well  to  have  at  command  all  the  heat  the 
platinum  tips  will  bear  without  melting.  This  should  be  first 
tested,  invariably^  before  makinff  contact  with  the  fleshy  so  as  to 
adjust  the  right  degree  of  heat  to  insure  success  and  safety.  — 
(See  pages  155  &  659.) 
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The  galvanic  loop,  point,  anil  other  sliapcd  caiitcrizers  for 
Eiirgeous'  and  for  dontists'  purposes,  can  be  liad  of  the  medical 
electrical  iustruroeut  maker,  Mr.  Tbomas  Hall,  13  Bromfield 


Galvanometer. 

For  all  the  nicer  tests  in  the  study  of  electro-pliysiological 
phenomena  we  are  depending  upon  the  Galvanometer-multiplier 
and  the  Galvanoscopic  frog.   The  former  is  delicately  conFtructed 
by  our  electrical  and  pliilosophi- 
calinstninieutmakei's.    Buttlio 
latter  rcijuires  precautions  that 
are  to  he  remcmljerod  in  pre- 
paring it  afresh   from   time  to 
time,  as  it  must  be  done.    First, 
Kg.  13.  o.i.jiiiiBmiaQ  Frog.  tlic  frog  must  bo  fresh  caught 

and  vigorous.  The  leg  must  ho  of  very  recent  amputation. 
Care  must  bo  taken  to  presence  and  separate  the  ischiatic  nerve 
as  long,  and  with  as  little  handling,  as  jwssible.  The  leg  must 
then  be  perfectly  insulated.  AVe  must  close  the  circuit  of  tlie 
experiment  with  the  nerve  alone,  carefully  avoiding  any  touch 
of  the  muscles,  so  as  to  not  include  any  of  its  influence.  The 
pendulous  nerve,  fresh  and  moist,  must  alone  be  touched  in 
two  ]jlaces  by  the  two  j-mints  tliat  arc  suspected  to  be  tllc  poles 
of  the  electromotor  element  that  we  desire  to  study.  If  all  is 
thus  correctly  done,  the  leg  is  then  seen  to  contract  instantly, 
if  any  such  force  is  found.  Also,  with  a  very  great  dogree  of 
certainty,  wo  may  determine  the  direction  of  the  current.  For 
this  end  we  choose  a  fi-og's  leg  that  is  become  enfeebled  a  lit^ 
tie,  and  thus  some  less  excitable.  If,  now,  tlio  current  is 
brought  to  bear  upon  its  nerve,  in  a  direction  up-runni/ig;  i.  e., 
from  the  leg  towards  the  cut  end  of  the  nor\-c,  we  see  the  con- 
traction at  the  instant  the  current  is  closed.  On  opening  the 
circuit  it  is  motionless.  But  if  the  current  is  directed  so  as  to 
course  the  neTvc  of  the  prepared  leg  in  a  reversed  or  down- 
running  direction,  then  the  reverse  obtains  —  i.  e.,  motionless 
on  closure,  but  contraction,  on  opening. 
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Tlio  employment  of  the  Galvanometer  iustriiment  for  accu- 
racy and  delicate  purposes  also  requires  tbe  utmost  precaution. 
It  is  necessary,  first  of  ail,  to  avoid  any  chemical  action,  even  of 
the  animal  liquids,  upon  the  platinum  plates,  which  serve  to 
bring  into  the  circuit  the  various  organs  or  tissues  whose  electric 


state  we  are  studying.  To  this  end  we  must  use  pure  platinum 
plates  of  equal  size,  cleansed  with  exact  care.  Then  wo  must 
even  allow  them  to  be  plunged  into  pure  water  for  some  time,  to 
prevent  tlie  simplo  immersion  from  ^ving  rise  to  some  current, 
as  it  is  so  liable  to  do.  When  thus  quite  sure  there  is  uo  action, 
we  then  touch  at  the  same  time,  with  these  two  poles  insulated, 
the  animal  parts  to  be  tested.  But  the  mere  fact  of  the  circula- 
11 
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tion  of  a  current  polarizes  Hie  plates,  and  renders  them  after- 
wards capable  of  producing,  without  any  other  cause,  a  delicate 
secondary  current.  For  this  reason,  we  should  never  attempt 
to  test  twice  consecutively,  without  first  taking  care  to  depolar- 
ize the  plates  thoroughly,  by  placing  them  in  pure  distilled  water 
for  a  time,  while  they  remain  in  metallic  communication. 

Static  Electricity  as  it  relates  to  Medicine. 

"We  now  know  that  we  cannot  classify  all  bodies  into  perfect 
conductors  of  electricity,  and  into  perfect  insulators ;  or,  in  other 
words,  we  cannot  say  of  silk  or  metal,  that  the  one  never 
conducts  in  any  case,  or  that  the  other  conducts  perfectly  well 
under  all  circumstances ;  therefore  the  term  electric  conducti- 
bility  is  not  absolute.  The  metals  are  almost  perfect  conduct- 
ors ;  yet  they  present  among  themselves,  as  we  have  already 
observed,  a  diflFcrence  in  degree  of  conductibility ;  also  the  same 
metal  or  body  conducts  better  or  worse,  according  to  its  dimen- 
sions and  its  temperature. 

Generally  wo  call  all  bodies  electrized^  whatever  they  may  be, 
which  have  been  put  into  communication  with  an  electrized  body ; 
but  strictly  so  speaking  only  when  they  thus  show  an  attraction 
at  a  distance  upon  light  bodies.  Therefore  in  Static  Electricity 
we  are  taught  to  observe, — 

1.  That  there  is  an  attraction  between  an  electrized  body  and 
one  that  is  not  electrized. 

2.  That  there  is  repulsion  between  two  bodies  electrized  by  the 
same  source  of  electricity. 

3.  That  there  is  an  attraction  between  two  bodies  electrized, 
the  one  as  by  glass,  and  the  other  as  by  wax  ;  glass  acquiring  by 
friction  iv7reoi/5  electricity  ;  wax  acquiring  by  friction  resinous 
electricity  ;  the  former,  or  vitreous,  is  iQYiiiQA  positive  electricity; 
the  latter,  or  resinous,  is  termed  negative  electricity.  When 
these  reunite,  and  neutralize,  cither  through  the  air  as  a  spark, 
or  insensibly,  or  through  a  conductor,  the  electricity  is  then  said 
to  be  in  the  dynamic  state;  i.  e.,  during  the  instant  that  this 
marriage  is  going  on.     This  is  also  termed  the  electric  discharge. 


ELECTRICAL  INSTRUMENTS.  123 

To  be  understood,  this  denomination  of  dynamic  is  ^ven  to  that 
state  of  movement  in  which  tlie  two  electricities  are  supposed 
to  be,  when  travelling  towards  each  other  to  neutralize,  in  con- 
tradistinction to  the  static  state,  or  that  of  rest,  as  where  these 
two  dijQFerent  electricities  are  found  when  they  are  separately 
accumulated,  on  insulated  bodies.  This  latter  state  is  also  called 
electric  tension. 

Wo  see,  then,  that  dynamic  electricity  may  be  only  instantor 
neousy  or  it  may  be  continuous.  In  the  preceding  case  it  was 
instantaneous,  and  done.  But  suppose  one  ball  to  be  in  com- 
munication with  a  constant  source  of  positive  electricity,  while 
the  other  ball  is  connected  with  an  equally  constant  source  of 
negative  electricity;  the  two  electricities  being  constantly  re- 
newed as  fast  as  they  are  neutralized,  there  will  be  a  continuous 
succession  of  sparks,  if  the  balls  or  electrodes  are  brought  only 
close  together ;  but  if  so  as  to  touch  each  other,  then  there  will 
be  between  the  two  ball  electrodes  a  continual,  uninterrupted 
neutralization,  or,  in  other  words,  a  continuous  reunion  of  the 
two  electricities.  This  is  denominated  the  continuous  dynamic 
stale  y  and  also  called  the  electric  current. 

Electric  Conduction. 

The  property  which  is  possessed  by  most  bodies,  and  by  metals 
in  particular,  of  more  or  less  readily  acquiring  and  propagating 
through  their  whole  extent  the  electricity  that  is  possessed  by 
that  part  of  an  electrized  body  with  ^vhich  they  are  in  contact, 
is  termed  electric  conduction^  and  such  materials  are  called  con- 
ductors. Tliose  which  do  not  possess  this  property  are  called 
insulators.  The  human  body,  ordinary  wood,  animals,  vegeta- 
bles, and  most  minerals  are  conductors;  while  amber,  wax, 
glass,  baked  hard  wood,  fur,  gum-lac,  resins,  and  a  majority  of 
crystals,  as  also  silk,  oil,  rubber,  and  gutta  pcrcha  arc  mm- 
conductors y  or,  in  other  words,  are  insulators.  The  earth  is  our 
largest  conductor ;  the  vast  extent  of  atmospheric  air  over  its  sur- 
face, when  dry,  is  our  largest  insulator.  The  diamond  is  the  most 
perfect  insulator,  while  silver  is  most  nearly  a  perfect  conductor. 
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The  conductibility  of  bodies  for  electricity,  which  are  so  reck- 
oned, is  not,  however,  an  absolute  property,  for  there  is  every 
grade  of  diiferencc  observed  in  different  bodies ;  and  these  even 
vary  in  themselves  at  different  times.  Water  is  a  conductor, 
but  drtj  ice  is  a  good  insulator.  Glass  is  reckoned  a  most  ex- 
cellent insulator ;  but  if  it  is  damp,  or  is  drawn  out  into  a  slim 
rod,  or  is  heated  to  redness,  it  becomes  a  good  conductor.  Wax 
and  tallow  become  conductors  by  melting  them ;  but  tlie  metals, 
on  the  contrary,  do  not  conduct  so  well  when  they  are  heated. 

The  dry  atmospheric  air,  being  an  insulator,  prevents  elec- 
trized bodies  losing  their  electricity.  Were  the  air  a  conductor, 
it  would  cause  the  electricity  of  every  insulating  body  to  be  dis- 
sipated into  the  whole  mass  of  the  atmosphere,  as  does  contact 
with  the  earth.  This  does  take  place  when  the  air  is  moist,  or 
where  the  apparatus  is  colder  than  the  air.  Therefore  it  is 
necessary  to  have  a  dry  atmosphere,  and  a  machine  free  from 
humidity,  to  make  experiments  or  practice  succeed  well  with 
friction  electricity. 

It  is  necessary  to  be  mindful,  that,  if  any  electric  current  of  a 
given  quantity  and  intensity  is  made  to  pass  through  several 
different  wires,  of  the  same  sample  of  metal  and  make,  and 
same  diameter,  but  of  different  lengths,  wc  shall  sec  that  the  cur- 
rent loses  power  in  proportion  to  the  length  of  the  wires  tested. 
If,  now,  the  current  is  made  to  pass  through  wires  of  exactly  the 
same  metal  and  length,  but  of  different  diameter^  the  power  is 
greater  in  proportion  to  the  diameter  of  the  wires.  For  in- 
stance, a  copper  wire  that  is  a  hundred  feet  long  and  the  tenth 
of  an  inch  in  diameter,  will  offer  the  same  amount  of  resistance 
as  another  copper  wire  that  is  two  hundred  feet  in  length  and 
only  one  fifth  of  an  inch  in  diameter.  The  conductibility  of 
bodies,  therefore,  does  not  depend  upon  their  chemical  nature 
only,  but  also  upon  their  form.  Nor  are  there  any  absolutely 
perfect  conductors  of  electricity.  Indeed,  it  may  be  said  that 
all  bodies  through  which  a  current  may  be  directed  offer  a  cer- 
tain greater  or  less  resistance ;  and  hence  diminish  its  intensity 
according  to  their  chemical  nature  and  form. 

If  a  galvanometer  be  placed  between  the  shortest  poles  of  a 
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voltaic  battery,  we  see  the  astatic  needle  deflected  to  a  certain 
degree  by  the  passing  current.  If  we  now  lengthen  the  con- 
ductors by  interposing  copper  or  even  silver  wire  of  a  given 
length,  and  then  again  of  twice  that  length,  and  then  again  of 
twice  the  length  of  the  latter,  we  shall  find  from  these  ex- 
periments, that  the  needle  of  the  instrument  is  less  and  less 
deflected,  according  to  the  length  of  the  conductors,  although 
of  the  very  best  material.  The  human  living  body  conducts 
all  electric  'currents  ten  to  twenty  times  better  than  pure  cold 
water.  This  is  supposed  to  be  on  account  of  the  warm  salt 
water  it  contains.  But  I  am  more  and  more  inclined  to  believe 
that  this  is  owing  to  the  arrangement  of  these  different  fluids  in 
the  different  cells  and  tissues  of  the  living  organism,  which  are 
separated  only  by  the  thinnest  membrane,  and  being  provided 
with  nerves,  not  only  have  a  tendency  to  electric  action,  but  pos- 
sessing an  actual^  perpetual  minute  action,  which,  to  my  mind, 
serves  for  the  artificial  current  conduction,  much  as  Professor 
Morse's  registering  battery  helps  the  working  of  the  wires ;  per- 
haps more,  as  the  aurora  borcalis  helps  the  conductibility  of  the 
telegraph  wires. 

The  epidermis  is,  in  this  case,  probably,  the  greatest  hinder- 
ance  to  all  currents  of  electricity  ;  but  this  can  be  greatly  coun- 
terbalanced by  wet  electrodes.  There  is  an  absolute  difference 
in  the  conductibility  of  different  persons,  and  even  of  the  same 
individual  at  different  times.  In  a  group  of  persons,  a  single 
one  may  be  struck  by  lightning,  while  all  the  others  remain 
untouched.  But  this  is  not  as  yet  satisfactorily  explained.  The 
human  body,  then,  after  all,  is  not  in  effect  a  good  conductor  of 
electricity,  as  can  be  proved  by  the  galvanometer.  To  test  this, 
the  resistance  is  first  determined  of  the  given  entire  circuit,  of 
say  a  bearable,  but  appreciable  battery,  such  as  twenty  to  thirty 
Daniell's  elements  afford,  by  bringing  together  the  two  poles  in 
good  contact,  including  nothing  but  the  galvanometer.  The 
degree  of  resistance  from  the  connecting  wires  of  the  batteries, 
the  conductors,  and  the  instrument  together,  as  marked  on  the 
dial,  is  first  noticed,  and  taken  for  unit  or  zero.  Tlien  the  limb 
or  individual  is  interposed  between  the  wet  electrodes,  which 

11* 
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must  have  large  and  complete  contact.  Let  this  be  repeated 
first  without,  and  then  with  the  interposition  of  the  portion  of 
bodv  to  be  tested,  and  a  very  exact  relative  degree  is  obtained 
of  the  resistance  of  that  given  organism. 

Direction  of  the  Ourrent. 

In  the  original  voltaic  piie^  the  positive  pole,  we  have  seen,  is 
at  the  top  of  the  pile,  which  is  zinc ;  while  the  bottom  of  that 
pile  is  consequently  positive,  which  is  copper.  This  law  holds 
good  with  all  dry,  or  moist,  piles  and  batteries ;  as  by  the  law 
of  electro-motive  force,  positive  electricity  is  driven  from  the 
copper  to  the  zinc,  and  hence  the  zinc  is  forced  to  be  positive 
and  the  copper  negative.  But^  mark  —  this  is  not  true  of  our 
ordinary  liquid  batteries ;  for  where  the  metals  are  plunged  into 
separate  vessels,  as  is  the  case  in  the  constant  batteries,  the 
direction  of  the  current  is  exactly  the  reverse.  In  these  bat- 
teries, the  positive  current  travels  from  the  zinc  through  the 
liquid  of  the  battery  to  the  copper,  and  then  from  the  copper  to 
the  zinc  of  the  next  pair,  and  then  through  that  liquid  to  the 
copper  there  contained,  and  so  on  through  all  the  series  of  pairs 
in  the  cups  or  jars  of  the  compound  battery ;  so  that  the  copper 
is  always  the  positive  pole  in  these  constant  batteries,  and  the 
zinc  of  course  is  the  negative  pole.  This  is  even  so  in  a  Berze- 
lius's  or  a  Smec's  battery,  where  there  is  a  single  pair  in  a 
single  liquid.  Therefore,  in  the  Berzelius's  and  Danieirs  bat- 
teries, the  positive  pole  will  be  formed  by  the  copper  ;  in  Grove's 
or  Smce's  batteries,  by  the  platinum  or  silver ;  in  Bunsen's 
battery  by  the  carbon ;  while  the  zincs  form  the  negative  pole 
in  each  and  all  of  these  batteries. 

To  fully  appreciate  the  kind,  nature,  and  diflFerence  of  bat- 
tery or  chemical  electricity,  and  to  have  a  rational  view  of  these 
currents,  we  must  set  out  with  this  law^  namely:  where  a  liquid 
attacks  a  metal,  the  liquid  becomes  charged  with  positive  elec- 
tricity, and  the  attacked  metal  becomes  negative.  The  positive 
of  the  fluid  is  at  once  taken  and  conducted  bv  the  less  oxidiza- 
ble  metal  that  is  plunged  in  the  same,  and  thus  conveyed  along 
the  conducting  wire,  back  to  the  oxidizing  negative  plate  in  the 
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battery.  If  a  vessel  is  nearly  filled  with  acidulated  water,  and 
into  it  we  plunge  a  plate  of  very  oxidizable  metal,  stich  as  zinc, 
for  example,  and  also  another  plate  that  is  much  less  oxidizable 
in  that  liquid,  as  platinutti,  and  then  we  unite  the  two  dissim- 
ilar metals  merely  by  means  of  a  wire  brought  up  out  of  the 
liquid,  then  the  positive  electricity  that  is  acquired  by  the  liquid, 
from  the  effect  of  the  chemical  action,  is  able,  by  traversing 
the  connecting  and  conducting  wire,  to  return  and  reunite  with 
the  negative  electricity  that  the  attacked  tnetal  has  retained. 
For  thus  the  greater  portion  of  the  two  electricities,  negative 
and  positive,  become  neutralized  through  this  peculiar  process 
and  order,  instead  of  taking  place  locally,  directly  at  the  place 
of  contact  of  the  liquid  with  the  metal  that  is  oxidized,  and 
which  Faraday  has  termed  local  action.  Here,  then,  we  see  the 
rationale  of  the  electric  current  or  stream  of  the  battery  with 
which  we  shall  have  so  much  to  do.  And  this  peculiar  associar 
tion  or  relation  of  any  two  dissimilar  metals  in  a  liquid,  whose 
power  for  oxidization  and  conduction  is  peculiarly  or  exclu- 
sively for  one  of  the  metals  rather  than  for  the  other,  is  termed 
a  galvanic  pair  or  battery ;  and  when  a  number  of  these  are 
connected,  they  are  then  termed  a  pile,  or  so  many  elements^  or 
a  "  compound  battery y 

Philosophers  teach  us  that  we  may  also  regard  the  two  metals 
of  any  voltaic  or  galvanic  pair  as  separately,  but  mutually,  giv- 
ing rise  to  two  opposite  and  unequal  currents,  one  of  which  — 
and  it  is  always  that  arising  from  the  metal  most  attacked  —  is 
the  more  intense,  while  the  other,  arising  from  the  metal  least 
attacked,  is  the  more  feeble ;  that  each  of  the  two  metals  also 
serves  as  a  conductor  to  the  current  of  the  other.  The  current, 
then,  that  is  accumulated  is  the  difference  between  the  two  partial 
and  unequal  currents,*  as  they  would  be  perfectly  null  if  these 
two  opposite  and  simultaneous  currents  were  absolutely  equal  — 
a  condition,  as  M.  De  la  Rive  says,  next  to  an  impossibility,  even  if 
we  employ  two  metal  plates  as  similar  as  can  be  in  every  respect. 

It  is,  therefore,  a  law  that  the  metal  of  the  battery  that  is 
most  attached  determines  that  current  direction.  But  while 
we  attempt  to  establish  in  our  minds  the  first  fact^  that  the 
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metal  most  attacked  is  the  positive^  and  the  second  fact^  that  the 
metal  least  attacked  is  the  iiegative^  we  must  not  lose  sight 
of  the  third  facty  that  the  positive  electricity  comes  out  of  the 
battery  by  the  negative  or  copper  metal  after  having  passed 
through  the  liquid  of  the  battery,  and  consequently  the  other, 
or  negative  electricity,  comes  out  by  the  positive  or  zinc  metal, 
so  that  in  these  batteries  the  zinc  pole  is  negative  while  the 
copper  pole  is  positive.  Besides,  we  should  take  the  terms 
positive  and  negative  simply  in  the  sense  of  electro-motive 
power,  —  the  positive  as  predominating  over  the  negative,  and 
constituting  a  prevailing  stream  or  current.  But  we  must  also 
recollect,  that  although  it  is  true  that  the  metal  most  attacked 
is  the  starting  point  for  the  current  direction,  yet  the  mere  gal- 
vanic series  of  metals  do  not  of  themselves  and  under  all  circum- 
stances determine  the  route  of  the  current  absolute;  for  this 
is  likewise  dependent  upon  the  nature  of  the  liquid  that  is  em- 
ployed as  an  exciter  or  oxidizer.  Faraday  found  a  very  curious 
and  interesting  variation  of  the  current  when  he  placed  a  gal- 
vanic pair  of  copper  and  silver  in  a  solution  of  sulphuret  of 
potassium;  the  current  first  setting  out  from  the  copper,  the 
silver  is  not  the  least  tarnished,  and  soon  the  action  dies 
down  to  a  low  degree.  But  this  is  soon  seen  to  be  followed  by 
an  increasing  action  that  is  now  on  the  silver,  which  gives  rise 
to  a  current  running  in  the  opposite  direction,  while  the  sil- 
ver is  becoming  more  and  more  coated  with  the  sulphuret ; 
and  at  the  same  time  the  film  that  was  at  first  formed  on  the 
copper  is  as  rapidly  dissolved  off;  in  a  few  minutes  more 
and  the  needle  of  the  galvanometer  drops  to  near  zero,  but  as 
soon  again  begins  to  rise,  reversed,  showing  an  increasing  but 
changed  current  direction,  and  the  copper  again  becomes  posi- 
tive, and  coats  over.  Thus  the  chemical  action  and  the  direc- 
tion of  the  current  change  simultaneously. 

Quantity  and  Intemity. 

Electricity,  when  in  the  current  form,  has  two  very  distinctive 
and  important  characteristics,  which  must  never  be  unheeded  or 
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confounded.  I  refer  to  quantity  and  intensity.  There  appears 
to  be  no  actual  relation  between  the  vivacity  of  chemical  action 
and  tlie  preponderating  intensity  of  electric  signs.  From  this 
it  does  not  follow  that  the  quantity  of  electricity  that  is  set  free 
is  not  in  relation  to  the  given  chemical  action.  On  the  contrary, 
these  two  respective  quantities  are  in  exact  proportion  to  each 
other.  Then  it  is  rather  the  nuture  of  the  chemical  action  than 
the  vivacity  of  it  that  determines  the  characteristic  of  intensity 
in  the  given  electric  manifestation.  There  cannot  be  intensity, 
however,  without  some  degree  of  chemical  action ;  but  the 
amount  of  such  action  graduates  the  amount  of  electricity : 
because  this  kind  of  electricity  possesses  the  characteristic 
property  and  power  of  overcoming  a  great  resistance,  it  was 
therefore  first  termed  by  Faraday  electricity  of  intensity,  in 
contradistinction  to  electricity  of  quantity. 

These  two  different  forms  of  electricity  from  the  various  gal- 
vanic pairs  have  very  different  physiological  effects,  and  there- 
fore require  to  be  particularly  observed  in  all  therapeutic  em- 
ployments of  the  current.  How,  then,  can  this  intensity  of  the 
galvanic  current  be  reenforced  without  a  corresponding  increase 
in  tlie  quantity?  One  way  to  do  this  is  by  simply  adding 
similar  pairs  in  succession^  and  so  connecting  them  that  the  pos- 
itive of  one  is  in  metallic  contact  with  the  negative  of  the  next^ 
and  so  on  through  all  the  series,  no  matter  how  small  or  great 
the  number.  M.  Gassiot,  by  a  series  of  most  remarkable  re- 
searches with  his  water  battery  of  3520  galvanic  pairs  insulated, 
discovered  in  this  connection,  that  the  more  powerful  the 
mutual  aflSnity  of  the  elements  that  compose  each  battery,  the 
less  number  of  such  are  required  to  produce  the  same  great 
effects  of  tension.  He  found,  by  well  insulating  one  hundred  of 
Grovels  batteries,  a  tension  accumulated  at  the  poles  quite  equal 
to  that  of  the  whole  water  pile  of  3520  pairs.  But  to  test  the 
relative  tension  of  such  an  arrangement,  that  is,  with  the  same 
given  deviation  of  the  galvanometer,  it  is  necessary  to  use  the 
electrometer  to  detect  directly  the  tension,  or  by  using  the  rheo- 
stat to  detect  the  amount  of  resistance  that  is  overcome. 

The  law  of  electro-chemical  equivalents  of  a  single  galvanic 
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pair  was  first  pointed  out  by  Faraday.  M.  Matteucci  next  gave 
the  equivalents  for  a  pile  or  series  of  batteries,  by  using  as  a 
good  electrolite  a  solution  of  the  sulphate  of  copper.  If  the 
battery,  for  example,  is  composed  of  ten  cups  and  pairs,  then  ten 
equivalents  of  zinc  must  be  consumed  to  decompose  one  equiva- 
lent of  water  — thirty  where  there  are  thirty  cups,  and  so  on.  It 
would  seem,  then,  to  be  much  better  to  employ  only  one  or  two 
cups  and  pairs,  since  to  produce  the  same  effects,  where  no 
great  resistance  is  to  be  overcome,  we  can  save  some  ten  to 
tliirty  parts  of  zinc.  But  we  find  that  the  decomposition  is 
less  free,  and  also  the  electrolite  requires  a  current  possessing 
a  certain  degree  of  intensity,  or,  what  amounts  to  the  same 
thing,  having  an  electro-motive  force  of  a  certain  power, 
which  can  best  be  given  it  by  multiplying  the  number  of  cups. 
So,  also,  as  regards  great  resistances  that  are  to  be  surmounted ; 
M.  De  la  Rive  says,  "  When  a  current  is  called  upon  to  trav- 
erse a  long  telegraph  wire,  it  is  necessary  for  it  to  be  accom* 
plished  to  use  a  numerous  succession  of  cups,  for  if  it  were 
attempted  to  be  produced  by  only  one  or  two  cups  and  pairs, 
no  matter  how  great  their  size  and  power,  it  would  not  have 
sufficient  intensity  to  overcome  the  resistance  of  the  long  wire,'* 

We  must  also  be  reminded,  that  the  size  of  surface  of  the  gal- 
vanic pair  or  pairs  is  able  to  influence  only  the  quantity  of  chemi- 
cal action  exerted  in  a  given  time ;  but  that  it  can  in  no  way 
modify  the  electro-motive  force  of  the  pair  or  pairs,  nor  will 
there  be  the  capability  of  the  produced  electricity  for  surmount- 
ing a  given  resistance;  for  where  this  resistance  exceeds  a 
certain  bound,  itself  limits  the  quantity  of  efficacious  chemical, 
or  catalytical  action,  by  the  very  deficient  quantity  of  electricity 
that  can  be  transmitted  in  a  given  time,  and  hence  renders  use- 
less the  increased  surface  of  the  plates  beyond  a  certain  size, 
which  is  in  relation  to  that  of  the  resistance  and  kind  of  work 
to  be  done.  Tlie  quantity  of  the  current  is  in  proportion  to 
the  size  of  the  pair;  the  intensity  of  a  given  current  is  in  pro- 
portion to  the  number  of  pairs. 

On  the  whole,  then,  we  see  that  the  law  of  electro-chemical 
action,  as  far  as  it  concerns  the  electrolysis  placed  in  the  given 
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circuit,  exterior  to  the  series  of  pairs,  i.  e.,  placed  between  the 
poles,  is  a  general  law^  and  applies  therefore  equally  well  to 
what  takes  place  in  the  interior  of  the  battery,  as  through  the 
route  of  the  conductors,  and  the  body  embraced  between  the 
poles.  The  galTanic  ciarcuU  of  a  series,  when  closed,  is  indeed 
but  a  circle  composed  in  parts  and  by  bits  of  conductors,  united 
end  to  end  in  the  series  of  the  battery  through  which  the  cur- 
rent circulates,  in  a  manner  perfectly  uniform  and  identical.  In 
this  there  is  brought  about  a  change,  by  a  succession  of  polariza- 
tions and  recompositious  of  the  contrary  electricities  of  the  con- 
secutive molecules,  in  such  a  way  that  if  the  current  encounters 
resistance  heat  is  evolved;  if  the  molecules  are  compound,  and  the 
current  is  persistent,  then  there  is  chemical  decomposition.  All 
these  effects  are  capable  of  being  equal  in  all  parts  of  the  same  cir- 
cuit or  circle,  (for  such  it  is,)  including  the  contents  of  the  cups 
themselves,  on  the  one  side,  and  no  less  so  the  matter  included 
between  the  electrodes  that  is  to  be  operated  upon,  on  the  other. 
It  is  then  understood  that  there  is  a  marked  difference  be- 
tween the  quantity  of  electricity  produced^  and  the  quantity 
that  actually  travels  the  circuit,  or,  in  other  words,  that  pene- 
trates and  passes  through  the  object  of  work  that  is  between 
the  poles.  This  is  always  more  or  less  retarded,  or  facilitated, 
aside  from  the  power  or  kind  of  battery,  according  to  the  resist- 
ance or  poor  conducting  property  of  the  given  object  that  is 
acted  upon.  The  result  is  necessarily  different.  There  cannot 
be  a  current,  as  we  have  shown,  without  some  degree  of  both 
quantity  and  intensity ;  but  we  now  refer  to  these  two  relative 
properties.  A  single  pair  of  almost  any  battery  gives  a  quan- 
tity current,  i.  e.,  more  of  the  character  of  quantity  than  of  in- 
tensity. The  former  has  the  property  for  chemical  decomposi- 
tion, the  latter  for  overcoming  the  resistance  of  an  indifferent 
or  bad  conductor.  Generally,  we  can  increase  the  quantity  by 
the  larger  extent  of  metal  surface  in  the  one  battery  cup ;  also 
by  the  kind  of  metals  that  constitute  the  pair,  or  by  the  increase 
of  acids  or  salts  in  the  liquid  of  the  battery ;  in  a  word,  by 
extensive  and  rapid  oxidation  or  chemical  action  in  the  liquids 
or  metals  in  a  given  time.    But  the  intensity  is  increased,  as  we 
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have  shown,  hy  the  increase  of  number  in  the  pairs  that  com- 
pose the  compound  battery,  but  without  an  increase  of  size. 

We  conclude,  then,  that  a  galvanic  current  is  great  in  quarir 
tUt/j  and  capable  for  chemical  action,  if  produced  by  a  single 
pair  or  more,  much  in  proportion  to  the  size  and  action  of  tiie 
pair  if  connected  with  a  thick  wire.  The  density,  tension,  and 
intensity  of  the  current  for  passing  over  and  through  poor  con- 
ductors will  be  much  in  proportion  to  the  number  of  the  series, 
and  the  smaller  size  of  the  wire  connections  and  conductors. 
The  efficiency  of  every  battery  depends  upon  good  contacts. 
This  is  mentioned  particularly^  because  the  greatest  and  most 
frequent  failures,  partial  failures,  or  diiferenccs  of  results,  arise 
from  this  want  of  exact  care. 

There  is  another  method  for  increasing  the  electro-motive 
force  of  even  a  small  galvanic  current  of  a  single  pair,  as  well 
as  some  modified  kind  of  intensity ;  but  this  must  be  reserved 
for  the  next  chapter. 

Derived  currents,  spoken  of  by  authors,  are  those  that  are 
obtained  by  a  sort  of  by-path,  namely,  when  the  conductor  of  a 
closed  circuit  is  conveying  a  galvanic  current,  this  is  termed  the 
primary  current.  If,  now,  we  add  a  short  and  nearly  parallel 
conductor  by  making  contact  at  its  metallic  ends,  on  the  route 
of  the  primitive  wire,  a  portion  of  the  current  will  pass  along 
the  second  wire,  provided  it  is  not  much  longer  nor  smaller,  nor 
otherwise  a  poorer  conductor,  than  the  primary  wire.  And  this 
is  termed  a  derived  current.  The  author,  however,  finds  no  use 
for  such  in  therapeutics. 

Electric  Heat, 

Heat  can  be  produced  by  an  obstructed  or  retarded  current 
of  electricity,  as,  for  instance,  where  a  large  quantity  current  is 
led  by  a  wire  too  small  to  convey  it  all  freely,  or  through  a  poor 
conductor,  as  platinum.  It  may  be  evolved  by  the  disruptive 
discharge  between  the  two  poles  of  a  galvanic  battery,  where 
disintegration  is  eifected,  and  the  particles  of  one  pole  pass  over 
to  the  other  pole,  with  the  evolution  of  intense  heat  and  light. 
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K  we  but  coil  a  fine  bit  of  platinum  wire  into  a  small  spiral,  it 
may  be  heated,  even  irhstarUly^  to  a  white  heat,  by  making  con- 
tact with  a  galvanic  battery  of  large-sized  cups,  of  quick  action, 
and  few  in  number.  Thus  it  can  serve  the  most  perfect  office 
of  a  cautery  that  is  known  in  surgery.  For  this  purpose,  as  wo 
have  elsewhere  explained,  it  takes  some  half  dozen  half-gallon 
jars  of  a  Bunsen  or  Grove's  battery. 

It  must  be  borne  in  mind  that  when  using  a  compound  gal- 
vanic battery  of  high  series  for  remedial  purposes,  that  the  law 
of  this  current  is  heat^  in  proportion  to  the  power  of  the  current 
and  the  obstacle  opposed.  This  capability  of  such  a  current  is 
aroused,  then,  not  only  by  a  small  or  poor  conducting  wire,  but 
also  by  passing  through  a  portion  of  the  human  body,  as  in  or- 
dinary treatments.  Therefore  the  operator  must  know  that  if 
the  electrodes  are  retained  for  some  time  on  the  same  spot,  while 
a  large  current  is  flowing,  there  will  be  danger  of  producing  a 
slough,  simply  from  cooking  the  flesh  by  electric  heat.  Let  the 
same  current  pass  through  a  small  quantity  of  water,  as  in  a 
glass  tube,  and  it  is  seen  to  be  not  only  rapidly  decomposed,  but 
it  also  boils,  and  that  instantly  and  furiously.  But  there  need 
be  no  kind  of  danger  of  this  accident  occurring,  except  from 
sheer  ignorance  or  carelessness. 

Magnetism  versus  Electricity,  —  M.  Bccquerel  contends  that 
all  bodies  are  more  or  less  magnetic.  The  action  of  the  mag- 
net, it  is  known,  was  for  a  long  time  regarded  as  a  special 
action  exercised  only  upon  certain  bodies.  Now,  it  is  acknowl- 
edged to  be  all  but  universal,  and  perhaps  quite  so ;  for  most 
bodies  are  found  to  be  susceptible  of  experiencing  its  influence, 
although  not  endowed  with  magnetic  properties.  The  action  of 
the  magnet  is  identical  with  the  action  exercised  by  closed  elec- 
tric currents,  exterior  to  the  circuit  which  they  are  traversing. 
This  law  is  now  admitted  by  all,  for  the  identity  rests  at  once 
upon  experimental  and  mathematical  proofs.  It  is  also  proved, 
says  De  la  Rive,  by  the  fact  that  these  two  species  of  action  — 
i.  e.,  certain  extra-polar  electric  working  and  magnetic  action  — 
may  in  all  cases  be  substituted  for  each  other  to  produce,  in 
varied  degrees,  the  same  effects  under  the  same  circumstances. 
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We  find,  also,  the  law  that  the  characteristic  properties  of  mag- 
netic bodies  are,  volume  for  volume,  those  that  contain  the  great- 
est number  of  chemical  atoms ;  while  dia-magnetic  bodies  are 
those  that  contain  tlie  least.  Yet  dia-magnetism  is  not  a  mag- 
netism simply  relatively  more  feeble.  Both  these  classes  of  bod- 
ies are  influenced  only  so  long  as  there  is  a  body  which  deter- 
mines the  manifestation  ;  and  that  in  proportion  to  tlie  square 
of  the  intensity  of  the  magnet  or  of  the  current,  and  not  to  the 
simple  fact  of  intensity.  This  shows  that  these  bodies  are  not 
passive,  but  enter  somewhat  into  the  production  of  the  given 
result. 

Induction  Currents. 

For  a  long  time  philosophers  were  impressed  with  the  analogy 
there  seemed  to  exist  between  electric  and  magnetic  phenomena. 
There  were  manifested  two  magnetisms  —  the  north  and  the 
south  poles ;  as  thei'e  were  two  electricities,  plus  and  minus, 
or  positive  and  negative.  Indeed,  very  many  of  the  phenomena 
of  electricity  in  motion,  are  closely  related  to  magnetism.  The 
attractions  and  repulsions  manifested  between  the  two  magnet- 
isms, as  between  the  two  electricities,  are  according  to  similar 
laws. 

In  1819  Professor  Oersted,  a  Danish  philosopher  of  Copen- 
hagen, made  the  first  scientific  demonstration  of  the  action  of 
electricity  upon  a  magnet.  As  Dr.  Benjamin  Franklin  had 
demonstrated  the  identity  of  tlie  lightning  of  the  clouds  with 
the  spark  of  the  friction  machine,  —  which,  indeed,  had  long 
been  suspected  and  as  much  doubted,  —  so  here  was  actually 
proved  that  which  had  been  so  long  suspected  and  sought  for  by 
some,  (while  doubted  and  scouted  by  others,)  but  not  where, 
and  in  tlic  way,  it  had  been  thought  to  exist.  The  finding  of 
M.  Oersted  was,  that  electricity  acts  upon  a  magnet,  and  that  a 
magnet,  in  its  turn,  acts  upon  electricity ;  but  only  when  the 
electricity  is  in  motion. 

The  following  is  his  fundamental  experiment :  When  the 
poles  of  a  galvanic  battery  are  closed,  so  as  to  make  a  continu- 
ous conductor,  and  if  this  wire,  while  the  current  is  traversing 
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it,  is  placed  either  above  ar  below  a  magnetic  needle  which  is 
freely  suspended  and  parallel  to  its  direction,  the  needle  is  im- 
mediately deviated,  and  all  the  more  considerable  as  the  gal- 
vanic current  is  more  powerful.  It  tends  to  place  itself  trans- 
verse and  perpendicular  to  the  conductor  wire  of  the  battery  — 
a  position  it  nearly  attains,  provided  it  is  near,  and  the  battery 
current  is  sufficiently  strong.  In  fact,  the  extent  of  the  devia- 
tion of  the  needle  is  directly  proportional  to  the  power  of  the 
battery,  and  inversely  proportional  to  the  distance  between  the 
needle  and  the  wire.  But  if  it  is  a  common  magnetic  needle,  it 
will  not  be  deflected  so  far  as  to  assume  a  position  exactly  at 
right  angles  with  the  conducting  wire,  on  account  of  the  influ- 
ence of  the  earth,  wliich  still  acts  upon  the  needle,  and  tends  to 
draw  it  back  to  its  natural  magnetic  meridian.  Therefore  it 
will  come  to  rest  in  a  place  between  the  two  forces,  according  to 
the  predominance  of  the  one  or  the  other.  The  direction  in 
which  the  deviation  takes  place  depends  upon  two  circum- 
stances :  the  first  is,  the  position  of  the  conducting  wire  of  the 
battery  m  relation  to  the  magnetic  needle,  as  it  may  be  above  or 
under  it,  or  it  may  pass  it  perpendicularly  with  an  up-running 
or  down-running  current ;  the  second  condition  is,  the  direction 
of  the  current. 

Ampfire  drew  the  attention  of  natural  philosophers  to  the  fact 
that  the  earth's  magnetism  prevents  the  magnetized  needle  from 
entirely  obeying  the  influence  of  the  electric  current.  To  ohvi- 
ate  this  he  proposed  the  astatic  needle.  He 
first,  or  M.  Nobili,  constructed  this  by  placing 
a  second  needle  above,  parallel  with,  and  near 
to,  say  within  a  half  inch  of,  the  traversing 
magnetic  needle.  The  upper  needle,  being 
made  fast  on  the  same  centre  shaft  with  the 
first,  moves  on  the  same  pivot ;  but  its  polarity 
is  reversed  as  to  tlie  other,  so  as  to  neutralize 
its  directive  tendency  in  respect  to  the  earth, 
and  so  that  it  shall  remain  at  rest  in  any  posi-  ^*-  "•  ^'*"*  ^®*^^* 
tion.  But  the  two  needles  cannot  be  perfectly/  alike  in  all  re- 
spects, and  possessed  of  absolutely  the  same  quantity  of  magnetic 
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power,  and  therefore  the  globe  will  always  have  some  degree  of 
eflFect  upon"  the  static  needle.  Yet  it  is  certainly  proved  that 
the  electric  current  does,  more  promptly  and  completely,  control 
a  needle  so  prepared  as  to  be  double  and  reversed  than  the 
sing'le  magnetized  needle. 

If  the  conducting  wire  of  the  galvanic  current  is  placed  hor- 
izontally below  the  needle  so  as  to  run  north,  the  north  pole  of 
the  needle  is  instantly  deviated  eastward.  If  the  electric  cur- 
rent is  now  reversed  so  as  to  run  southward,  the  north  pole  of 
the  needle  flies  to  the  west.  But  if  now  the  conducting  wire  is 
raised  above  tlie  needle,  and  still  horizontal,  the  deviations  of 
the  needle  always  occur  in  the  contrary  direction. 

While  M.  Anipifrc  took  uj)  M.  Oersted's  discovery  to  generalize 
and  extend  it,  M.  Arago  was  looking  into  this  matter,  and  soon 
showed  that  an  electric  current  not  only  acts  upon  a  magnetized 
needle,  but  that  it  also  acts  upon  all  magnetizable  bodies,  even 
when  they  are  not  magnetized.  Having  coiled  a  small,  soft  iron 
wire,  he  found  that  when  this  wire  was  being  traversed  by  a 
strong  electric  current,  it  acquired  the  property  of  attracting 
and  retaining  around  it  a  certain  quantity  of  iron  filings,  much 
like  a  cylindrical  envelope,  but  that  the  instant  the  current 
ceased  to  pass  the  filings  fell  off;  but  as  soon  as  the  current  run 
again,  the  wire  took  them  up  again. 

M.  Arago  further  showed  that  the  powerful  charge  of  a  Ley- 
den  jar  even,  may  magnetize  a  steel  needle,  if  placed  in  the  in- 
terior of  a  helix  made  of  metal  wire  through  which  this  dis- 
charge is  made  to  pass.  Sir  11.  Davy  soon  afteinvards  discovered 
that  we  can  magnetize  common  sewing  needles  by  merely  rubbing 
them  back  and  forth  transversely  over  a  rectilinear  wire  tahile 
it  is  being  traversed  by  the  electric  current  of  a  battery.  These 
experiments  prove  that  the  electric  current  impresses  upon  bat- 
tery conductors,  that  are  thus  traversed,  properties  perfectly  like 
those  of  magnets,  not  only  those  of  magnetic  bodies :  but  in  fact 
it  actually  magnetizes  those  thus  traversed. 

M.  i\jnpdre  found,  besides,  that  a  galvanic  current  not  only 
acts  upon  a  magnet,  but  that  it  also  exercises  an  action  upon 
another  contiguous  electric  current,  which  may  be  stated  thus : 
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If  two  portions  of  straight,  movable  wires  have  constant  gal- 
vanic currents  coursing  through  them,  they  are  then  mutually 
attractive  and  attra^tedy  while  the  current  is  still  moving  in 
the  same  direction ;  but  if  one  of  them  is  reversed,  so  that  they 
run  in  contrary  directions,  then  they  are  tepellinff  and  rcpelUd; 
and  this  is  not  instantaneous,  as  with  static  electricity,  but 
is  continuous  as  long  as  the  current  continues  to  traverse  the 
conductors.  Thus  the  ascertained  action  of  an  electric  current 
upon  a  magnetized  needle  had  furnished  the  means  in  every 
respect  for  determining  the  existence,  and  for  appreciating  the 
force,  of  any  sort  of  electric  current.  Immediately  M.  Schweig- 
ger,  a  German  philosopher,  applied  these  principles  to  the  con- 
struction of  the  jfirst  galvanometer  multiplier,  which  was  em- 
ployed by  M.  Nobili  in  his  wonderful  electro-physiological 
researches.  M.  Dubois-Reymond  then  constructed  on  this  same 
principle  a  galvanometer  of  the  utmost  sensitiveness,  and  as 
remarkable  for  its  accuracy,  by  employing  more  than  24,000 
elliptical  convolutions  of  insulated  fine  wire,  by  which  he  was 
enabled  to  .detect  the  presence  of  electric  currents  even  in 
almost  all  the  tissues  of  the  living  animal  body ;  and  by  this 
superior  aid  he  arrived  at  his  fundamental  and  special  laws  in 
electro-physiology. 

Very  soon  after  Oersted's  discovery,  Arago  demonstrated 
that  if  a  copper  wire  that  is  well  covered  with  silk  thread  and 
varnish  be  rolled  into  the  form  of  a  helix  around  a  bar  of  soft 
iron,  and  an  electric  current  is  then  caused  to  pass  through  the 
wire  so  coiled  and  situated,  the  soft  iron  becomes  a  power- 
ful mag^nety  and  remains  so  as  long  as  the  current  runs.  He 
showed  that  it  is  with  the  greatest  rapidity  that  soft  iron  is  mag- 
netized and  demagnetized  by  the  electric  current.  Such  tem- 
porary magnets  are  termed  cfec/ro-magnets,  in  order  to  dis- 
tinguish them  from  permanent  magnets  of  steel.  Thus  on,  he 
showed  that  the  electric  current  imparted  a  magnetic  property 
to  pieces  of  soft  iron  temporarily ^  to  steel  permanentli/y  also  to 
other  bodies  that  did  not  possess  it  previously. 

The  term  '^  electricity  of  induction "  strictly  means  the  de- 
velopment of  electricity  by  the  influence  of  other  electricity  in 
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proximity,  or  else  bj  means  of  magnetism.  That  developed  by 
the  influence  of  the  former  is  called  electro-static  or  electro* 
dynamic  induction,  and  also  ekciro^magneHsm ;  that  of  the 
latter  is  termed  magneto-electric  induction  ov  magneUhelectri- 
city.  When  two  helices  (which  are,  indeed,  but  coils  or  bobbins 
of  wire  in  which  galvanic  currents  are  then  flowing  in  the  same 
direction)  are  placed  end  to  end,  they  attract  each  other ;  but 
if  one  of  them  is  reversed,  so  as  to  give  opposite  currents,  repul* 
sion  is  manifested.  So,  according  to  Ampere's  theory,  when 
two  permanent  steel  magnets  are  placed  end  to  end,  there  is 
attraction  or  repulsion  on  the  same  principle. 

If  we  take  a  Smee's  battery,  or  a  good  sized  and  active  sul- 
phate of  copper  battery,  and  connect  the  poles  by  a  short  copper 
wire,  no  spark  is  usually  perceived  when  the  connection  is 
formed  or  broken,  but,  if  any,  never  at  contact,  and  only  very 
faint  when  opened.  But  if  this  connection  wire  is  replaced  by 
one  that  is  fifty  or  a  hundred  feet  long,  the  spark  appears  much 
brighter  and  more  certain  ;  but  if  wo  coil  tliis  wire  as  on  a 
spool,  then  the  spark  is  still  more  vivid  and  more  uniform.  The 
most  advantageous  length  of  wire  coil  for  producing  the  great* 
est  spark  depends  upon  the  diameter  and  quality  of  the  wire, 
and  also  upon  the  quantity  and  intensity  of  the  battery.  If  a 
battery  of  higher  intensity  is  employed,  such  as  Grove's,  then 
the  wire  may  be  much  further  increased ;  but  the  greater  the 
quantity  of  the  electric  current,  the  shorter  or  larger  must  be 
this  wire  in  order  to  transmit  the  whole  of  the  current,  and 
to  obtain  the  greatest  effector  the  brightest  spark.  By  means  of 
a  wire  some  hundreds  of  feet  in  length,  a  slight  shock  may  be 
felt  from  a  single  pair  at  the  moment  of  opening  the  circuit,  if 
its  poles  are  arranged  as  moist  electrodes,  and  are  held  in  the 
hands.  By  testing  it  through  the  tongue,  this  intensity  in- 
creases until  the  wire  is  some  six  or  seven  hundred  feet  long : 
by  using  a  number  of  pairs,  or  even  a  smaller  size,  a  greater 
length  of  wire  in  helix  can  be  employed  for  shock  or  spark  with 
greater  effect.  The  maximum  effects  of  a  single  small  battery 
are,  of  course,  less  than  those  of  a  large  one,  and  if  the  requi- 
site length  of  wire  for  the  given  battery  current  is  exceeded, 
the  effects  are  diminished. 
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In  1831,  Professor  Henry,  one  of  our  American  philosophers, 
was  the  first  to  discover  this  peculiar  action  of  a  long  conductor 
when  extended,  and  also,  when  coiled  into  a  helix,  as  so  modify- 
ing or  increasing'  the  current  of  a  single  galvanic  pair  at  the 
moment  when  it  ceases  to  flow.  He  was  the  first  to  employ  coils 
of  metallic  ribbon  for  obtaining  sparks  and  shocks  from  a  single 
galvanic  pair.  By  this  means  the  brilliancy  and  power  of  the 
spark  are  very  greatly  increased  whenever  the  circuit  is  broken. 

Thus  far  had  this  branch  of  science  advanced  when  in  the  same 
year  Professor  Faraday,  of  England,  discovered  that  an  electric 
current  J  as  well  as  a  magnet,  is  able  by  induction  to  develop  elec- 
tric currents  in  conducting  wires.  This  he  proved  by  placing  on 
an  insulating  plane  two  parallel  conducting  wires  very  near  to 
each  other,  but  without  touching.  The  two  ends  of  one  of 
these  wires  are  connected  with  the  poles  of  a  galvanic  battery, 
so  that  it  in  fact  becomes  the  connecting  wire  between  the  two 
poles  of  that  battery.  The  two  ends  of  the  other  wire  are  con- 
nected with  the  extremities  of  a  sensitive  galvanoineter,  simply 
to  judge  of  the  electric  movement  in  this  wire,  if  any,  by  the 
deviations  of  the  needle  of  the  instrument.  At  the  moment 
the  battery  current  commenced  to  flow  through  the  first  wire, 
the  needle  of  the  instrument  is  seen  to  deviate  at  first,  then  to 
quiver  and  oscillate,  and  finally  to  come  back  to  an  equilibrium, 
which  remains  at  zero,  just  as  it  was  before  the  current  was  let 
on  the  first  wire ;  and  thus  it  remains  undisturbed  as  long  as 
the  current  of  the  battery  continues  to  traverse  the  neighboring 
wire ;  but  the  instant  the  current  is  interrupted  in  the  first 
wire,  the  needle  suffers  another  deflection,  and  this  in  a  con- 
trary direction  to  that  which  occurred  at  the  closure  of  the 
current.  Thus  he  proved  that  the  galvanic  current  which 
courses  through  the  one  wire,  determines  an  instantaneous  but 
opposite  current  in  the  other  wire  at  the  moment  when  it  begins 
to  flow,  and  another  equally  instantaneous  reverse  current  at  the 
moment  when  it  ceases. 

Dr.  Faraday  was  led  to  suppose,  from  the  manifest  analogy 
existing  between  the  properties  of  magnets  and  those  of  electro- 
dynamic  coils  or  cylinders,  that  the  same  results  would  be  obtained 
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by  introducing  into  the  interior  of  the  IioIIob-  helix  a  i 
instead  of  the  electro-dyuamic  coil;  and  ihia  he  demonstrated 
to  be  so,  and  that  oven  in  a  much  stronger  degree.     In  fact, 
the  electric  current  that  tra\-erses  one  of  the  helices  or  coils  of  j 
the  macMno  at  the  moment  when  it  is  established,  not  only  de- 


Buwr;  Cnmsl. 

(enniucs  a  current  of  clcctro-dyuamic  induction  in  the  other 
coil  of  the  hohs,  but  at  the  same  time,  if  there  is  placed  a  soft 
iron  withiu  the  helix,  it  magnetizes  it;  and  for  tliis  same  reason 
also  determines  in  the  second  coil  a  magneto-electric  current  m 
Uie  same  direction,  and  much  more  powerful.  So,  when  the  cur- 
rent ceases  to  pass,  the  soft  iron  being  instantly  demagnetized, 
there  is  developed  a  second  induced  current //-om  the  magnety 
which  is  now  also  added  to  that  which  results  from  the  direct 
effect  on  the  second  wire  in  the  helix  —  all  proceeding  from 
the  inducing  current  that  is  flowing  from  the  battery  through 
the  first  wtro  in  the  helix. 

The  first  physician  who  employed  induction  cvrreiUs  for  medi- 
cal purposes  was  Dr.  Neef,  of  Frankfortron-tbe-Main.  He  first 
iiwenled  the  automatic  vibrating  spring  for  interrupting  the 
current,  which  mdecd  opened  a  new  era  in  the  therapeutical  uses 
of  electricity. 
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Electrotnagnetie  curretUSf  as  they  have  been  more  generally 
called,  are  usually  obtained  from  a  helix  machine,  in  connection 
with  a  single  galvanic  pair,  (which  latter  is  of  itself  a  battery ;) 
bnt,  taken  together,  this  is  known  in  our  country  as  the  Electro- 
magnetic Machine.     The  fajtd  of  electricity  thus  obtained  could 


be  more  strictly  termed  "  galvano-magneto-electric  currents  of 
induction,"  because  induced  by  both  these  sources  combined,  by 
the  arrangement  of  one  and  the  same  apparatus.  There  are 
also  other  forms  of  induction  currents  that  are  called  by  other 
compound  names.  The  author  proposes,  for  the  sake  of  con- 
ciseness and  uniformity,  to  designate  the  peculiar  kind  of  elec- 
tricity obtained  by  any  and  all  sorts  of  induction  apparatus, 
whether  from  battery  or  permanent  steel  magnets,  in  connection 
with  medical  purposes,  as  Faradaic  electricity,  Faradaic  cur- 
rents, and  so  on.  True,  the  initiatory  steps  that  led  on  to  this 
grand  discovery  had  already  been  taken  by  Oersted,  Ampdre, 
Arago,  and  by  Henry ;  yet  to  the  illustrious  English  philosopher, 
Dr.  Faraday,  are  we  indebted  most  of  all  fur  tliis  magnificent 
result.  Besides,  it  is  well  known  that  Dr.  Duchcnne,  of  France, 
one  of  the  most  distinguished  medical  electricians  of  the  age, 
has  already  designated,  in  his  elaborate  work,  the  "  localization 
of  induction  currents  to  a  single  muscle  "  as  "  Faradization." 
Let  that  kind  of  current,  then,  in  this  relation,  and  the  medi- 
cal use  of  these  currents,  henceforth  take  his  name. 

The  term  Faradaic  electricity,  wherever  it  may  recur  in  this 
work,  is  simply  synonymous  with  the  terms  "  induction  cur- 
rents,"   "  electro-magnetism,"  or    "  magneto-electricity,"  and 
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stands  in  contradistinction  to  Galvanic  electricity,  for  ibis  latter 
term  I  confine  strictly  to  primary  battery  currents. 

The  Electro-magnetic  Machine  gives  us  one  of  the  most  im- 
portant forms  of  induction  currents  with  which  we  have  to  do 
in  all  electro-therapeutics.  Under  tliis  head,  then,  we  must 
consider  the  construction  and  action  of  such  apparatus,  which 
are  important,  inasmuch  as  they  have  been,  and  still  are,  the  more 
frequently  resorted  to  for  medical  purposes.  But  these  ma- 
chines are  found  distributed  already  in  great  numbers  through 
the  various  ranks  of  the  medical  profession  in  cities,  towns,  and 
counties  over  our  continent,  and  also  in  very  many  private  fam- 
ilies, but  which  are  constructed  in  a  great  variety  of  ways,  or 
rsiihor  forms y  and  therefore  require  particular  investigation ;  for 
it  seems  but  reasonable  that  a  medical  man  should  well  under- 
stand the  instrument  with  which  he  proposes  to  operate. 

To  be  the  better  understood,  we  will  set  out  with  the  primary 
law  of  physics,  namely,  that  we  can  only  derive  force  from  some 
prior  change  of  matter,  which  change  ultimately  resolves  itself 
into  some  new  form.  If  we  find  we  have  a  certain  amount  of 
action  in  a  single  galvanic  battery,  it  is  given  us  as  the  effect  of 
relative  quantity.  When  the  action  takes  place  in  a  series  of 
elements,  i.  e.,  in  more  than  one  pair,  then,  in  proportion  to  the 
number  used,  do  we  get  the  relative  effects  of  intensity.  More- 
over all  the  kinds  of  electro-magnetic  machines  yield  us  a  cur- 
rent of  peculiar  intensity^  although  from  a  single  galvanic  pair 
whose  simple  characteristic  is  qvaniity.  This  excellent  result  is 
obtained  by  the  power  electricity  possesses  when  passing  through 

a  parallel  and  approximat- 
ing wire,  particularly  when 
these  wires  are  wound  into 
coils  of  given  lengths ;  and 
still  more  is  the  greatness 
of  this  result  enhanced  by 
the  magnetic  power  that  is 
also  developed  and  exer- 
r..   ,o    ^,  *  *:  « ,.      ..u  , -u  ..     ^,      ciscd  simultaneously  in  the 

Fig.  18.    Electro-magnetic  Helix,  with  Vibrating  Elec-  ^  ^  -^ 

trotoue,  but  without  its  Battery.  SamC  dirCCtioU. 
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The  coil  or  helix  of  all  these  machines,  that  are  useful,  is 
made  pretty  much  on  the  same  principle.  A  stout  copper  wire 
is  well  covered  with  cotton  thread  and  varnish,  for  perfect  insula- 
tion ;  and  then  some  ten  to  fifteen  yards  of  this  is  first  wound 
into  a  coil,  (which  forms  the  inside  of  the  helix  of  every  such 
machine,)  so  as  to  allow  the  two  ends  of  this  coarse  wire 
coil,  which  is  but  a  part  of  the  helix,  to  connect  with  the  galvanic 
battery.  This  is  termed  the  indiicing  wire,  and  the  current  of 
the  battery  when  passing  through  this  inner  and  stouter  wire  is 
designated  the  inducing  current.  Indeed,  this  current  does  inr 
duce  the  additional  power  from  two  sources  —  the  one  from  a 
bundle  of  soft  iron  wires  or  a  piece  of  soft  iron  that  is  placed 
within  the  central  cylindrical  cavity  in  the  helix,  and  the  other 
power  from  the  outer  and  second  coil  of  the  helix,  that  will  soon 
be  described.  But  to  understand  as  we  go.  If,  now,  into  the 
interior  of  this  primary  coil  of  wire  there  is  inserted  the  piece  of 
soft  iron  or  the  bundle  of  wires  while  the  current  flows  through 
the  coil,  the  wire  or  iron  is  magnetized  by  the  power  of  the  cur- 
rent that  is  only  passing  from  the  battery  through  the  helix  and 
back  to  the  battery.  This  is  proved  by  the  visible  effects  on  a 
common  magnetic  needle  placed  under  the  wire,  but  very  close 
to  it ;  or  it  is  seen  the  better  by  a  galvanometer,  so  arranged 
that  the  current  passes  through  this  instrument,  when  it  is  found 
to  be  very  decidedly  increased,  because  there  is  added  to  the 
primary  current  of  the  battery  the  induced  current  from  mag- 
netic induction. 

To  finish  the  helix  as  it  is,  or  should  be,  there  is  wound  on  or 
over  the  bobbin  of  coarse  copper  wire,  that  we  have  just  been 
experimenting  with,  a  second  coil  of  fine  copper  wire  of  good 
quality,  that  is  also  well  covered  with  silk  or  cotton  thread  and 
varnish,  for  perfect  insulation  :  of  this  there  should  bo  at  least 
five  hundred  to  fifteen  hundred  feet,  closely  laid  in  the  same 
direction  over  the  coarse  inducing  wire.  When  thus  completed, 
the  two  ends  of  the  primary  or  coarse  inducing  wire  lead  to, 
and  connect  with,  the  battery.  The  two  ends  of  the  outer  sec- 
ondary fine  induction  wire  lead  to  binding  screws,  with  which 
the  electrodes  and  conductors  can  be  adjusted  so  as  to  lead  to 
the  patient. 
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It  has  already  been  shown  that  when  contact  is  made  with 
the  battery,  the  current  which  passes  through  the  inner  primary 
coarse  wire  determines  in  the  second  or  outer  longer  and  finer 
wire  an  instantaneous  current  at  the  moment  when  it  begins  to 
circulate,  and  another  equally  instantaneous  current  at  the  mo- 
ment when  it  ceases  to  pass.  Now,  here  is  the  peculiarity  of  this 
current  from  electric  induction;  i.  e.,  it  is  thus  always  instantar 
neous,  and  that  at  the  instant  the  inducing  current  starts^  and 
again  when  it  stops.  The  same  is  true  of  the  currents  of  mag- 
netic induction.  But,  fortunately,  the  magnetic  current  can  act 
not  only  instantaneously  and  simultaneously,  but  also  in  the 
same  direction  with  the  other  bits  of  currents ;  for  these  latter 
are  not  produced  whilst  the  soft  iron  remains  a  magnet,  but 
rather  only  when  it  gains  and  loses  its  magnetism.  The  demag- 
netization of  the  soft  iron  within  the  helix  machine,  therefore, 
must  have  the  same  effect  as  breaking  the  current  of  the  battery 
in  the  production  of  an  equally  instantaneous  current.  It  is 
clearly  understood,  then,  that  the  current  of  the  battery  which 
circulates  in  the  coarse  wire  of  the  helix  never  arrives  at  the 
patitnt.  It  is  only  the  induced  currents  (from  the  two  sources, 
namely,  from  the  within  magnetized  soft  iron,  and  the  without 
long  fine  coil  of  the  helix  that  is  rendered  electric  simultaneously 
by  the  mutual  action  of  the  battery  and  the  magnet)  that  are  felt 
at  the  electrodes.  The  galvanometer  indicates  exactly,  not  only 
the  existence  of  such  currents  as  being  only  and  always  instan- 
taneous, but  also  their  direction ;  for  if  we  compare  the  direction 
of  the  different  currents,  we  find  that  the  induced  current  — 
i.  e.,  the  one  in  the  fine  long  wire  that  leads  to  the  electrodes  on 
m^ing  the  circuit  —  is  contrary  to  that  of  the  current  of  the 
battery  ;  while  the  direction  of  the  one  on  breaking  the  circuit 
is  in  the  same  direction  with  that  of  the  battery.  We  therefore 
find  the  law^  that  these  kinds  of  currents  are  but  shocks,  of  only 
instantaneous  duration,  and  that  the  direction  of  each  alternate 
shock  or  current  is  invariably  and  necessarily  in  the  contrary 
direction. 

To  render  such  an  arrangement  available  as  a  kind  of  cur- 
rent, there  must  be  some  contrivance  for  breaking  and  making 
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the  original  or  induciog  current  of  the  batteiywith  the  greatest 
possible  rapidity  and  uniformity ;  and  this  is  most  beautifully 
accomplished  in  the  best  of  these  machines  by  the  "  trembler  "  of 
Dr.  Neef.  This  is  done  by  electro-magnetic  pover  acting  auto- 
matically on  a  magnet  of  soft  iron,  about  whicli  are  made  sev- 
eral coils  of  the  large  wire  that  forms  the  inner  coil  of  the 
^elix  and  connects  with  tlie  battery.  There  is  placed  over  the 
arms  of  this  miniature  magnet  a  silver  spring  that  is  faced  and 
loaded  like  a  hammer  with  a  small  bit  of  soft  iron.  This  spring 
TibrateSfWith  a  mere  hum  from  rapidity  between  the  tips  of  the 
magnet  and  the  end  of  an  adjustable  screw  at  its  back,  which 
is  also  tipped,  but  with  a  point  of  platinum  ;  and  this  strikes 
against  a  pin-head  button  of  platinum  attached  to  the  silver 
spring.  And  hero  is  the  most  delicate  point  in  the  whole 
apparatus.  These  platinum  points  should  be  riveted  to  their 
place,  but  never  soldered.  Tlio  solder  will  become  decomposed 
by  the  electric  spark  that  plays  there,  and  after  a  while  the 
machine  appears  to  be  uncertain,  or  even  worthless,  although 
perhaps  a  good  machine  in  every  other  respect.  The  author 
must  say  he  has  seen  not  a  few  of  such ;  and  not  only  so, 
but  he  has  often  found  the  apparently  good-sized  helix  stuffed 
with  something,  besides  a  thousand  feet  of  insulated  copper 
wire! 

But  to  return.  We  have  said  that  the  origi- 
nal current  of  the  battery  is  interrupted  by 
the  mi^netic  foree  of  attraction  and  repubion 
acting  upon  the  silver  spring,  which  is  inter-  J 
posed  so  a^  to  separate,  and  join  the  contact  I 
or  continuity  of  the  battery  wire.  The  bat- 1 
tery  current  renders  the  little  soft  iron  a  mag-  [ 
net,  and  this  attracts  the  spring-hammer,  and 
that  demagnetizes  the  little  magnet  whlcli  al- 
lows tlie  spring  to  fly  back  again;  and  thus  is 
the  current  made  and  broken  more  rapidly  and  uniformly  by  elec- 
tro-magnetic action  than  can  be  possibly  done  by  any  other  me- 
chanical arrangement  I  should  also  mention,  that  the /ace  of 
Uie  iron  on  the  spring  should  be  kept  clean  and  bright,  as  well 
13 
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as  the  ends  of  tlie  arma  of  the  little  magnet,  for  either  grease 
or  rust  will  stop  its  action.  The  contacts  must  all  be  carefully 
attended  to.  Much  power  is  often  lost  by  tliis  neglect,  hesides 
the  inconveuience  of  uncertain  action,  or  no  actiou  at  all. 

Go  wlicro  wo  will,  as  I  liave  said,  we  find  a  great  variety 
of  these  electro-magnetic  machines.     Nevertheless,  they  pos- 


sess in  the  mtun  generally  the  i^nnic  principlo.  and  about  the 
same  internal  arrangement  or  property  for  obtaining  in  a  more 
or  less  degree  an  intermitting-  and  alternating'  nirrnit  of  inlen- 
sitji,  simply  from  a  single  galvanic  battery  of  great  relative 
quantity, 

The  intensity  of  these  induction  currents  from  a  given 
machine  depends,  in  the  first  place,  upon  the  intensity  of  the 
battery  action.  If  tliis  is  any  way  feeble,  it  will  not  develop  a 
powerful  magnetism ;  therefore  the  extra  current  from  this 
source,  as  well  as  the  current  induced  in  the  second  or  outer 
wire  will  be  of  low  tension.     The  current  can  be  made  more 
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heating  and  chemical  by  using  a  large  and  active  battery  with 
strong  solution.  Of  course,  it  can  be  regulated  or  reversed  in 
this  respect,  even  to  the  lowest  degree,  by  lifting  the  metal  pair 
partly  out  of  the  fluid,  or  by  diluting  the  fluid,  or  both.  The 
intensity  of  the  current,  as  regards  tension,  can  be  graduated 
to  the  greatest  nicety  by  adjusting  the  soft  iron  or  the  bundle  of 
wires  that  can  be  more  or  less  pulled  out  of  the  end  of  the 
helix,  which  reduces  the  current,  while  pushing  them  in  increases 
the  current.  So  great  is  this  range  of  difference  that  it  is  ab- 
solutely necessary  to  graduate  the  current  in  this  way,  invaria- 
bly before  applying  the  moist  electrodes  to  the  patient. 

Another  important  point  is  to  have  the  machine  attached  to 
the  battery  invariably  but  one  way ;  and  it  is  better  to  have 
the  strongest  pole  always  come  to  the  right  hand  as  we  face  the 
machine.  We  then  can  keep  in  view  the  whole,  for  this  is  the 
negative  electrode,  and  the  point  where  the  current  always  leaves 
the  patient.  Of  course,  the  other  must  bo  the  positive  pole,  and 
where  the  current  always  enters  the  body  or  limb  of  the  patient. 
By  thus  accustoming  one's  self  to  operate  only  in  one  way,  it  is 
more  easy  to  keep  the  whole  story  of  "  current  direction  "  clear, 
while  the  mind  is  more  intent  on  the  anatomical  and  physiologi- 
cal phenomena  of  the  case.  It  is  easy  to  determine  which  is  the 
strongest,  and  hence  negative  electrode,  by  simply  pressing  the 
moist  wash-leather  or  sponge  of  each  electrode  into  the  palm 
of  each  hand,  and  particularly  if  so  as  to  cover  the  inner  edge 
of  the  adductors  of  the  thumbs,  which  will  respond  by  contrac- 
tion most  strongly  to  the  negative  electrode.  The  current 
should  be  strong,  and  the  moist  electrodes  should  be  exchanged 
from  hand  to  hand,  back  and  forth,  several  times,  until  this  is 
fairly  demonstrated  to  our  satisfaction.  But  we  must  always 
bear  in  mind  that  there  is  no  absolutely  positive  or  negative  pole 
to  any  of  these  electro-magnetic  apparatus.  Only  the  more 
slight  decompositions  can  be  effected  by  any  of  these  medical 
apparatus  ;  but  this  is  shown  at  both  poles  simultaneously,  and 
simply  more  at  one  than  at  the  other. 
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Moffneto-Electricity, 

Magnetthelectricity  is  a  term  used  to  designate  certain  indue* 
tion  currents  from  other  induction  currents  called  electro-mag- 
netic^—  these  latter  being  produced  by  the  electro-magnetic 
machine,  while  the  former  are  produced,  on  the  contrary,  by  per- 
manent magnets  which  are  called  magneto-electric  machines. 
This,  too,  was  the  result  of  Dr.  Faraday's  profound  researches. 
He  found  that  if  the  poles  of  an  ordinary  horseshoe  magnet 
be  approached  by  one  of  the  ends  of  a  copper  wire,  that  is 
thoroughly  insulated  and  wound  like  a  helix  around  a  wooden 
spool,  then  the  needle  of  the  galvanometer  which  is  in  the  cir- 
cuit is  immediately  deflected,  but  that  the  needle  soon  comes 
again  to  rest.  This,  he  observed,  was  repeated  ako  when  the 
end  of  the  wire  was  removed  from  the  pole  of  the  magnet,  and 
that  in  the  opposite  direction ;  and  then  again  the  needle  soon 
came  to  rest.  This  indicated  that  an  instantaneous  current  of  a 
given  direction  is  produced  when  the  wire  of  the  helix  approaches 
the  pole  of  the  magnet,  —  and  that  this  is  repeated,  but  in  the 
opposite  direction,  when  the  wire  is  receding  from  the  magnet. 
For  producing  a  succession  of  shocks,  so  as  to  make  up  a  cur- 
rent, the  magnet,  or  else  the  wire,  must  be  regularly  approached 
and  withdrawn  in  quick  succession.  To  bring  this  about  in  the 
most  effective  and  practical  manner,  there  is  hung  upon  a  shaft 
a  soft  iron  armature^  that  is  wound  on  both  arms  with  a  long  coil 
of  copper  wire  for  induction,  and  this  is  set  in  revolving  motion 
near  the  poles  of  a  large  and  fixed  permanent  magnet  by  means 
of  crank,  wheels  and  gearing.  This  is  kept  in  lively  motion  by 
some  person  turning  the  wheel,  the  which  turns  the  armatures 
some  eight  times  around  to  its  once,  and  the  armatures  thus 
passing  the  poles  of  the  magnet  twice  to  every  turn  of  it,  makes 
some  sixteen  shocks  to  every  turn  of  the  crank.  Every  time 
the  armature  coils  approach  and  pass  the  poles  of  the  great 
compoimd  permanent  magnet,  the  soft  iron  armature  is  mag- 
netized and  demagnetized,  and  thus  two  momentary  currents  of 
electricity  are  educed,  —  the  one  at  the  instant  of  approaching 
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and  magDGtiziag,  ttie  other  at  the  instant  of  passing  off  and  de- 
magnetizing. 

The    magneto-electric  machine  is   heavy  according    to  its 
power ;  but  it  is  in  a  box,  compact,  dry,  and  neat.     Its  inten- 


sity depends,  first,  upon  the  power  of  the  great  magnet,  whether 
single  or  compound;  second,  upou  the  size  of  the  wire  that  is 
wound  around  the  armature,  and  also  upon  the  number  of  its 
convolutions ;  third,  upon  tbo  exact  nearness  of  the  revolving 
armature  to  the  tips  of  the  poles  or  arms  of  the  great  magnet ; 
fourth,  and  finally,  upon  the  velocity  and  regidarity  with  which 
the  wheel  is  turned. 

In  this  machine  it  is  easy  to  arrange  a  spring  cut-off  on  the 
large  shaft  of  the  armature  so  as  to  strike  an  alternate  cog  of 
brass  and  ivory,  and  thxis  to  effectually  intercept  one  set  of 
the  shocks  that  make  up  a  one-way  current,  leaving  the  other 
to  pass  to  the  electrodes,  as  a  current  made  up  of  fine  shocks 
or  bits  of  currents,  but  all  in  one  direciion.  This  can  bo 
demonstrated  by  sliowing  decomposition  of  iodide  of  fjotaHninm 
or  starch  only  at  one  pole.  Thus  wq  have  not  only  an  induction 
current  with  a  nominal  pole,  but  here  are  the  positive  and  nega- 
tive poles  trull/  so  in  effect. 
13- 
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The  moet  wonderful  iTiagiicti>-eloctri<:  machine,  of  which  w6  J 
have  heard,  is  the  apparatus  arranged  by  Mr.  ITeidy,  of  Eng- J 
land.     Ill  his    machine  there  are  arranged  two  banks  of  per*  J 
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inanent  magnets,  each  of  which  is  two  feet  and  a  half  long^^ 
and  five  inches  broad  ;  each  is  made  of  extra  steel,  which  was  J 
long  and  laboriously  hammered.  The  induction  coils  on  i 
two  arms  of  the  pondcrons  i-evolving  soft  iron  arniatiire  con-  1 
tain  some  six  miles  of  insulated  copper  wire,  and  all  this  is  f 
driven  with  greatvelocity  and  regularity  bymaebincry  and  steam  J 
power.  It  is  said  that  tho  electric  power  of  tliis  apparatus  far"! 
exceeds  that  of  Rhumkorff's  eoil;  for  the  current  obtained  I 
from  tho  former  is  readily  sufficient  to  kill  a  man  or  an  ox'  \ 
instantly. 

The  physiological  effects  of  magneto-electric  currents  are  J 
produced  on  making,  as  well  as  on  breaking,  tlie  circuit;  but  i 
the  latter  are  stronger  than  the  former,  yet  not  to  so  great  a  I 
degree  as  between  the  make  and  break  in  the  battery  circuit  of  ■ 
the  electro-magnetic  currents.  Therefore,  when  employing  Far^  1 
addio  ciirrents  for  physiological  and  therajreutical  purposes,  ws  I 
are  allowed  to  take  into  the  account  merely  the  strongest  cup-  ] 
rent,  i.  e.,  those  induced  on  opening  the  current  of  the  battery  , 
in  electro-magnetism,  or  on  demagnetizing  the  armature  in-  I 
magneto^lectri  ci  ty . 
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If  we  want  to  avoid  the  incessant  change  in  those  currents, 
and  to  operate  rather  with  a  succession  of  currents  all  guided 
in  the  same  direction^  we  must  have  recourse  to  the  magneto-elec- 
tric machine,  as  this  has,  or  can  have,  an  arrangement  for  that 
purpose ;  while  the  automatic  action  of  the  battery  induction 
will  not  allow  of  any  such  provisional  arrangement. 

We  observe,  then,  that  Galvanic  currents  differ  from  Fara- 
daic  cutrents  in  the  following  respects  :  — 

First.  The  former  are  continuous  and  in  one  direction  ;  the 
latter  are  always  in  interruptions,  and  these  in  rapid  alternate 
directions  ;  but  as  the  terminal  shock  is  stronger  than  the  initial 
shock,  so,  when  taken  together,  they  make  a  stronger  current  in 
that  direction ;  and  hence  we  nominally  call  one  positive,  and 
the  other  negative,  although  in  fact  and  effect,  to  a  degree,  they 
are  both  alternately  positive  and  negative,  only  one  electrode  is 
stronger  than  the  other. 

Second.  When  the  .decomposition  of  water  is  brought  about 
by  the  galvanic  current,  the  hydrogen  appears  invariably  at  the 
negative  and  the  oxygen  at  the  positive  pole.  But  if  we  decom- 
pose water  by  Faradaic  currents,  this  is  not  the  case,  as  each 
pole  is  alternately  serving  first  for  the  positive  and  then  for  the 
negative  pole,  in  rapid  alternations,  so  that  both  hydrogen  and 
oxygen  appear  at  both  poles.  If  these  induction  currents  suc- 
ceed each  other  very  rapidly,  it  may  even  happen  that  both  gases 
appear  simultaneously  at  either  pole,  and,  both  being  in  a  nascent 
state,  they  combine  again  so  rapidly  to  form  water  that  the' re- 
sult is  as  if  the  water  was  apparently  not  at  all  decomposed  by 
these  induced  currents. 

Third.,  Another  evidence  that  the  Galvanic  current  and  Far- 
adaic current  are  not  alike,  is,  by  bringing  a  solution  of  the  iodide 
of  potassium  and  starch  into  the  circuit  of  each  ;  for  then  the 
blue  color  that  indicates  the  lft)eration  of  iodine  will  shortly  but 
moderately  appear  at  both  of  the  poles  of  Faradaic  currents ; 
while  by  the  Galvanic  current  we  notice  the  blue  color  quickly, 
and  only  at  the  positive  pole. 
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ELECTRODES  OR  POLES  FOR  MEDICAL  PURPOSES. 


Fig.  23.  Wire  Bniih  Electrode  for  samt  locsl  Piradiztition. 
"     24.  Sponge-lip  Glass  Electrode  for  Vagina. 
"    23.  Large  and  fine  Sponge  Klectrode  for  general  purpose*. 
'*    26.  Oulta-percha  Flexible  Electrode  fat  Faco,  Moutb,  and  Pancei. 
"     27.   Gulta-pwcha  and  Sponge-tip  Electrode  for  Utcnia  and  Rectum. 
>'     2B.   Metallic  Electrode,  heB<7  silver  plated,  OTal  tip. 


F.  8.  —  All  the  above  ahould  be  iccll  insulated,  neat,  and  durable. 
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Fig.  29,  Electrode  tm  the  Gar,  uid  othn  delicate  pnrpOM*. 
"    31k  Electrode  for  Threat  and  Faucea. 
"    SI.   Electrode  of  Silver,  for  the  Tongue. 
'■    33.  Handle  Electcade,  half  inaulated. 
"    33.  Handle  Electrode,  and  Metallio  Hollow  for  Sponge. 
"     31,   Olaae  Electrode  for  the  Eye. 
"     36.  Ball  Electrode  corcred  with  Wash-leather.     There  ue  l/utt  tizei  of  these, 

for  placing  orer  nerre-trunks. 
"    36.  Large  fine  Sponge  Electrode  with  Olaai  Handle. 

P.  8.  — NoElectrodeihouldbeosed  the  lecond  time  without  having  been  perfectly 
cleansed.  Tbte  ia  done  for  the  spongea,  in  (he  ficit  place,  hj  wann  water  and  soap  ; 
then  rinse  and  pass  them  through  dilute  chlorida  of  lodium,  or  dilute  muriatic  acid, 
«a;  one  part  of  the  chloride  or  acid  to  ten  parti  of  water ;  then  rinse  them  again, 
when  thej  will  be  aweet  aa  new. 
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A  view  of  GarraU'i  Portabia  Primary  Baitery,  for  medical  purposes,  eoDiiating  of 
1, 10, 26,  BO,  or  100  a4)<"t>'>'c  elements.    (Sm  page  114.) 


A  v[en  of  Httmbotdt't  Battery,  consisting  of  one  primarj-  element.    (See  page  113.) 
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CHAPTER    IV. 

ELECTBO-PHYSIOLOGY. 

Electro-Biology, 

The  researches  of  modern  physiologists  have  cleaily  shown 
that  all  organic  beings  arc  resolved  into  ultimate  cells,  and  that 
the  functions  of  growth  and  nutrition  are  performed  through 
these  cells.  Here,  then,  is  the  nucleus  and  sum  total  gf  life. 
But  the  great  French  physician,  Bichat,  says,  "  Life  is  the  sum 
of  those  functions  by  which  death  is  resisted."  Life,  in  its 
widest  signification,  says  Dr.  Alfred  Smee,  is  a  term  to  designate 
the  combined  functions  of  assimilation,  growth,  nutrition,  excre- 
tion, &c. ;  that  these  changes,  occurring  in  the  organization  of 
man,  constitute  the  vital  phenomena  of  life ;  that  these,  together 
with  the  action  of  the  senses,  of  thought,  memory,  reason,  word, 
and  deed,  are  consequently  subject  and  obedient  to  physical 
laws ;  and  that  the  functions  of  animal  life  are  alike  obedient  to 
the  fundamental  law  in  physics,  namely,  that  no  force  can  possi- 
bly be  generated  without  some  corresponding  equivalent  change 
in  matter.  This  is  demonstrated  in  man,  as  we  observe  after 
action  ;  for  there  is  an  increase  of  excretion,  with  greater  desire 
for  food  and  rest. 

With  regard  to  these  ultimate  cells  of  animal  bodies,  one  of 
the  most  wonderful  and  extraordinary  results  wliich  I  have  ob- 
served is,  the  action  of  electricity  by  induction,  as  obtained  in 
the  interrupted  to-and-fro  currents  of  electro-magnetism.  But 
to  study  them  in  tlieir  nicest  forms  we  often  must  have  recourse 
to  cases  where  they  are  found  to  exist  in  the  simplest  conditions. 
When  the  web  of  a  frog's  foot,  for  instance,  is  placed  in  the  field 
of  the  microscope  and  this  kind  of  current  is  directed  through 
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the  living  animal,  the  circulation  in  the  vessels  of  the  foot  tis- 
sues is  seen  to  stop  instantly,  as  if  by  magic.  The  current  of 
venous  blood  which  naturally  flows  from  the  capillaries  towards 
the  larger  veins,  as  seen  just  before,  not  only  stops,  but  also  soon 
begins  to  retrograde  slightly ;  while  the  current  of  arterial 
blood  (just  before  observed  as  flowing  in  the  smallest  ramifica- 
tion of  arteries  towards  the  capillaries)  is  seen  now  to  tend  a 
little  towards  the  capillaries,  and  even  to  be  drawn  into  them, 
while  the  capillaries  are  all  enlarged.  The  consequence  is,  they 
are  engorged,  as  we  also  can  see  them  under  the  skin  by  the 
naked  eye.  When  the  electric  current  is  withdrawn,  after  it 
has  been  running  for  about  a  minute,  the  blood  is  seen  to  move 
on  again,  flowing  in  its  natural  order,  both  in  the  veins  and  in 
the  arteries,  only  more  rapidly  than  before  the  trial,  and  the 
engorgement  soon  vanishes.  But  on  applying  the  electric  cur- 
rent again,  the  same  plicnomenon  is  reproduced.  The  action  of 
the  current  is  as  marked  upon  the  lymph  corpuscule  as  on  the 
common  blood  corpuscules  ;  and  this  we  hold  to  be  a  very  sig- 
nificant fact,  because  they  move  flowing  rather  along  the  side  of 
the  vessels,  and  are  therefore  less  acted  upon  by  the  vis  a  tergo 
of  the  heart's  action. 

But  we  may  be  asked.  How  do  Galvanic  or  Faradaic  currents 
act  upon  the  living  human  organism  ?  Or  rather.  What  are  th^ 
first  radical  effects  ?  Dr.  Alfred  Smce  thinks  the  surface  pole 
of  the  peripheral  battery^  in  his  scheme  of  nervo-electric  battery 
of  animal  life,  is  excited  to  increased  action,  inasmuch  as  when 
two  needles  are  placed  respectively  the  one  in  the  skin  and  fascia, 
while  the  other  is  plunged  deep  into  the  substance  of  the  live 
muscle  by  the  closure  of  a  conductor  between  them,  there  is  in- 
dicated by  the  galvanometer  a  decided  native  current.  But  this 
does  not  answer  the  question.  If  it  were  put  to  me  I  would 
say.  In  part  it  is  known,  but  in  part  we  do  not  know.  The 
every  where  present  vitality^  unknown  and  yet  seen,  in  all  parts 
of  living  bodies,  is  the  mainspring  of  life ;  but  as  no  one  knows 
what  that  is,  who  will  attempt  to  explain  it  ? 

M.  Matteucci  has  proved  that  there  exists  in  the  muscles  a 
material  which  is  highly  nitrogenous  and  acidj  while  in  the  blood 
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the  nitrogenous  materials .  are  alkaline^  and  the  nerves  are 
neutral.  The  voltaic  arrangement  of  the  human  body  consists  in 
animal  membranes  and  fluids,  with  nerve-fibres  for  connecting ; 
and  the  result  is,  the  most  exquisite  self-sustaining  battery  a]> 
rangement,  that  yields  a  kind  of  constant  voltaic  electricity, 
modified  by  vitality.  It  was  Philippo  Pacini,  an  Italian  physi- 
cian, who,  in  1830,  first  described  nerve-corpuscules,  or  appen- 
dages to  the  cutaneous  nerves,  as  found  particularly  at  the  wrist, 
elbow,  thigh,  and  intercostal  spaces,  and  also  in  the  solar  and 
sacral  plexusea  These  Pacinian  corpuscules  were,  possibly, 
noticed  as  early  as  1741  by  Lehmann,  which  he  termed  papUke 
nervosce.  In  each  of  these  corpuscules  there  is  a  terminal  nerve 
filament,  and  also  an  arterial  radical.  They  doubtless  have  to 
do  with  the  electro-nervous  battery,  as  a  whole  ;  but  what  their 
oflBce  is,  is  not  fairly  known.     (See  pp.  222,  264.) 

It  is  known,  moreover,  that  minute  cells  are  found  throughout 
the  gray  matter  of  the  brain,  which  may  be  supposed  to  be  the 
active  portion,  and  possibly  the  central  poles,  of  tlie  electro- 
nerve  power.  Here  the  requisites  of  arterial  blood  and  of 
nerves  are  supplied  in  the  greatest  abundance,  so  that  the  brain 
is  literally  nothing  but  nerve  fibres,  blood  vessels,  or  nerve  tubes. 
In  fact,  the  whole  of  the  white  layers  —  as,  for  instance,  the 
corpora  striata  —  are  mainly  nerve  fibrils ;  while  the  gray 
portion  is  mostly  supplied  with  blood,  and  that  in  a  truly  won- 
derful structure.  The  mechanism  is  here  complex  ;  yet  is  it 
still  more  and  more  beautiful  and  wonderful  every  step  we  take 
in  understanding  it  as  a  means  to  an  end,  designed  and  built  by 
the  all-wise  Architect  as  the  nicest  of  his  material  works. 

There  are  strong  reasons  for  believing,  says  Alfred  Smee,  in 
his  "  Electro-Biology,''  that  the  brain  is  a  double  organ,  and  that 
the  two  impressions — when  received  on  each  side  of  the  body  or 
limbs  —  give  but  one  idea  to  the  mind.  To  preserve  this 
doubleness  of  the  apparatus  —  that  is  to  say,  to  have  the  action 
in  duplicate  —  each  nerve  fibre  must  be  connected  with  a  cor- 
responding nerve  fibre  on  the  opposite  side  of  the  body.  Thus 
two  distinct  systems  of  brain  apparatus  arjC  formed,  of  which 
one  is  exactly  the  duplicate  of  the  other ;  so  that  any  action  on 
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the  one  side  is  matiifested  on  both  sides  alike.  Tlie  mode  of 
urrangemeut  appears  to  vary  iu  certaiii  parts ;  for  instaace,  as  in 
vision,  as  a  very  peculiar  coiitriranCG  is  seen  in  the  commissure 
of  the  optic  nerve.  Here  the  two  inner  portions  of  each  probably 
divide :  the  one  part  continues  in  its  course,  while  tlio  other 
crosses  over  to  its  neighbor.  In  this  way  the  sum  total  of  the 
field  of  vision  is  represented  on  each  side  of  the  brain.  To  a 
degree,  therefore,  it  must  bo  trua  that  the  actions  of  the  body 
have  a  definite  source  in  the  gray  matter  of  tlio  brain,  as  anato- 
my and  patliology  show.  From  these  facta  we  should  expect 
that  a  severing  of  the  peduncuU  cerebelU  on  the  one  side  would 
determine  a  motion  towards  the  opposite  —  a  fact  which  actually 
occurs  ;  "  for  of  all  the  singular  pliysiological  eflfects  which  can 
be  produced,  there  is  none  more  remarkable  or  instructive  than 
the  continued  whirling,  revolving,  or  rolling  motions  of  an 
animal  Ihus  injured,"  says  a  disUuguished  naturalist  of  the 
present  day. 

If,  then,  (as  it  seems  plausible  to  suppose,)  the  peripheric 
nerves  of  all  tlio  body  and  limbs  are  one  polo,  while  the  brain 
is  tlie  other  pole, —  i.e.  the  former  the  positive  and  the  other 
the  negative  pole  of  tlie  electro-nerve  circuit,  —  we  can  in  some 
measure  see  why  the  actual  transition  from  pleasure  to  pain  can 
be  so  near  and  sudden.  An  impression  cau  he  made  on  any 
part  of  the  body  with  more  or  less  pleasure  to  a  certain  pitch ; 
but  beyond  that  point,  pain  immediately  ensues,  which,  if  suf- 
ficiently increased,  can  be  followed  with  palsy :  this,  if  in- 
creased still  greater,  can  be  followed  with  death. 

If  a  very  minute  or  delicately  thin  piece  of  metal  be  placed  in 
a  glass  tube,  and  a  large  electric  current  be  now  passed  through 
it  hy  bringing  it  in  the  circuit  of  an  active  battery,  the  metal 
will  tlieu  be  likely  to  be  instantly  dissolved,  and  the  circuit 
might  not  be  readily  completed  by  that  route  again.  Dr.  8mee 
says  that  what  is  true  in  this  respect  of  such  a  pole  is  true  also 
of  litiuid  poles,  and  of  intervening  fluids.  Where  repair  is  con- 
stantly necessary,  as  it  is  in  the  brain,  a  very  strong  impression 
would  more  than  equal  the  ordinary  supply ;  and  this  action 
through  that  delicate  combination  and  medium  might  thus  be 
stopped. 
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The  eflFect  upon  the  brain  in  such  a  case  appears  to  amount 
to  more  than  exhaustion,  as  the  delicate  mass  appears  to  be 
damaged  permanently,  and  the  action  through  that  particular 
route  does  not  readily,  nor  yet  even  always,  again  take  place.  It 
is  on  this  ground,  doubtless,  that  strong  moral  emotions  some- 
times instantly  destroy  life ;  for  if  each  little  sub-battery  of 
ganglia,  or  of  periphery,  do  affect  the  great  central  nerve  bat- 
tery, so  that  a  very  strong  impression  made  on  the  brain  could 
influence  by  reflex  action  every  nerve  of  the  body,  then  if  this 
action  is  so  great  at  any  given  time  as  to  quite  exhaust  them, 
vitality  is  done,  and  life  must  necessarily  be  extinct.   See  p.  222. 

It  is  not  a  little  interesting,  says  Dr.  Smee,  in  his  Sources  of 
Physics^  to  notice  that  desire  in  mental  operations  is  similar 
in  all  respects  to  tension  in  the  voltaic  battery.  When  the 
desire  is  gratified,  it  ceases  for  a  time.  This  phenomenon  is  pre- 
cisely similar  to  an  exhausted  battery  in  which  an  arrangement 
exists  for  replenishing  the  exciting  fluid,  as,  in  this  case,  after 
a  time  the  battery  would  again  become  active  and  exhibit  ten- 
sion ;  and  this  is  the  same  as  desire  ungratified.  Hence  he  con- 
cludes, that  man  is  perfectly  free  to  act  in  any  manner  from 
external  impressions  ;  but  after  he  has  once  received  those 
impressions,  they  also  wonderfully  influence  his  future  course. 
When  the  moral  law  is  profoundly  impressed  on  the  brain  bat- 
tery, this  will  predominate,  control,  and  rule  each  specific 
instance  ;  but  if  feebly  impressed,  then  each  immediate  impres- 
sion is  not  controlled,  but  is  controlling,  and  then  the  indi-. 
vidual  acts  according  to  the  more  immediate  pleasure  or  pain. 

From  these  considerations  man  is  taught  that  his  mental  func- 
tions proceed  from  the  integrity  of  his  brain  organization.  If  it 
is  incomplete,  then  the  mental  phenomena  must  be  imperfect. 
A  skull  that  is  manifestly  incompetent  in  size  and  proportion  to 
contain  the  usual  entire  central  electro-nen'e  battery  indicates 
that  the  indivi^Jual  is  deficient  in  mental  power,  sinless  the  con- 
tained brain  is  fine  and  high-toned.  True,  we  sometimes  see 
perfectly-formed  skulls,  and  those  of  ample  size,  with  atonic  or 
atrophied  brains  inside ;  and  the  result  is  a  very  small  mental 
capacity,  or  even  idiocy.     Hence  the  author  cordially  concurs  in 
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the  deductions  not  only  of  Hugh  Miller,  from  pro-Adamite  nature, 
but  also  with  Dr.  Alfred  Smce,  upon  this  subject,  i.  e.  we  know 
from  the  very  organization  of  our  bodies,  that  we  are  immortal ; 
that  God  exists;  that  there  is  virtue  and  vice,  and  eternity 
with  its  conditional  rewards. 

Man,  in  every  age,  climate,  and  continent,  is  compelled  by  his 
very  construction  and  nature  to  believe  these  first  principles. 
That  which  is  infinite  must  not  be  limited ;  time  must  not  be 
confounded  with  eternity,  matter  with  space,  the  body  with 
tlie  soul,  nor  yet  material  actions  from  physical  causes  with 
God  and  his  special  providence.  Thus  are  we  taught  the  im- 
portance of  religion,  and,  a  fortiori^  the  absolute  necessity  that 
this  should  be  pure,  holy,  and  undefiled.  Let  the  teachers  of 
religion,*  and  the  teachers  in  all  departments  of  science,  rest 
assured^  says  Professor  Phelps,  of  Andover,  that  they  will  ap- 
proximate inevitably,  although  by  opposite  roads  and  methods, 
to  the  exact,  self-same  truths,  which  are  for  the  very  best  well- 
being  of  the  body  as  well  as  that  of  the  soul.  The  former  may 
influence  man  from  general  principles  to  control  each  specific 
act,  while  the  latter,  through  the  inflexibility  of  nature's  laws, 
trace  up  each  specific  impression  and  action  to  a  whole  under 
general  laws,  and  these  all,  if  they  be  true,  must  both  essentially 
and  minutely  agree. 

The  human  species  can  have  cognizance  not  only  of  single 
sentient  impressions,  and  of  combined  sentient  impressions,  but 
we  also  derive  a  single  idea  from  the  sum  total  of  all  the  im- 
pressions of  each  sense.  This  capacity  is  believed  to  belong  to 
man  alone,  and  is  consequently  a  proof  of  mental  power.  Now, 
this  is  found  most  beautifully  illustrated  in  those  practical  gal- 
vanic arrangements  for  obtaining  a  single  impression  from  a  mul- 
titude of  separate  actions.  It  is  only  necessary  there  to  connect 
all  the  combined  voltaic  arrangements,  so  as  to  act  as  a  single 
battery,  which  will  then  exhibit  action,  whether  one,  a  part,  or  all 
the  separate  batteries  are  excited.  It  is,  moreover,  imperatively 
necessary  to  assume  a  mechanism  in  man,  which  shall  collect 
the  ultimate  combinations  of  the  respective  senses  into  one 
whole,  and  this  is  inferred  from  voltaic  laws,  and  is  believed  to 
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be  found  complete  in  the  structure  of  the  brain ;  for  it  is  now 
manifest  that  almost  every  structure  and  arrangement  here 
found  may  be  nearly  imitated  by  Tolt^c  arrangements,  combi- 
nations, and  manifestations. 

Muscular  motion  consists  in  a  change  in  the  arrangement  and 
composition  of  the  matter  contained  within  the  ultimate  fibres, 
so  that  they  become  sliorter,  aud  consequently  thicker  and  wider 
in  diameter ;  and  simply  this  is  contraction,  and  this  latter  moves 
the  limbs.  Nerves  are  distributed  to  all  the  muscles  ;  but  this 
supply  is  in  a  very  unequal  degree.  The  termination  of  the  lai^r 
muscle  nerves  appears  often  to  abut  on  many  muscle  fibres,  and 
also  to  be  in  loops,  running  likewise  transversely  to  the  general 
^  course  of  tlie  muscle  fibre.     Each  of 

these  muscle  fibres  is  completely  en* 
veloped  by  tlie  minute  blood  vessels 
which  run  parallel  with  them.  This 
admirable  arrangement  of  the  capil- 
laries yields  the  abundant  supply  of 
bright  arterial  blood,  so  necessary  for 
the  manifestation  of  muscular  motion ; 
as  contractions  evidently  ensue  from 
changes  taking  place  in  the  material 
in,  of,  aud  about  the  ultimate  fibre  by 


which  is  pouibl;  pio- 


the  fourlh  18 

2.  A  nerve-fibril  from  the  brain,  shuwing  a 
duced  by  ttaution  or  pressure. 

3.  A  nenif-fibril  highly  magnified  to  show  it>  structure  —  a  tubular  fonn  euntaiaing 
the  neurine  tnai;  coiiBiiting  of  cells  embedded  in  soft  granular  tnBleiial,  which  appean 
to  serre  as  a  simple  bond  of  connection  bctneen  them.  These  cells,  says  T)x.  Druitt, 
vary  in  size  framoncone-tbousandCbtoouc  fire-thousandth  of  anincb  in  diameter.  They 
are  of  a  reddiah-gray  color,  and  are  composed  of  a  capsule  containing  a  granular  pulp 
and  a  true  nucleolated  nucleus  that  is  adherent  to  the  inner  surfjice  of  the  iniestiiig 
capsule.    The  contents  of  the  nucleus  are  aimilar  to  the  contents  of  the  parent  cell. 

4.  A  nerrc-cell,  highly  ma^ified,  showing 


nucleu 


ackohtt. 


6.  A  nene-cell  from  which  several  caudate  processes  arc  given  otf.    Nervc-cella  aj 

7.  Shows  the  third  constituent  of  the  medullary  masses,  mere  granules,  or  atill  moi 
minute  cells  j  these,  in  the  cerebral  fibres,  aie  in  greamt  nutobets,  of  difierent  diet  u 
often  nucleated. 
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a  nervo-voltaic  process ;  and  also,  perhaps,  by  artificial  galvan- 
ism. Dr.  Smee  says,  considering  the  vast  power  of  muscular 
fibre  produced  simply  from  the  apparently  small  amount  of 
voltaic  force,  it  appears  as  if  muscle  is  a  kind  of  minute  com- 
pound voltaic  battery  of  membranous  cells, — just  such  as, 
indeed,  we  make  use  of  in  electro-metallurgy  for  obtaining 
many  equivalents  of  results  from  one  equivalent  of  force.  We 
find  alternate  minute  blood  vessels  and  ultimate  sarcous  fibre, 
every  alternation  of  which  might  be  interpreted  as  one  voltaic 
cell. 

It  is  become  a  current  opinion  among  physiologists  that  a 
muscular  contraction  ensues  from  an  intermittent^  natural  nervo- 
electric  current.  This  is  demonstrated  on  the  leg  of  an  animal 
by  vivisection :  if  we  cut  all  the  muscles  of  the  limb  of  one 
kind,  as  all  the  flexors,  for  instance,  or,  leaving  them  entire, 
and  cutting  across  all  the  extensors,  then,  by  applying  the  con- 
tinuous steady  current  of  galvanism,  we  obtain,  and  even  main- 
tain, a  continuous  contraction  for  flexion  or  extension ;  i.  e.,  as 
long  as  the  current  flows.  This  muscular  action  is  repeated  as 
often  as  is  the  electric  current. 

M.  AmpSjre  lays  down  the  law  that  each  atom  of  matter  pos- 
sesses an  electricity  proper  to  itself;  that  this  may  be  either 
positive  or  negative,  and  that  in  a  state  of  equilibrium,  for  it 
is  always  surrounded  by  an  atmosphere  of  electricity  of  a  con- 
trary nature  to  its  own,  which  disguises  the  latter.  But  this 
may  not  be  invariably  true.  M.  Berzelius  held  that  each 
atom  has  two  electric  poles,  —  one  positive  and  the  other  nega- 
tive,— which  most  beautifully  illustrates  and  unravels  indeed 
many  chemical  and  electro-chemical  phenomena.  M.  De  la  Rive 
admits  that  each  molecule  not  only  has  two  electric  sides,  but 
also  a  natural  polarity. 

Setting  out,  then,  from  this  primitive  law  of  the  polarity  of 
the  atom,  it  is  easy  for  us  to  deduce  from  it,  according  to  the 
known  laws  of  electricity,  the  manifestations  of  bodies  under  the 
action  of  closed  electric  currents.  But  we  must  observe  that 
all  philosophers  agree  in  recognizing  the  difference  between  the 
chemical  atom  and  the  physical  molecule;  i.  e.,  that  the  mole- 
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cule  is  only  an  agglomeration  of  a  greater  or  less  number  of 
atoms. 

When  we  take  into  consideration  the  general  alterations  occur- 
ring in  the  brain  as  well  as  in  all  the  body,  it  by  no  means  follows 
that  exactly  the  same  change  in  degree  or  kind  occurs  in  both. 
This  includes  that  vastly  comprehensive  subject  of  waste  and 
repair;  for,  as  says  a  philosopher,  "  wo  can  no  more  obtain  light 
without  consuming  oil,  or  its  equivalent,  or  heat  without  the 
combustion  of  fuel,  and  that  too  with  the  product  of  soot  and 
ashes,  than  we  can  obtain  animal  force  without  the  creature 
receiving  food  and  excreting  the  debris."  Bright  arterial  blood 
must  flow  throughout  the  whole  from  pole  to  pole,  i.  e.,  from 
the  centre  to  the  surface  corpuscules,  and  so  to  the  stations  of 
ganglia  and  to  the  brain.  The  electrolyte  of  both  extremities 
of  these  nerve  routes  is  liquid,  and  as  healthy  serum  contams 
neutral  salts,  it  is  under  all  the  better  state  for  exactly  such 
electrical  puiposcs,  minus  vitality. 

It  is  a  law  of  the  voltaic  circuit  that  no  polarity  can  occur 
unless  there  be  some  difference  in  the  two  poles,  eitlier  in  refer- 
ence to  their  individual  power  of  combining  with  oxygen,  or 
from  other  circumstances  that  places  them  in  different  relations, 
such,  at  least,  as  variations  in  temperature,  in  extent  of  surface, 
in  state  of  surface,  or  in  their  fluids  having  a  different  affinity 
for  the  given  pole.  Now,  when  we  have  a  difference  even  in  any 
one  of  these  respects,  then  we  as  certainly  have  a  voltaic  circuit, 
determined  from  that  pole  which  renders  most  capable  for  com- 
bining with  oxygen. 

In  reference  to  the  changes  taking  place  between  the  elements 
of  protien,  which  is  largely  contained  in  muscles,  Liebig  says, 
the  elements  of  protien,  starch,  oxygen,  and  water  undei^ 
transformation  together,  and  mutually  affect  each  other.  We 
obtain,  as  the  product  of  this  metamorphosis,  urea,  choleric 
acid,  ammonia,  and  carbonic  acid ;  and  besides  these,  no  other 
product  whatever.  We  here  have  the  chief  constituents  of 
animal  secretions  and  excretions,  viz.,  carbonic  acid,  as  elimi- 
nated by  the  lungs,  urea  and  ammonia  by  the  kidneys,  and 
choleic   acid  secreted   and   eliminated  by  tlie  liver  into*  the 
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duodenum,  and  from  thence  out  of  the  body.  Now,  all  these 
changes  appertain  to  the  peripheral  nerve  batteries,  from  whence 
comes  our  main  source  of  physical  power.  Other  transforma- 
tions are  also  going  on  at  the  brain  pole,  particularly  those  in 
the  gray  substance,  where  phosphorus  and  red  blood  are  most 
profusely  provided ;  for  certain  it  is  that  mental  labor,  or  a  nerve 
exhaustion  from  any  cause,  always  loads  the  urine  richly  with 
phosphates.  Now,  this  change  of  matter  causes  a  continual 
waste,  and  demands  a  new  supply ;  indeed,  .if  not  supplied 
or  remedied,  that  individual  will  rapidly  dilapidate.  The 
changed  matter,  which  has  become  the  cfiFete  material,  will  clog 
the  system,  and  interfere  with  the  nervo-voltaic  actions,  or  over- 
tax the  particular  organs  that  continue  to  eliminate  it.  Organic 
disease  will  soon  follow  the  functional  derangement.  This  is 
sometimes  a  great  perplexity  to  the  physician  ;  but  what  is  dif- 
ficult for  us,  Nature  effects  systematically  and  with  the  greatest 
'  perfection,  particularly  if  wo  aid  her. 

We  perceive  that  the  blood  absorbs  the  carbonic  acid  just  as 
soon  as  formed  within  the  capillaries,  from  the  galvanic  results, 
and  now  it  is  called  venous  bloody  as  it  sets  out  with  this  its 
normal  freight,  washing  it  along  to  the  lungs  to  be  exhaled. 
Urea  is  also  absorbed  by  the  venous  blood,  and  carried  rather  to 
the  kidneys,  while  the  choleic  is  cast  off  through  the  corpus- 
cules  of  the  liver.  If  the  first  important  process  be  stopped 
but  for  five  minutes,  death  is  the  result.  If  the  second  is 
stopped  for  five  days,  life  may  be  extinguished.  If  the  third 
be  actually  stopped  still  longer,  shorter  in  some  than  in  others, 
and  that  in  proportion  to  the  vicarious  actions,  life  dies 
down  inevitably  to  extinction.  This  proves  that  the  animal 
battery  for  animal  electricity  must  be  kept  clean ;  the  batteries 
must  be  recharged^  on  and  on,  by  taking  suitable  food  and  med- 
icine, and  we  must  as  regularly  and  faithfully  eliminate  the 
resulting  debris. 

.The  actual  bearing  of  these  investigations,  I  need  hardly 
state,  in  the  way  of  both  general  and  special  principles  in  this 
department  of  medicine,  is  in  the  highest  degree  instructive. 
It  shows  that  in  whatever  process  or  function  of  the  human 
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body  the  blood  is  most  essential,  these,  nothing  less  than 
true  voltaic  or  animal  electric  actions  and  life  force^  must  also 
have  an  influence.  Furthermore,  since  it  is  self-evident  that 
the  circulation  of  the  blood  has  thus  to  do,  more  or  less,  with 
every  operation  of  the  living  body,  I  will  only  add  that  these 
experiments  and  considerations  demonstrate  the  vast  importance 
of  employing  artificial  electricity,  if  possible,  as  a  co-worker 
with  nature* s  similar  actions  in  our  organisms  as  a  rational, 
natural,  and  extensive  remedial  agent. 

"  Hallerian  Irritability  "  and  Electro-physiological  Experiments. 

Humboldt,  in  his  Cosmos,  has  called  astronomy  the  science 
of  the  universe  without;  but  here,  as  a  philosopher  remarks,  we 
are  observing  the  no  less  suggestive  and  astonishing  phenomenon 
through  electro-physiology,  viz.,  the  science  of  the  universe 
within.  As  we  have  already  shown,  the  sum  total  of  the  entire 
apparatus  of  human  life  is  but  a  due  balance  of  forces  acting 
and  reacting  as  an  elastic  equilibrium  which  thus  continues  dur- 
ing health,  but  with  an  ever-varying  and  natural  fluctuation, 
produced  from  impressions  necessarily  made  from  the  world 
without,  upon  or  through  the  peripheric  ncrvc-pole,  or  else  upon 
the  inner  ncrvc-pole  from  the  same  source,  or  else  from  ideas 
therein  generated. 

Dr.  Francis  Glisson  appears  to  have  been  the  first  to  use  the 
word  "  irritability  "  in  a  physiological  sense.*  But  he  ascribed 
an  irritability  proper  to  all  the  tissues  of  the  human  organism, 
even  to  the  fluids  and  bones  ;  and  thus  "  motiva  ftbrarum  facuU 
tas^nisi irritabilis  foret^  vel perpetuo  qnic secret  vel perpetuo idem 
ageret.  Actionem  igitnr  earum  varietates  et  differentice  earutir 
dem  irritabilitatem  dare  demonstrant,*^  But  the  great  Ilaller 
was  the  first  to  declare  the  vis  viusculosa  insita;^  i.e.,  a 
property  inherent  in  the  muscular  fibre  that  is  capable  of  being 
excited  to  contraction,  independent  of  any  immediate  instru- 


♦  Tractatus  de  Ventriculo  ct  Intestinis.    Batavor,  1691,  p.  168. 
t  Elcmenta  Fhysiologia>,  vol.  iv.  lib.  xi.    Lusanns,  1762. 
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mentality  of  a  nerve  whatever.  This  raised  the  question,  "  Are 
the  motor  nerves  absolutely  necessary  to  bring  about  muscular 
contractions  and  motions  ?  "  We  must  be  reminded  that  Haller 
was  the  first  to  make  the  nice  distinction  between  the  functions 
of  motion  and  the  functions  of  sensation^  while  Sir  Charles  Bell, 
in  later  years,  was  the  first  to  make  the  anatomical  demonstra- 
tion of  a  difference  in  the  organs  for  producing  motion  and 
sensation ;  i.  e.,  to  show  that  there  are  sentient  nerves  and  motor 
nerves.  According  to  Haller,  irritability  and  sensibility  are 
properties  totally  unlike  and  independent  of  each  other.  He 
claimed,  in  short,  that  the  nerves  do  not  possess  the  slightest 
degree  of  irritability,  since  they  are  never  put  in  motion  them- 
selves, whatever  be  tlie  stimulus  that  is  applied  to  them.  He 
termed  irritable  the  muscular  fibre,  and  whatever  of  the  human 
organism  that  contracts ;  i.  e.,  that  shortens  from  being  touched 
by  any  foreign  body.  On  the  contrary,  he  termed  sensitive 
the  nervous  fibril,  and  whatever  of  the  human  organism  that  on 
being  touched  by  a  foreign  body,  transmits  to  the  mind  the  im- 
pression of  contact,  whether  pleasurable  or  painful ;  and  that 
sensibility  is  a  property  which  ceases  with  life.  That  irritability, 
on  the  contrary,  is  to  be  observed  for  a  certain  time  after  life 
has  become  extinct.  That  if  motion  be  brought  about  through 
the  instrumentality  of  the  nerves,  it  is  only  by  their  conducting 
the  orders  of  the  will^  viz.,  volition  to  the  muscles. 

This  creed  of  Haller,  upon  which  the  medical  world  has  ever 
since  been  divided,  was  first  opposed  by  Dr.  Muzer,  a  distin- 
guished German  physician.*  He  first  proved  that  there  are 
nerves  in  all  muscular  organs,  and  maintained  that  the  nerves 
are  the  only  excitors  of  muscular  motion.  After  the  galvanic 
discovery,  this  of  all  questions  was  taken  up  afresh  by  both 
parties.  (These  items  are  introduced  here  because  they  have 
a  direct  bearing  upon  the  subject ;  besides,  we  must  be  reminded 
that  this  question  of  Hallerian  irritability  is  the  "  shading  and 
light "  of  almost  all  the  works  given  by  the  very  distinguished 
names  we  are  to  consult.)    One  party,  at  the  head  of  which  was 

*  Elite  Qninde  einer  Physiologie.    Leipaig,  1771. 
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Galvaiii,  Volta,  and  Valli,  contended  that  muscular  contrac- 
tions were  rendered  most  strong  from  the  immediate  contact  of 

the  metallic  stimulus  to 
*  the  cut  and  raw  surface 
of  the  muscle,  without 
touching  the  nerve.  But 
others,  as  Baron  Humboldt 
and  Dr.  Fowler,  thought 
that  such  test  could  never 
^give  a  fair  solution  of  the 
question  since  it  is  almost 
impossible  to  eradicate  all 
nerve  fibrils  from  muscle 
fibres.  They,  therefore, 
were  led  to  conclude  that 
irritability  is  a  property  of 
nerve  and  muscle  as  a  compound  structure. 

Dr.  Marshall  Hall  announced  the  same  opinion  some  fifty 
years  afterwards.f  Whether  the  property  of  irritability  belongs 
to  the  pure  and  isolated  muscular  fibre,  or  to  the  muscle  fibre 
combined  with  the  nerves,  he  thouglit,  could  not  be  positively  de- 
termined by  distinct  experiment ;  and  that  irritability  belonged, 
in  all  probability,  to  the  compound  structure. 

Tlie  law  of  Valli  and  Bitter,  which  is  a  confirmed  fact  in 
pathology,  is  in  truth  the  greatest  hindcrance  to  determining 
this  yet  unsettled  question.    That  law  is,  "  The  nerves  ma?/  die  in 


Fig.  49.  A  View  of  Elementary  Fibras  of  Voluntary 
Muscle*;  i.  e.,  of  animal  life,  magnified  three  hundred 
diameters,  showing  a  cleavage  under  strain,  both 
length  wiM  and  transTerse.  This  also  shows  that  lame- 
ness from  strained  mutda  may  result  firom  ruptured 
fibres.* 


♦  1.  The  longitudinal  cleaTage,  also  showing  the  molecular  structure. 

2.  The  transverse  cleavage. 

3.  Incomplete  fracture  of  a  muscle  fibre,  following  the  opposite  surfaces  of  a 
disk,  which  stretches  across  the  interval,  and  retains  the  two  fragments  in  connection. 

4.  Shows  another  disk,  nearly  detached,  as  often  seen. 

5.  A  detached  disk  of  molecules,  still  more  highly  magnified,  showing  the  sarcous 
element  of  muscle  fibres. 

6.  FibriUiB  separated  by  the  effects  of  violence  from  each  other  at  the  torn  end  of 
the  muscle  fibre. 

7.  8.  The  two  appearances,  commonly  observed  under  the  microscope,  by  the  single 
FibriUdf,  At  7  they  are  more  highly  magnified  and  appear  rectangular ;  but  at  8  the 
borders  are  rounded,  and  the  spaces  are  bead-like. 

t  Cyclopaedia  of  Anatomy  and  Physiology,  vol.  iii.  p.  29,  1847. 
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a  direction  from  the  centre  towards  the  periphery  ;  "  i.  e.,  the 
large  nerve  trunks  sometimes  are  annihilated,  as  from  a  central 
lesion,  before  the  branching  twigs ;  and  therefore,  while  the 
trunk  of  a  nerve  may  have  lost  all  excitability,  still  the  fine  ulti- 
mate nervous  fibrils,  that  so  minutely  ramify  the  muscular  ti^ 
sue,  may  have  as  yet  retained  more  or  less  of  their  susceptibility 
to  an  adequate  stimulus.  M.  Claude  Bernard,*  of  Paris,  has  re- 
cently removed  a  great  objection  to  the  Hallerian  irritability,  as 
is  thought ;  for  he  shows  that  the  motor  nerves  lose  their  excita- 
bility from  the  centre  to  the  periphery  only  in  case  they  have 
been  previously  separated  from  their  nervous  centre.  When  the 
sciatic  nerve  has  been  cut  oflF  from  its  connection  with  the  spinal 
cordy  severe  galvanization  of  the  trunk  of  that  nerve  will,  after 
a  given  time,  cause  no  more  contractions  in  the  muscles  ;  but  if 
we  now  transfer  the  galvauizing  to  the  branches  of  the  nerve  in 
the  muscles,  and  near  the  periphery,  some  contractions  will  still 
be  brought  about.  But  if,  on  the  contrary,  the  nerve  had  not 
been  cut  or  otherwise  severed,  but  had  remained  still  in  its  nor- 
mal connection  and  physiological  relation  with  the  spinal  cord, 
quite  difierent  phenomena  are  observed :  the  nerve  now  loses  its 
properties  in  the  inverse  ratio ;  i.  e.,  from  the  periphery  towards 
the  centre.  If  the  crural  nerve  of  a  frog  is  laid  bare,  and  no 
more  contractions  are  excited  by  galvanizing  the  nerve  in  or 
near  the  muscles,  still  are  contractions  produced,  if  the  galva- 
nizing is  done  near  the  cord ;  and  if  the  whole  nervous  trunk  has 
lost  its  excitability,  contractions  can  even  then  be  brought  about 
by  galvanizing  the  anterior  root  of  the  nerve  near  the  spine.  It 
is  in  tliis  way  that  the  nerves  lose  their  excitability,  if  animals 
die  either  from  hemorrhage  or  from  woorara.  This  can  be  illus- 
trated by  taking  a  frog,  and  first  cutting  the  lumbar  nerves  on 
the  right  side,  then  let  the  animal  be  poisoned  by  woorara. 
Now  we  shall  observe  that  the  nerves  lose  their  excitability  in 
the  direction  from  the  centre  outward  to  the  periphery  on  the 
right  side,  where  the  nerve  was  cut ;  but  on  the  other  side  of 
the  frog  the  nerves  die  in  the  direction  from  the  periphery 


*  Lemons  sur  la  Fhysiologie,  Farisi  1858|  vol.  i.  p.  193. 
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towards  the  centre  —  i.  e.,  where  the  connection  of  the  nerves 
was  intact.  Therefore  the  terminal  branches  of  the  nerves  are 
presumed  to  be  the  first  which  are  destroyed  by  the  poison  of 
woorara ;  and  as,  in  spite  of  this  destruction  of  the  properties  of 
these  terminal  nerve  fibrils,  the  muscles  still  show  a  ready  re- 
sponse to  the  galvanic  stimulus,  the  existence  of  the  Hallerian 
irritability  is  claimed  to  be  proved. 

Mr.  Bowman,  of  King's  College  Hospital,  London,  has  arrived 
at  what  he  claims  to  be  equally  unanswerable  conclusions,  but 
in  quite  a  different  way.  He  appeals  to  direct  microscopical 
observations,  made  on  living  fragments  of  the  elementary  fibres 
of  voluntary  muscles,  which  he  had  entirely  denuded  and  insu- 
lated from  every  vestige  of  other  substance,  whether  nerve  or 
vessel,  so  that  he  had  nothing  but  the  pure  muscular  fibre.*  He 
observed  that  if,  by  design  or  accident,  a  particle  of  foreign  mat- 
ter was  included  in  the  field  of  the  microscope,  so  as  to  be  seen 
to  touch  the  side  of  the  fibre  at  a  smgle  point,  the  fibre  there 
exhibited  a  contraction,  that  was  limited  to  the  point  so  touched, 
and  not  involving  the  whole  muscular  substance.  Hence  Mr. 
Bowman  concludes  that  the  muscles  do  possess  an  irritability 
proper,  capable  of  being  brought  into  action  by  a  stimulus  topi- 
cally applied.  It  is  obvious,  says  Dr.  Althaus,  that  this  observa- 
tion of  Mr.  Bowman  is  of  paramount  importance,  and  that  it 
greatly  contributes  to  decide  this  question. 

M.  Claude  Bernard  undertook  another  series  of  experimental 
researches  on  the  physiological  action  of  the  woorara  poison, 
which  also  throws  light  directly  upon  this  subject.  He  took  two 
prepared  frogs,  and  poisoned  one  of  them  by  inserting  under  the 
skin  a  small  bit  of  the  woorara.  At  the  end  of  five  or  six  min- 
utes the  frog  ceased  to  show  signs  of  life,  and  the  poison  was 
then  withdrawn,  and  a  galvanic  current  caused  to  traverse  a 
portion  of  the  lumbar  nerve  of  each  of  the  frogs  alternately. 
The  muscles  of  the  frog  which  had  not  been  poisoned  were  im- 
mediately seen  to  show  a  powerful  contraction,  but  not  the 
slightest  twitching  occurred  in  the  other  frog.     But  when  the 

*  Dr.  Althaus  on  Medical  Electricity,  London,  1859,  p.  129. 
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electrodes  were  applied  directly  to  the  muscles^  both  frogs  suf- 
fered commotions,  and  it  even  appeared  that  the  poisoned  frog 
preserved  the  property  of  suffering  contraction  from  the  stimu- 
lus/or a  longer  time  than  the  one  which  had  not  been  poisoned. 
This  is  claimed  by  some  as  very  conclusive  evidence  of  the  actifal 
existence  of  an  irritability  proper  of  muscles.  But  M.  Eckhard 
objected  to  this  conclusion,  as  it  was  not  quite  certain  that  the 
last  ramification  of  the  nerves  were  thus  totally  paralyzed. 

Dr.  Althaus  says  the  following  experiment  satisfies  his  mind 
that  the  motor  nerves,  and  those  only,  are  first  killed  by  this 
poison :  He  securely  ties  the  crural  artery  and  veins  up  on 
one  side  of  the  animal,  so  that  the  circulation  of  the  blood  in 
that  limb  is  stopped.  The  animal  is  then  poisoned  by  inserting 
a  small  quantity  of  woorara  under  the  skin  on  the  body.  If, 
then,  the  motor  nerves  of  the  animal  be  tested  by  galvanism  a 
short  time  afterwards,  it  becomes  evident  that  all  the  nerves 
have  lost  their  integrity,  with  the  exception  only  of  the  crural 
nerve  of  that  side  where  the  vessels  have  been  tied.  This  nerve, 
however,  when  galvanized,  still  sets  the  muscles  in  play.  But  if 
the  electric  stimulus  be  directed  to  the  muscular  substance  it- 
self, contractions  may  be  obtained  in  all  the  muscles  of  that  limb ; 
and  the  contractile  power  of  those  muscles  the  nerves  of  which 
have  been  poisoned  will  last  even  longer  than  those  which  have 
not  been  so  poisoned,  in  consequence  of  the  stoppage  of  the 
blood  circulation.  He  mentions  in  this  connection,  also,  some 
microscopic  observations  of  Dr.  Wundt,  which  also  go  to  show 
the  irritability  proper  of  the  muscles.  He  saw  that  when  the 
circuit  of  a  galvanic  battery  was  closed,  embracing  the  muscular 
tissue  that  was  in  the  field  of  the  microscope,  the  fibres  were 
shortened,  and  that,  after  the  contraction  produced  by  the  com- 
mencement of  the  current  had  passed  off,  the  fibres  were  still 
shortened  ;  i.  e.,  they  did  not  immediately  regain  their  previous 
length  while  the  current  was  running,  but  remained  somewhat 
shorter  for  several  minutes.  If  the  circuit  was  then  opened 
again,  there  was  a  difference,  in  proportion  as  a  contraction  was 
produced  or  not.  When  there  was  no  contraction  at  the  cessa- 
tion of  the  current,  the  muscular  fibres  immediately  regained 
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their  previous  length  ;  but  if  there  was  a  contraction,  the  fibres 
appeared,  after  the  contraction  had  passed  off,  to  be  even  longer 
than  at  first.  Dr.  Althaus  concludes,  therefore,  that  the  inher- 
ent muscular  irritability  has  been  fairly  proved,  — 

First.  By  the  microscopic  observations  of  Mr.  Bowman,  show- 
ing at  least  a  partial  contraction  of  muscular  fibres,  which  he 
concludes  to  have  been  entirely  isolated  from  every  vestige  of 
extraneous  tissue. 

Second.  By  the  peculiar  experiments  of  Bernard,  KoUiker 
and  himself,  by  means  of  woorara,  which,  he  assumes,  does  kill 
the  motor  nerves,  while  it  leaves  the  muscles  intact. 

Third.  By  the  microscopic  observations,  also,  of  Dr.  Wundt, 
which  show  an  action  of  the  closed  continuous  current  upon  the 
muscular  fibre  when  the  electrodes  are  applied  directly  to  the 
muscles  ;  but  no  such  action  is  obtained  if  the  stimulus  be  con- 
veyed to  the  muscles  through  the  nerves.* 

Thus  it  is  evident,  he  says,  that  by  the  electric  current  the 
molecular  equilibrium  of  the  muscles  may  be  directly  disturbed 
just  as  absolutely  as  the  molecular  equilibrium  of  the  nerves ; 
for  as  soon  as  the  equilibriimi  of  either  motor-nerves  or  muscles 
is  disturbed,  contractions  in  eitlier  case,  or  both  cases,  are  ob- 
served. But  the  contraction  produced  by  applying  the  electric 
current  directly  to  the  contractile  tissue  of  the  muscles  presents, 
however,  certain  peculiarities  whicli  are  important  to  be  noticed. 
If  the  current  be  directed  to  a  motor  nerve,  the  whole  substance 
of  all  the  muscles  which  are  animated  by  that  nerve  enters  into 
simultaneous  contraction.  But,  on  the  contrary,  if  the  current 
be  applied  directly  to  a  muscle,  then  only  those  fibres,  or  only  a 
part  of  a  muscle,  are  observed  to  contract  which  are  actually 
traversed  by  the  current.  lie  says,  if  we  wish  to  produce  a 
contraction  of  the  whole  substance  of  a  muscle,  the  electrodes 
must  be  placed  one  at  the  upper  and  the  other  at  the  lower  end 
of  the  muscle.  Besides,  a  current  of  greater  intensity  is  actu- 
ally required,  if  we  wish  to  produce  muscular  contractions  di- 
rectly ;  i.  e.,  without  the  intervention  of  nerve  trunks.     Hence 

*  Die  Lehere  Ton  der  Muskelbewegung,  Braunchwcig,  1858,  p.  122. 
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we  may  conclude,  he  says,  that  the  nervo-electric  polarity  of 
the  motor  nerves  is  more  easily  disturbed,  at  least  by  the  electric 
current,  than  tlie  molecular  equilibrium  of  the  fibres  of  the 
muscles.  But  my  own  opinion  is,  that  electro-muscular  contrac- 
tions are  most  readily  obtained ;  i.  e.,  with  the  least  pain,  and 
by  means  of  a  less  current,  and  that  more  uniformly,  if  we 
place  one  electrode  over  the  nerve  trunk,  while  the  other  elec- 
trode is  made  to  glide  along  nicely  and  obliquely  over  the  farther 
side  of  the  muscle  —  a  manoeuvre  which  is  readily  learned,  but 
not  so  easily  described. 

Electro-Physiological  Researches  and  Creeds, 

We  said  in  the  chapter  of  history  that  Volta  objected  to  the 
theory  of  Galvani ;  but,  at  the  same  time,  we  find  he  took  up 
these  nervo-electric  phenomena,  first  discovered  by  Galvani,  as 
a  nucleus  of  vast  significance ;  and  he,  therefore,  made  them 
the  subject  of  his  most  rigid  investigations  up  to  1800.  First, 
we  see,  it  was  reserved  for  him  to  show  that  the  metal  arc  em- 
ployed by  Galvani  to  produce  the  muscle  contractions  was 
not  a  simple  conductor^  but  as  being  in  and  of  itself  a  source 
of  electricity,  because  it  consisted  of  two  dissimilar  metals. 
From  this  stepping  stone,  placed  for  him  by  Galvani  at  first, 
Volta  becomes  the  discoverer  of  the  electric  pilcj  which  bears 
his  name,  and  also  the  author  of  the  contact  theory.  After  this, 
the  great  object  of  his  life  seems  to  have  been  to  show  the  cor- 
respondence in  every  particular  between  the  contact  current^  as 
he  then  termed  it,  and  the  electric  current,  obtained  by  the  fric- 
tion machine,  then  already  so  well  known.  There  were,  how- 
ever, those  who  doubted.  In  this  connection,  we  may  see 
motives  which  lead  Volta  to  seek  to  prove,  by  every  possible 
means,  "  the  identity  of  the  electric  and  galvanic  fluid." 

Volta  also  endeavored  to  remove  all  those  theoretical  difficul- 
ties which  were  presented,  arising  from  the  steadiness  of  the  work- 
ing of  the  closed  pile,  as  it  was  then  understood.  Although 
uninterrupted  chemical  workings,  as  the  decomposition  of  water, 
for  instance,  was  very  probably  known  to  him,  yet  when  refer- 
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ring  to  the  action  of  the  current  in  the  living  body,  he  sajrs, 
"  Only  within  certain  limits,  the  definition  of  which  would  bo 
difficult,  does  the  continuous  working  of  the  current  on  the 
organs  become  at  rest ;  for  the  minute  shocks,  or  blows,  which 
are  like  rapidly  repeated  sparks,  following  one  another  almost,  if 
not  quite,  without  interruption,  in  some  way  or  anotlier  minr 
gle  into  one  single  prolonged  blow,  as,  indeed,  I  have  hereto- 
fore tried  to  explain." 

In  the  above  quoted  passage,  evidently  Volta  advances  the 
idea  that  the  contact,  or  first  flow  of  a  current  fix)m  a  closed 
circuit  of  a  voltaic  pile,  consisting  say  of  one  hundred  pairs,  is 
not  simply  and  absolutely  one  blow  or  shock,  but  is  an  impres- 
sion made  as  one  out  of  one  hundred  blows  or  shocks,  which 
follow  each  other  so  rapidly,  yet  in  actual  succession,  that  they 
mingle  together  as  one  shock. 

Another  instructive  deduction  of  Volta's,  in  this  connection, 
is  found  in  the  following :  "  What  applies  in  effect  from  the 
action  of  the  voltaic  current,  to  the  sensitive  parts  of  the  body, 
does  not  also  in  like  manner  apply  to  those  endowed  only  with 
irritability.  The  muscle,  for  instance,  shows  only  a  quick  or 
instantaneous  together-drawing  (when  either  touched  itself 
directly,  or  through  its  nerve  by  the  current)  at  the  instant 
of  contact,  or  closure  of  the  chain,  which  is  sometimes  also 
observed  at  the  opening  or  breaking  of  the  chain,  and  which 
is  the  reason  that  the  chain  must  be  now  and  then  opened  and 
closed,  if  we  wish  to  produce  sensible  action  in  contractions. 
But  this  must  not  lead  us  to  suppose,  that  the  closed  current 
which  flows  quietly  and  imperceptibly  on  through  the  muscles 
and  their  nerves,  is  not  affecting  them ;  for  they  do  become,  from 
a  long-continued  action  of  the  current,  on  the  contrary,  in  some 
degree  or  sense  paralyzed,  although  they  appear  to  be  in  no  way 
changed,  nor  even  disturbed  in  structure." 

In  a  letter  to  the  Right  Honorable  Sir  Joseph  Banks,  which 
is  found  recorded  in  the  Philosophical  Transactions,  London, 
1800,  Dr.  Volta  says,  that  when  he  introduced  the  poles  of  a 
pile  of  thirty  to  forty  pairs  into  the  external  opening  of  his  own 
ear,  he  felt  a  shock  to  his  head,  and  some  moments  afterwards 
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he  heard  a  sound,  or  rather  a  noise,  like  scratching  and  bubbling, 
or  like  that  of  a  viscid  substance  boiling.  This  noise  was  con- 
tinuous and  without  interruption,  becoming  even  more  and  more 
intense  until  the  circuit  was  broken." 

It  was  the  muscle  contractions  that  were  observed  at  the  clos- 
ing and  opening  of  the  circuit,  and  particularly  the  latter,  that 
attracted  the  greatest  attention  from  Dr.  Volta.  He  errone- 
ously supposed  the  latter  to  be  due  to  a  sort  of  counter-current 
from  a  kind  of  induction,  that  flowed  back  on  the  instant  of 
opening  the  circuit.  M.  Lehot,  in  1801,  modified  this  theory 
of  Volta's,  by  laying  down  the  proposition,  that  during  the 
passage  of  an  electric  current  through  a  nerve,  a  part  of  the 
accumulated  electricity  in  the  nerve  and  muscle,  at  the  inter- 
ruption of  the  continuous  current,  flowed  at  that  instant  in  the 
opposite  direction  to  which  it  entered,  and  so  giving  rise  to  the 
contraction,  the  same  but  in  less  degree  as  when  the  current 
was  fiirst  closed.  This  was  also  erroneous.  But  the  illustri- 
ous physician  and  philosopher  Volta  gave  to  these  phenomena 
the  term  "  opening  and  closing  convulsions ^^^  and  which  are 
often  found  referred  to  by  writers.  It  was  Dr.  Luigi  Galvani,  of 
Bologna,  who  first  discovered  that  kind  of  contraction  of  the 
muscles  of  a  frog  that  constitutes  the  closing  convulsion ;  *  while 
it  was  Dr.  Valli,  another  Italian  philosopher,  who  soon  after- 
wards made  the  discovery  of  the  opening  convulsion,^  But  after 
all,  we  can  go  a  long  way  back  of  all  this  to  find  the  first  tangi- 
ble case  recorded  of  the  physiological  effects  of  galvanic  electri- 
city; for,  in  a  paper  published  by  M.  Sulzer,  in  the  Reports  of 
the  Berlin  Academy  of  Sciences,  in  1754,  he  says,  "  If  a  piece 
of  lead  and  a  rod  of  silver  are  connected  with  each  other,  and 
approximated  to  different  parts  of  the  tongue,  a  sensation  of 
taste  is  experienced  which  resembles  that  produced  by  the  vitriol 
of  iron  ;  while,  if  toe  employ  either  of  the  metals  alonCy  not  the 
slightest  taste  is  perceived.  It  is  probable,  therefore,  that  by  the 
connection  of  the  two  metals,  a  vibration  is  produced  in  the 
smallest  particles,  cither  of  the  lead,  or  of  the  silver,  or  in  both 

*  De  y iribns  Electricitatis  in  Motu  musculari  Coxnmentarius.    Bologna,  1791. 
t  Reinhold,  Geschicbte  des  Galvanismus,  etc.,  1792. 
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of  tliem;  and  that  this  yibration,  which  must  necessarily  affect 
the  nerves  of  the  tongue,  produces  the  taste  described."  It  was 
received  as  a  curiosity. 

The  first  systematic  work  upon  medical  electricity,  including 
the  employment  of  galvanism,  was  from  the  pen  of  a  German 
physician  —  Dr.  Grapengiesser,  of  Berlin,  in  1801.  It  appears 
that  his  work  was  not  the  mere  production  of  theory,  but  was 
"  the  result  of  his  practice,"  and  more  particularly  of  the  considei^ 
able  success  he  obtained.  He  advises  the  employment  of  the 
voltaic  current  of  electricity  in  amaurosis,  and  in  cases  where 
there  is  a  premature  decline  of  vision  from  want  of  nerve  power 
—  for  tumor  albus,  for  rheumatisms,  for  sciatica,  and  for  palsies. 
In  these  latter  affections,  it  was  his  practice  to  place  the  positive 
pole  over  the  trunk  of  the  nerve  that  supplies  the  affected  mus- 
cles, while  the  negative  polo  is  placed  lower  down  on  those 
affected  muscles ;  thus  he  employed  mostly  the  continuous  vol- 
taic current  with  rare  changes  or  interruptions.  He  also  speaks 
of  using  it  successfully  in  deafness,  and  in  hemiplegia,  after  the 
cessation  of  the  pressure  in  the  brain^  and  in  all  other  paralytic 
affections  and  conditions.  He  seems  to  have  resorted  to  a 
species  of  reflex  action ;  for  he  speaks  of  using  wooden  basins 
filled  with  water,  into  which  the  electrodes,  together  with  both 
the  feet,  or  the  two  hands,  of  the  patient  are  plunged.  Of 
course,  one  limb  receives  the  negative  current  as  up-running, 
while  the  other  limb  is  receiving  the  current  down-running 
towards  the  positive  pole  to  form  the  circuit;  and  these  he 
alternated  according  to  the  case. 

His  general  method,  in  nearly  all  other  cases,  seems  to  have 
consisted  in  drawing  two  blisters,  and  applying  and  retaining  a 
single  pair  of  silver  and  zinc  plates  immediaiely  upon  these  raw 
surfaces  J  the  cuticle  being  first  removed.  This,  indeed,  had  been 
recommended,  by  Alexander  von  Humboldt  and  others  in  those 
times,  as  the  most  direct  and  effective  method  of  using  galva- 
nism ;  and  certainly  it  was  a  "  localized  method  "  with  a  severity, 
for  we  also  see  mention  of  "  several  hundreds  of  pairs  of  plates  " 
in  the  pile  employed,  and  also  of  "  a  hundred  blows  given  at  a 
seance^^  by  the  opening  and  closing  of  the  circuit,  through 
these  raw  surfaces. 


ELECTRO-PHYSIOLOGY.  177 

There  was  another  work,  publislied  by  Dr.  Richard  Fowler, 
on  "Experiments  and  Observations  relative  to  the  Influence 
lately  discovered  by  M.  Galvani,  and  commonly  called  Animal 
Electricity^''  in  Edinboro',  1793.  This  English  work  con- 
tains very  many  curious  and  also  interesting  facts,  showing  how 
the  case  appeared  at  a  distance  in  those  earlier  times  of  its 
history. 

Still  another  work  may  be  mentioned,  among  the  many  that 
were  put  forth  in  England,  which  was  by  Dr.  Wilkinson,  in  1804, 
entitled  "  Elements  of  Galvanism,"  which  contains  much  good 
hard  sense  in  connection  with  this  subject.  Dr.  Wilkinson  found 
that  two  pieces,  one  of  silver  and  the  other  of  zinc,  each  pre- 
senting a  superficial  surface  of  only  a  hundredth  part  of  an  inch, 
produced  violent  contractions  in  the  leg  of  a  frog  prepared  after 
Ghdvani's  method.  At  the  same  time  he  found  that  two  circu- 
lar plates  of  zinc  and  copper  require  to  be  brought  twenty  times 
in  contact  with  the  condenser  of  the  best  electrometer  then  to 
be  had,  before  any  sensible  divergence  of  the  gold  le«^ves  of  that 
instrument  was  produced.  By  comparing  the  area  of  these 
plates,  multiplied  by  the  number  of  contacts,  with  the  superfi- 
cial surface  of  the  minute  pieces  of  silver  and  zinc  employed  to 
effect  the  muscular  contraction  of  the  leg  of  the  frog,  he  arrived 
at  the  conclusion  that  the  sensibility  of  the  fresh-killed  frog  to 
electric  currents  is  many  thousand  times  greater,  —  or,  in  other 
words,  more  delicate  as  a  test  of  electric  currents,  —  than  any  of 
the  most  sensitive  electrometers. 

It  is  worthy  of  notice,  also,  that  the  earliest  and  most  distin- 
guished observers  of  these  electro-muscular  contractions  men- 
tion the  fact  that  the  convulsions,  as  they  were  usually  called, 
were  more  promptly  and  strongly  produced  after  a  certain  num- 
ber of  electric  treatments,  —  and  that  by  means  of  only  a  single 
pair,  —  than  they  were  when  first  applied ;  and  that  all  the  more 
marked  if  a  moderate  current  was  employed  than  when  a  very 
powerful  current  was  used.  Alexander  von  Humboldt  made 
analogous  observations  from  ad  hominem  experiments  which  he 
caused  to  be  conducted  upon  his  own  shoulders.  After  having 
removed  the  cuticle  on  each  shoulder  by  means  of  a  cantharides 
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plaster,  and  exposed  those  raw  patches  to  the  immediate  action 
of  a  pair  of  silver  and  zinc  plates,  he  speaks  of  the  effects  in 
this  manner :  "  As  torpid  or  long-dead  frog-thighs,  at  the  com* 
mencement  of  galvanizing,  twitch  hardly  any,  if  at  all,  but,  after 
being  brought  for  the  third  or  fourth  time  in  contact  with  the 
electrodes  of  a  closed  chain,  the  twitchings  become  lively,  just 
so  have  I  observed  distinctly  on  myself  that  the  first  blows  or 
shocks  of  a  moderate  current  produced  only  a  dull  sensation, 
which,  however,  was  perceptibly  increased  in  degree,  so  that, 
from  the  fourth  to  the  sixth  contact  of  the  connecting  wires, 
they  were  of  greatly  augmented  force.  Does  here  the  stimulus 
itself  increase  the  excitability  of  the  organs  so  that  by  the  fourth 
to  the  sixth  blow,  while  the  irritation  remains  the  same,  the  svs- 
ceptibility  is  become  increased,  or  is  the  excitability  not  ex- 
alted, but,  on  the  other  hand,  is  the  irritation  aggregated  in  the 
muscle  fibres  ?  Of  these  two  suppositions,  I  am  inclined  to  tliink 
the  first  as  the  most  probable." 

Immcdii^tely  after  these  declarations,  M.  Ritter,  first  of  all,* 
by  experiments  observed  that  the  closed  chain  does,  indeed,  alter 
the  excitability  of  a  nerve  and  muscle ;  for  a  steady  current 
traversing  a  prepared  leg  and  nerve  of  a  frog,  either  through 
the  nerve  alone  or  through  the  nerve  and  muscles  both,  and  for 
a  long  time,  —  say  from  half  an  hour  to  an  hour,  —  will  exer- 
cise an  influence  to  change  or  decrease  the  irritability,  so  far  as 
it  shows  itself  by  opening  or  closing  convulsions.  But  the  di- 
rection of  the  current  employed  produces  very  different  results ; 
and  that, — namely,  the  down-running  if  a  continuous  current, — 
renders  the  thigli  of  the  frog,  in  the  course  of  an  hour,  incapa- 
ble of  showing  either  closing  or  opening  convulsions,  if  the  same 
direction  of  the  current  is  used  ;  but  by  then  using  the  up-rim- 
ning  current,  there  will  not  only  be  produced,  (after  a  half  hour, 
or  even  whole  hour,)  at  the  opening  of  the  chain,  very  strong 
twitchings,  but  it  will  even  afterwards  occasion  tetanic  contrac- 
tions, which  can  also  be  dissolved  again  by  closing  the  chain. 
Thus  two  frog-thighs  may  be  treated  simultaneously  in  the  same 

*  Bewcis  dass  ein  selbeststandigcr  Oalvanismus,  etc.,  Weimar,  1798. 
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manner,  but  the  current  must  be  running  up  in  one  while  it  is 
running  down  in  the  other :  now,  if  these  are  alternately  changed 
from  hour  to  hour,  —  i.  e.,  simply  reverse  the  direction  of  the 
current,  —  each  of  them  may  be  put  in  the  same  condition  in 
which  the  other  was  the  hour  before ;  and  these  alternations  can 
be  proceeded  with  for  a  whole  day,  or  until  the  excitability  grad- 
ually decreases  away.  Again :  if  both  arms  of  a  person  are 
exposed  to  a  powerful  current,  and  for  a  long  time,  —  say  half 
an  hour  or  so,  —  there  will  be  experienced,  in  the  one  in  which 
the  current  runs  up,  a  feeling  of  increased  mobility ;  while  in 
the  other,  where  the  current  runs  down,  there  will  be  a  sensation 
of  heaviness  or  lameness  felt.  M.  Ritter  afterwards  corrected 
these  propositions  by  saying  that  the  exaltation  caused  by  the 
up-running  current  does  not  always  appear,  but  only  now  and 
then,  as  when  weak  currents  are  employed,  but  never  when 
strong  currents  are  used ;  and  after  employing  a  powerful  cur- 
rent for  a  long  time  in  either  direction,  there  will  be  produced  a 
depressing  influence  —  i.  e.,as  a  general  thing,  make4;he  excita- 
bility of  a  muscle  or  muscle-nerve  thus  traversed  for  a  long  time 
to  decrease  faster  than  would  take  place  in  the  already  dead  frog 
if  left  to  itself. 

It  must  be  borne  in  mind  that  the  above  statements,  and  also 
the  corrections,  all  date  from  a  time  when  M.  Volta  had  already 
published  his  observations  on  the  alternated  actions  of  the  cur- 
rent, and  which  he  had  reached  by  quite  another  process.  Tliese 
facts  I  record  because  "  the  alternations  of  Volta "  and  "  the 
alternatives  of  Ritter  "  are  so  frequently  referred  to  by  the  older 
writers  in  this  department  of  medical  literature. 

Soon  after  Galvani's  classical  experiment  (see  page  72)  had 
been  made  known.  Dr.  Volta  was  the  first  to  notice  that  the 
electro-muscular  contractions  take  place,  if  only  a  portion  of  the 
nerve  is  alone  enclosed  in  the  circuit,  not  transversely,  but 
lenffthwise,  and  that  without  touching  the  muscles  with  the  elec- 
trodes, or  even  including  them  between  the  poles  of  the  circuit. 
This  led  to  a  flood  of  trials,  which  were  immediately  instituted 
by  Volta,  Ritter,  Pfaff;*  Lehot,  Humboldt,  Valli,  and  Galvani ; 

*  Uber  thierische  Electricital  und  Eeizbarkeit,  Leipzig,  1795. 
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and  then,  still  later,  by  Nobili,  Marianini,  and  Matteucci ;  and 
then,  again,  more  recently,  by  Dubois-Reymond,  Faraday,  Mar- 
shall Hall,  Becquerel,  Duchenne,  Todd,  Bird,  Bemak,  and  Al- 
thaus.  The  larger  class  of  those  early  experiments  was  directed 
mainly  to  ascertain  the  law  of  current  direction  and  tlie  law  of 
convulsion. 

It  was  very  soon  observed  that  the  nerves  of  the  batrachian 
tribe,  —  those  famed  martyrs  to  science,  —  were  so  sensitive  to 
the  electric  stimulus  that  onlf/  the  more  gentle  currents  of  the 
pile  could  be  employed  ;  for  if  the  current  was  strong,  whether 
up-running  or  down-running,  the  commotion  was  so  great  that 
the  real  diflFerenco  could  not  readily  be  observable.  M.  Pfaflf 
early  drew  attention  to  the  particular  diflFcrence  in  the  phenom- 
ena that  presented  on  running  a  mild  current  up  or  dovm  a 
nerve ;  for  if  the  current  of  a  powerful  pile  be  used,  no  such 
diflPerences  would  be  uniformly  observed.  But  by  using  the  cui^ 
rent  of  a  single  pair  of  steady  and  continuous  action,  we  observe 
the  following:  Where  the  frog  is  \igorous  and  but  recently 
killed,  and  the  nerves  of  the  prepared  legs  are  consequently  in 
the  liighest  degree  of  excitability,  we  usually  see  contractions 
both  at  the  closing  and  at  the  opening  of  the  circuit,  and  that 
whether  the  current  runs  down  or  up.  But  if,  after  a  longer 
time,  or  by  repeated  teasing  with  the  galvanism,  the  legs  and 
nerves  have  lost  a  part  of  their  excitability,  then  a  very  marked 
diflFerenco  is  noticed  in  the  pliysiological  eflFects.  Now,  if  we 
first  direct  a  down-running  current  through  the  ischiatic  nerve, 
the  contraction,  winch  is  a  mere  momentary  twitch,  is  observed 
onli/  at  the  first  moment  the  current  is  applied,  but  not  while 
the  current  continues  to  traverse  the  nerve,  nor  yet  at  the  mo- 
ment when  it  ceases  to  pass.  But  if  an  up-running  current  be 
applied  to  that  nerve,  with  say  a  half-inch  space  between  the 
poles  on  the  nerve,  just  as  in  the  former  case,  we  observe  there 
are  no  contractions  at  the  first  moment  the  current  is  applied, 
nor  yet  while  it  continues  to  traverse  the  nerve,  but  onli/  at  the 
moment  when  the  circuit  is  broken,  and  the  current  ceases 
to  pass. 

Again :  if  we  employ  in  these  researches  the  united  pair  of 
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legs  of  a  frog  prepared  after  the  original  manner  as  done  by 
Galvani,  and  immerse  the  two  legs  respectively  in  two  glass  ves- 
sels which  are  nearly  iSlled  with  water,  and  now  plunge  a  pole 
of  a  weak  current  into  each  of  these  vessels,  we  notice  that  con- 
tractions do  not  take  place  in  each  at  the  same  time,  provided, 
always,  that  the  legs  have  lost  some  of  their  excitability,  so  as 
to  make  the  differences  more  distinctive.  Now,  a  contraction 
will  be  observed,  on  making  the  circuit,  in  that  leg  in  which  the 
current  is  direct  or  down-running ;  but  it  will  be  on  breaking 
the  circuit  in  the  other  leg  in  which  the  current  is  inverse  or 
up-running.  Then,  if  the  irritability  in  the  preparation  be  al- 
lowed to  be  still  further  diminished  by  time,  or  by  treatment  ftr 
experiments,  only  one  kind  of  contraction  will  remain,  namely, 
that  first  produced  by  making  the  direct  current  at  each  time ; 
if  the  irritability  be  still  further  diminished,  all  contractions  or 
twitchings  of  any  sort  whatever  will  disappear. 

If  a  gentle,  continuous  current  be  applied  to  a  nerve,  the 
nerve  will  retain  its  excitability  very  long,  —  i.  e.,  to  the  touch 
of  a  reversed  current,  —  and  will  not  be  injured  as  much  as  is 
done  by  applying  moderate  mechanical  or  chemical  stimuli. 
But  if  the  continuous  current  be  of  great  quantity  or  high  in- 
tensity, —  if,  instead  of  a  single  battery,  there  is  employed  a 
large  size  series,  or  if,  instead  of  a  single  pair,  there  is  employed 
a  numerous  pile,  —  then,  just  as  we  might  expect,  the  nerve  will 
be  destroyed  by  the  chemical  action  at  and  about  the  electrodes. 

Finally,  as  I  have  said,  Nobili  gave  these  differences  of  con- 
tractions, which  so  elicited  the  early  attention  of  philosophers,  a 
most  elaborate  series  of  investigations.  He  concluded,  finally, 
that  there  were  five  different  stages,  kinds,  or  degrees  of  con- 
tractile response^  in  nerves  and  muscles,  to  the  same  given 
strength  of  electric  current.  But  we  now  conclude  that  some 
of  those  differences  that  he  found,  arose  from  experimenting  on 
deadfrogs^  not  on  living  animals  or  men,  and  that  the  difference 
in  results  obtained  in  those  early  times,  by  equally  honest  exper- 
imenters, mostly  arose  from  using  widely  different  electric 
apparatus  and  currents,  as  to  quantity^  intensity^  or  the  given 
density  of  the  stream  employed. 

16 
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M.  Matteucci  not  only  corroborated  from  his  researches  the 
^^  current  proper  in  frogs ^^^  noticed  by  Nobili,  but  also  discovered 
and  demonstrated  in  man,  and  all  warm-blooded  animals,  the 
existence  of  a  fiatural  muscular  electric  current.  By  cutting 
the  muscles  of  a  living  animal,  and  thus  introducing  into  the 
wound  the  nerve  of  the  fresh  prepared  frog-galvanoscope,  so 
that  the  end  of  the  nerve  touched  the  very  bottom  of  the  wound, 
whilst  another  point  of  the  same  nerve  touched  only  the  edges 
of  the  wound,  he  obtained  a  decided  contraction.  This,  he 
says,  was  fair  proof  of  the  existence  of  a  natural  electric  cur- 
rent, directed  in  the  muscles  from  the  deep  interior  of  their 
body  to  the  surface.  This  experiment  we  have  often  seen 
succeed,  if  only  nicely  conducted,  whatever  be  the  kind  of 
muscle,  or  whatever  be  the  animal  whose  live  muscle  is  so 
touched,  even  where  the  muscle  of  a  warm-blooded  animal  has 
been  separated  from  the  live  animal  for  some  time.  But  to 
magnify  the  effects  produced  by  the  native  electric  current  of 
animals,  M.  Matteucci  increased  the  intensity  of  the  animal 
electric  current,  by  uniting  a  series  of  separate  muscles,  much 
as  we  form  a  voltaic  pile.  Thus  having  prepared,  by  cutting 
smoothly  a  number  of  half  thighs  of  frogs,  he  arranged  them  in 
regular  order,  so  that  in  each  point  of  contact  of  half  thigh  to 
half  thigh,  exactly  in  the  same  order  of  direction,  it  is,  on  the 
one  hand,  terminated  by  the  interior  of  the  muscles,  and  on 
the  other,  it  is  terminated  by  the  exterior  or  surface  of  the 
thigh.  Tlien  these  two  extreme  ends  are  placed  in  communica- 
tion with  distilled  water,  into  wliich  are  now  plunged  the  termi- 
nal platinum  ribbons  of  a  sensitive  galvanometer ;  i.  e.,  after 
being  quite  certain  that  they  do  not  transmit  any  other  current 
before  the  flesh  is  included  in  the  circuit  (as  a  battery)  to  be 
tested.  Immediately  there  is  obtained  the  evidence  of  a  mus- 
cular electric  current,  and  that  always  directed  from  the  inter- 
nal to  the  surface  of  the  muscles,  —  the  intensity  of  which 
varies  according  to  the  number  of  half  thighs  of  frogs  that 
compose  the  given  pile  ;  as,  for  instance,  ?P  to  4°  are  observed, 
indicated  by  tlie  needle  from  two  thighs,  6°  to  8°  from  four, 
10^  to  12^  from  six  half  thighs,  and  so  on. 
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Animal  Electricity  as  observed  in  Fishes. 

The  Romans  employed  a  certain  fish,  centuries  ago,  tkatffave 
shocks  for  the  cure  of  inveterate  headaches,  and  for  rheuma- 
tisms. The  electric  fish  that  was  known  to  them  must  have  been 
the  torpedo,  as  tliis  very  remarkable  fisli  is  now  found  frequently 
in  the  Mediterranean  Sea.  M.  Walsh,  in  1778,  made  a  series  of 
systematic  experiments  to  ascertain  tiie  nature  of  tliese  shocks, 
as  then  tlie  Lcyden  vial  was  already  known,  and  it  was  surmised 


that  the  "  fish  phenomenon "'  was  the  result  of  electricity.  He 
soon  ascertained  tliat  the  shock  was  prevented  by  any  electric 
Tnwi-condnctor,  as  glass  or  was,  wliile  the  sliocks  were  received 
when  the  fish  was  touched  ivimediately  with  the  finger,  or  even 
by  a  rod  of  metal.  He  transmitted  the  shock  of  a  vigorous, 
i-ocently  caught  fish  tlirougli  a  circuit  of  twenty  persons,  who 
formed  a  chain  by  liolding  each  otlier  by  the  hand  in  tlie  ordi- 
nary way,  as  was  practised  with  the  Leyden  jar. 

In  the  Transactions  of  the  American  Philosophical  Society, 
held  in  Philadelpliia,  in  1786,  as  recorded  in  volume  second 
and  number  thirteen,  it  is  stated  by  Mr.  Flagg,  that  if  a  number 
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of  persons  join  hands,  and  then  one  of  the  number  touches  the 
electric  eel,  they  are  all  equally  shocked,  unless  some  one  of 
the  number  is  peculiarly  incapable  of  being  affected  by  this 
fish ;  for  there  was  one  person,  he  mentions,  who  was  a  most 
worthy  lady  acquaintance  of  his,  who  could  handle  this  fish  at 
her  will;  but,  he  says,  the  lady  was  at  the  time  an  inyalid, 
laboring  under  a  hectic  fever. 

The  electric  fishes,  now  well  known  to  scientific  men,  are  five 
kinds  or  more,  —  the  Ray  Torpedo^  the  Gymnotus  ElectricuSy 
the  Silurins  ElectricuSj  the  Tetraodon  Electrictis,  and  the 
Trichiurius  Electricus.  Gay-Lussac,  Baron  Humboldt,  and 
Davy  were  the  next  to  test  and  publish  the  circumstances  of 
these  shock-discharges  of  the  torpedo.  Humboldt  proved  that 
the  discharges  of  the  gymnotus  arc  determined  from  its  brain, 
and  that  they  entirely  cease  when  the  four  great  nerves  lead- 
ing from  the  brain  of  the  fish  to  its  batteries  are  cut  across, 
or  when  the  brain  is  removed ;  this  evidence  is  also  obtained  by 
an  irritation  of  its  spinal  marrow,  which  is  all  the  more  signifi- 
cant, since  the  ncr\'es  of  the  electric  organs  of  tliis  fish  come 
through  the  spinal  marrow. 

Prom  the  earliest  times  the  ray  torpedo  has  been  the  object 
of  wonder  for  fishermen  and  sailors,  as  being  able  to  give  a 
dreadful  shock  cither  to  defend  itself  or  to  kill  the  little  fishes 
necessary  for  its  food;  and  this  property  was  by  them  often 
wonderfully  magnified,  or  even  imputed  to  various  larger  fish, 
which  was  the  embellishing  of  their  stories  for  centuries.  This 
fish  is  flat,  short,  and  broad,  with  a  brown  back  and  white  belly, 
apparently  swimming  and  living  near  the  sandy  bottom  of  the 
sea  or  harbors,  much  as  do  our  flat  fish,  flounder,  or  halibut. 
But  the  body  of  this  fish  terminates  with  a  more  fleshy  and 
short  tail  than  the  largest  flounder.  The  space  between  the 
pectoral  fins,  the  head  and  the  gills,  is  quite  filled,  except  in  the 
very  middle,  with  an  extraordinary  apparatus,  called  by  physiolo- 
gists, the  electric  organs.  These  are  formed  of  small  membrar 
nous  tubes,  placed  perpendicular  in  the  animal,  reaching  from 
the  belly  surface  to  the  back  surface,  and  are  packed  one  agamst 
the  other  in  the  utmost  order  of  regularity,  as  to  economy  of 
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space,  presenting  six  sides  to  each  column  or  pile,  much  as  is 
seen  in  the  wax  comb  of  the  honey  bee.  Then  each  of  these 
perpendicular  tubes  is  minutely  subdivided  horizontally,  by 
membranous  diaphragms,  into  thin  cells,  which  are  filled  with 
a  kind  of  mucous  secretion ;  and  these  again  are  traversed  by 
a  fringe  of  nerve  filaments  that  come  from  the  great  eighth  pair 
of  nerves.  According  to  Dr.  Hunter,  the  torpedo  has  at  each 
side,  on  an  average,  four  hundred  and  seventy  hexagonal  tubes, 
averaging  one  and  a  half  inches  long  each,  —  making  in  all  nine 
hundred  and  forty  piles.  Each  of  these,  ho  says,  has  a  surface 
of  two  thousand  diaphragms,  and  between  the  minute  spaces  of 
these  exceedingly  thin  and  simple  membranes,  there  is  a  liquid, 
as  we  have  just  remarked,  of  an  albuminous  nature,  (nine  tenths 
water,  a  trace  of  salt,  and  one  tenth  albumen.)  These  all  are 
animated  by  four  large  bundles  of  nerves,  which  arise  in  the 
brain,  and  are  distributed  throughout  all  the  electric  apparatus 
by  multitudinous  ramifications,  imtil  they  are  lost  in  the  minute 
substance  of  all  the  diaphragms,  but  terminating  exactly  alike 
upon  the  same  side  of  each  diaphragm. 

But  the  electric  organs^  in  all  these  fishes,  are  not  exactly 
alike  in  arrangement,  but  are  similar  as  they  are  in  structure. 
Alexander  von  Humboldt  has  given  a  most  graphic  description 
of  the  gymnotus,  or  American  electric  eely  —  also  called  the  Suri- 
nam eel,  because  there  found  most  plentifully.  He  relates  that 
these  fishes  may  kill  a  horse  or  mule  at  a  blow ;  and,  conse- 
quently, a  long  time  ago,  it  was  found  necessary  to  change  the 
trail  from  Uritucu,  through  the  steppes  in  South  America,  be- 
cause these  great  electric  eels  had  accumulated  in  a  stream  on 
the  former  route  that  had  to  be  forded.  He  says,  that  year  after 
year,  a  great  number  of  horses  were  benumbed,  while  crossing 
the  stream,  by  these  fishes,  and  were  thus  lost  by  being  finally 
drowned  in  this  passage.  We  have  just  seen  that  in  the  flat  fish 
torpedo,  there  were  nine  hundred  and  forty  piles  of  two  thou- 
sand series  each  ;  but  in  the  electric  eel  the  tubes  or  piles  do  not 
stand  perpendicularly,  but  are  laid  horizontally  from  head  to  tail, 
longer  and  less  in  number.  This  is,  therefore,  the  most  power- 
ful electric  fish  known ;  just  as  we  might  expect  judging  from 
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the  practical  laws  of  the  voltaic  pile.  This  is  admirably  illus- 
trated by  a  comparison  with  the  Pulvamecher's  chain,  showing  the 
relative  value  of  numbers  consecutively  slone  considered,  and 
numbers  consecutively  m  series^  with  a  due  proportion  of  sur- 
face, or  force  in  each.  This  higher  philosophic  arrangement 
wc  see  more  nearly  consummated  in  the  electric  eel.  The  tor- 
pedo fish  being,  as  we  have  seen,  flat  and  thin,  the  piles  are 
necessarily  perpendicular  and  short,  reaching  from  its  belly  to 
its  back,  are  very  much  shorter,  but  nearly  five  times  more 
numerous  consecutively  than  in  the  eel,  for  there  are  1,880,000 
diaphragms  or  elements,  while  in  the  Surinam  eel,  or  gynmotus, 
there  arc  only  384,000  diaphragms  or  elements  in  all.  But  in 
the  eel,  the  animal  being  slim  and  long,  the  piles  are  laid  hori- 
zontally, and  each  contains  four  thousand  diaphragms,  although 
there  are  only  ninety-six  series  of  tubes  or  piles.  These  lie 
from  head  to  tail ;  hence  less  piles  are  required  to  accomplish 
the  same  object,  for  each  pile  has  a  relatively  larger  battery  sur- 
face. Tlie  electric  eel,  I  should  have  said,  is  some  five  or  six 
feet  in  length,  and  is  a  more  powerful  fish  than  the  torpedo,  as 
to  muscular  strength. 

Faraday  says  the  shock  of  the  gymnotus,  which  is,  by  the 
way,  ia  fresh-water  fish,  is  from  its  natural  action  in  the  water 
found  to  be  directed  from  its  head,  which  is  positive,  to  its 
tail,  which  is  negative.  According  to  De  la  Rove,  the  shock 
of  these  animals  is  produced  only  by  the  will ;  for  they  can 
discharge  when  they  choose,  but  not  where  they  choose  exclu- 
sively, for  all  the  water  for  several  feet  about  them  is  at  once 
affected. 

More  recently,  Mattcucci,  Savi,  and  KoUiker,  have  experi- 
mented with  some  of  these  fishes,  and  deduced  many  instructive 
facts.  John  Davy,  brother  to  Sir  Humphry  Davy,  succeeded  in 
magnetizing  steel  needles,  and  even  deviating  the  needle  of  the 
galvanometer,  by  repeatedly  placing  in  contact  with  the  two 
faces,  i.  e.,  top  and  bottom  of  the  torpedo,  the  two  extremities 
of  a  wire  wound  into  a  helix,  or  by  employing  the  two  platinimi 
extremities  of  the  galvanometer  itself.  He  thus  ascertained 
that  the  upper  surface  of  this  fish  is  positive^  and  that  the  lower 
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is  negative.  The  quantity  of  electricity  liberated  in  any  of 
these  fishes  is  found  to  be  in  direct  proportion  to  the  energy  of 
its  circulation  and  respiration.  They  can  effect  their  discharges 
in  the  air,  as  in  the  water;  for,  if  held  in  the  hands,  the 
shocks  are  so  intense  and  succeed  so  rapidly,  that  it  is  impos- 
sible for  most  persons  to  endure  it.  But  then  the  fish  soon 
becomes  weary,  and  it  is  necessary  to  replace  it  in  its  native 
element  of  fresh  or  salt  water,  and  allow  it  to  have  a  long  rest, 
as  well  as  nourishment,  to  enable  it  to  regain  its  accustomed 
power  for  shocks.  We  must  readily  see  the  resemblance  be- 
tween this  arrangement  of  nature  and  the  artificial  voltaic  pile ; 
indeed,  the  electric  organs  of  all  these  animals  constitute  veri- 
table, as  visible,  living  voltaic  piles,  without  metals,  it  is  true, 
but  possessing  the  arrangement  of  positive  and  negative  sur- 
faces, as  if  Volta  himself  had  copied  them,  or  they  had  been  con- 
structed on  the  voltaic  plan. 

Professor  CoUadon  has  still  more  recently  observed,  by  a  cap- 
ital experiment  directed  to  that  end,  a  very  instructive  fact, 
which,  it  is  true,  M.  Mattcucci  and  others  had  observed  in  a  less 
direct  manner.  He  placed  the  two  terminal  platinum  electrodes 
of  a  very  delicate  galvanometer,  the  one  to  the  under  surface 
of  the  torpedo,  and  the  other  to  its  upper  surface,  imme- 
diately after  the  fish  had  been  exhausted  by  the  effects  of  re- 
peated excitations  and  discharges.  He  then  wounded  the  fish, 
by  cutting  deep  and  successive  gashes  in  its  flesh.  These  gave 
no  results.  Next  he  thrust  the  point  of  his  penknife  into  the 
substance  of  the  cerebellum  of  the  torpedo,  when  he  instantly 
saw  the  galvanometer  needle  fly  completely  around.  This  ex- 
periment he  repeated,  by  using  a  sharp  point  of  ivory,  in  a  fresh 
torpedo ;  and  this  was  attended  with  exactly  the  same  results, 
which  prove  conclusively  the  large  influence  of  Uie  living 
brain  and  nerves^  in  producing  the  development  of  tangible 
electricity  in  these  fishes.  That  the  electric  power  of  the  Suri- 
nam eel  resides  in  the  brain,  was  first  proved  by  Baron  Alexan- 
der von  Humboldt.  Father  Linari,  it  is  said,  has  succeeded  in 
producing  veritable  electric  sparks  between  the  surface  of  some 
quicksilver  that  communicated  by  means  of  a  conducting  wire 
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with  one  of  the  surfaces  of  the  torpedo  fish,  while  an  iron  wire 
communicated  with  the  other  surface  of  the  fish  to  retard  the 
current. 

Place  has  thus  been  given  to  this  chapter  on  comparative  elec- 
tro-physiology^  as  observed  in  the  fishes,  not  as  a  mere  matter  of 
curiosity,  but  as  the  more  simple  and  powerful  demonstration 
oi  fundamental  facts  relating  to  this  department  of  science; 
and  for  the  same  reason  we  shall  admit  the  testimony  of  other 
phenomena,  as  observed  in  the  batrachian  tribe,  and  in  the  dog, 
rabbit,  and  other  animals,  before  we  come  to  examine  pre4rials 
in  the  living  human  organism. 

"  Animal  Electricity "  as  observed  in  Man,  but  more  plainly 

illustrated  in  Animals, 

Actual  trials  show  that  the  artificial  section  that  is  obtained 
by  cutting  a  living  muscle  transversely  with  a  very  sharp  instru- 
ment gives  exactly  the  same  result,  as  to  animal  electric  cur- 
rents, as  the  transverse  test  of  the  muscle  while  intact.  In 
fact,  almost  no  current  is  obtained  upon  placing  lengthwise, 
between  the  poles  of  the  galvanometer  or  the  galvanoscopo,  simr 
ply  the  middle  portion  of  red  muscular  flesh,  cut  clean  and  trans- 
versely from  all  its  tendonous  attachments  at  the  two  ends,  and 
stripped  of  its  investing  fascia.  The  same  negative  results  are 
obtained  likewise  if  the  clean  platinum  tips  of  the  galvanometer 
touch  only  tlie  tendonous  extremities  of  an  entire  muscle. 
But,  on  the  other  hand,  a  very  decided  effect  is  obtained  by 
placing  in  contact  on  the  one  side  an  artificial  transverse  sec- 
tion, and  on  the  other  the  longitudinal  section  of  the  muscle, — 
the  course  of  the  current  being  found  always  directed  in  the 
muscle /row  the  transverse  to  the  longitudinal  section.  De  la 
Reve,  therefore,  sums  up  the  laio  of  the  muscle  current  by  stat- 
ing that  each  point  of  the  natural  or  artificial  lengthwise  section 
of  a  muscle  is  positive,  in  respect  to  the  points  of  the  trans- 
verse section,  whether  natural  or  artificial,  and  that  the  points 
that  arc  the  nearest  to  the  centre,  in  all  respects,  are  negative 
with  respect  to  all  those  which  are  more  distant. 


ELECTRO-PHYSIOLOGY.  189 

From  the  above  and  other  facts,  we  deduce  that  the  phenom- 
ena of  animal  electric  currents  can  only  take  place  in  a  living 
organic  tissue,  and  which,  when  once  it  has  disappeared  by  rigor 
mortis^  cannot  again  be  produced,  even  when  that  rigidity  has 
ceased.  This  is,  indeed,  a  further  proof  that  muscular  electro- 
motive force,  is  very  dependent  upon  the  arrangement  the  vital 
influence  imparts  to  the  organic  molecules  in  the  ultimate  struc- 
ture of  the  muscle  fibrils,  —  an  arrangement  that  in  various 
degrees  endures  for  some  little  time  after  death,  as  also  does 
irritability,  but  which  disappears  forever,  as  soon  as  decomposi- 
tion sets  in,  and  the  particles  are  no  longer  subject  to  the  laws 
and  force  of  vitality,  that  so  absolutely  rule  in  and  over  or- 
ganic matter.  M.  Matteucci  supposes  this  to  decrease  at  death, 
and  the  more  rapidly  in  proportion  as  the  animal  occupies  a 
higher  rank  in  the  scale  of  beings.  M.  Dubois-Reymond  attrib- 
utes this  difference  rather  to  the  fact  that  all  warm-blooded 
animals,  mammiferous,  and  birds  lose  their  muscular  irritability 
after  death  much  more  rapidly  than  fishes  and  reptiles,  and 
other  cold-blooded  animals.  He  lays  down,  therefore,  as  a  rule^ 
that  the  diminution  in  the  animal  electric  current  after  death 
is  proportional  to  the  degree  of  natural  excitability  of  the  mus- 
cles ;  and  that  the  electro-motive  force,  as  well  as  excitability, 
have  for  their  termination  the  rigor  mortis.  M.  Bruke  has 
shown,  that  rigor  mortis  is  the  result  of  the  coagulation  of  the 
fibrine  contained  in  the  bundles  of  muscle  fibres  outside  the 
blood  vessels,  and  that  this  state  ceases  when  microscopic  de- 
composition thaws  it  away. 

M.  De  la  Rive  says,*  "  the  arrangement  that  we  assume  to  be 
imparted  by  tlie  effect  of  the  vital  principle  to  the  molecules 
that  constitute  the  muscular  fibre,  appears  to  us  to  agree  in  a 
very  remarkable  manner  with  the  statement,  that  the  electric 
polar  state,  is  due  to  a  primitive  movement  of  rotation,  that 
each  atom  of  matter  possesses  by  endowment,  around  an  axis, 
the  two  poles  of  which  are  positive  and  negative."  We  might 
conceive,  he  further  says,  that  the  vital  principle  would  act  by 

*  Treatise  on  Electricity,  yol.  ii.  p.  49. 


190  ELECTRO-THERAPEUTICS. 

compelling  the  molecules,  of  which  a  fibre  is  constituted,  so  to 
arrange  themselves  exactly,  that  their  movements  of  rotation  are 
accomplished  in  them  all  in  the  same  direction,  around  the 
same  relative  axis,  in  the  whole  bundle. 

But  of  all  the  influences  that  are  exercised  over  the  native 
or  natural  muscular  current  is  the  contraction  of  the  muscle 
itself.  This  is  brought  about  by  nerve  irritation ;  as  by  the  impart- 
ing to  a  motor  nerve,  and  that,  perhaps,  first  through  a  sentient 
nerve  by  physical,  mechanical,  or  cliemical  means,  a  particular 
state  that  is  usually  manifested  by  a  contraction.  To  effect  this, 
the  most  reliable  and  efficacious  of  all  means  is  the  transmis- 
sion of  an  artificial  current  of  electricity  through  the  nerve ; 
and  this  is  modified  again  most  astonishingly  by  the /arm  of  the 
current,  and  by  the  mode  of  applying  it,  as  well  as  by  the  condi- 
tion not  only  of  the  nerve  and  muscle,  but  also  of  the  central 
organs.  Consequently,  the  greatest  possible  precaution  is  re- 
quisite to  the  correct  employment  of  this  agent  as  a  remedy^  by 
influencing,  disturbing,  and  even  determining  the  native  muscle 
and  nerve  currents  that  are  disordered.  As  an  illustration,  it 
may  be  stated,  that  the  actual  passage  of  every  electric  current 
of  induction,  through  a  nerve  or  muscle,  is  found  to  produce  a 
degree  of  minute  tetanic  contraction,  which  may  not  always  be 
visible  to  the  naked  eye,  nevertheless  is  attended  at  first  with 
a  sudden  change  in  the  direction  of  the  native  current ;  then 
there  is  an  oscillation,  as  manifested  by  the  needle  of  the  gal- 
vanometer, which  then  appears  to  be  unable  to  come  to  a  rest 
in  any  position  of  equilibrium  so  long  as  this  artificial  tetanic 
state  endures. 

This  result,  which  was  first  pointed  out  by  M.  Matteucci,  has 
been  designated  by  him  as  the  induced  contraction.  M.  Dubois- 
Rcymond  appears  to  have  demonstrated  that  this  induced  con- 
traction, which  he  terms  secondary^  is  only  one  form  of  mani- 
fested variation  of  intensify  that  the  native  muscular  current 
undergoes,  and  that  this  deviation  is  a  weaker  one.  To  illus- 
trate the  existence  of  the  muscular  current  in  healthy  living 
men,  Reymond  plunges  all  the  fingers  of  both  hands  respec- 
tively into  two  vessels  which  are  filled  with  salt  water,  but  in- 
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sulated,  and  communicating  only  by  the  conductors  of  the  gal- 
vanometer, and  prepared  with  every  precaution,  so  as  to  be  de- 
prived of  all  electro-motive  force  whatever.  Then,  when  the 
needle  has  become  tranquil,  he  contracts  all  the  muscles  of  one 
arm  as  powerfully  as  possible,  at  the  same  time  taking  care  to 
avoid  the  least  movement  of  the  other  arm  and  fingers.  At  the 
moment  of  contraction  the  galvanometer  shows  an  impulse,  the 
intensity  of  which  depends  upon  the  strength  of  the  subject  and 
the  adroitness  of  the  operation  ;  but  the  invariable  direction  of 
the  current  travelling  in  the  contracted  arm  is  from  the  hand 
towards  the  shoulder. 

This  reverse  direction  of  the  animal  electric  current  he  thinks 
can  only  be  attributed  to  the  diminution  or  exhaustion,  or  nega- 
tive variation,  as  it  is  called,  that  is  suffered  by  the  native  mus- 
cle electric  current,  and  produced  simply  by  the  contraction  of 
the  arm ;  whence  it  is  inferred  that  the  natural  current  in  the 
arm  that  was  kept  at  rest  preponderates ;  for  before  the  trial, 
their  respective  animal  currents  balanced  each  other,  because  of 
their  similarity.  The  natural  animal  electric  current,  however, 
of  the  human  arms,  during  life  and  health,  travels,  in  each  of 
them,  in  the  direction /row  the  shoulder  to  the  hand;  i.  e.,  from 
the  rierve  centres  to  the  periphery/  and  extremities. 

It  has  been  clearly  demonstrated  by  Dubois-Reymond,  aided 
by  his  exquisite  Galvanometer-multiplier,  that  there  exist  in  the 
nerves  J  as  in  the  muscles,  of  man,  perfectly  determinate  currents 
of  animal  electricity.  This  is  as  true  of  all  the  nerves  as  of  the 
living  muscles,  whatever  their  respective  functions,  as  well  in 
the  nerves  of  sensation  as  in  the  nerves  of  motion,  in  the  ante- 
rior as  in  the  posterior  root,  and  in  the  mixed  nervous  centres 
as  in  those  that  are  simple.  The  nerves  of  man  and  of  animals 
in  this  respect  present  the  same  phenomena,  and  are  subject  to 
the  «ame  laws,  as  the  currents  in  living  muscles.  The  latter 
are  supposed  to  be  only  the  effect  of  the  electric  polarity  of  the 
ultimate  nervous  partitions,  and  of  the  arrangements  which  they 
assume  under  the  all-controlling  influence  of  the  undefinable 
vital  force. 

Says  a  distinguished  philosopher,  it  would  be  intensely  inter- 
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esting  to  know  exactly  what  becomes  of  the  native  nonnal  or 
abnormal  nerve  current,  in  health  and  in  disease,  at  the  time 
when  that  given  nerve  is  called  upon  to  render  to  the  muscles 
or  to  the  nervous  centres,  those  modifications  that  we  recognize 
and  manifest  in  sensation  or  motion.  This,  for  a  motor  nerve, 
we  conclude,  is  that  which  produces  a  degree  of  vibrating  ten- 
sion or  tetanus  of  a  greater  or  less  degree  in  the  depending 
muscle  or  muscle  group  ;  while,  for  the  nerves  of  sensation,  it  is 
tliat  which  produces  the  most  life-like  sensations.  These  are 
best  imitated  and  observed  from  the  eflFects  of  induction  currents 
of  galvanic  electricity.  But  first  let  us  observe  the  result  of  the 
influence  of  a  constant  voltaic  current  over  the  native  animal, 
muscular,  and  nervous  current. 

If  we  cause  a  feeble  but  steady  battery  current  to  travel  in 
the  same  direction  with  the  native  nervous  current,  as  through 
an  isolated  nerve,  we  immediately  see  that  the  latter  is  increased; 
while  if  the  direction  of  the  two  currents  are  opposed^  —  the 
artificial  to  the  natural,  —  then  the  native  intensity  is  found  di- 
minished. Either  of  these  conditions  can  be  thus  maintained  as 
long  as  the  projecting  portion  of  living  nerve  experimented  upon 
is  traversed  by  the  gentle,  steady  voltaic  stream  to  certain  lim- 
its ;  but  they  cease  immediately  when  the  latter  current  is 
removed. 

It  is  thus  determined  that  by  means  of  the  circulation  of  a 
foreign  current  through  the  trunk  of  a  nerve,  there  is  brought 
about  an  alteration  in  the  entire  nerve,  even  with  its  extended 
branches  included.  This  alteration  M.  Dubois-Reymond  calls 
the  electro-tonic  state  of  the  nerves.  It  is  also  called  electrch 
tonus.  He  gives  two  forms  or  phases  of  this  induced  state  of 
the  nerves :  the  one  is  where  the  original  nervous  current  re- 
ceives an  augmented  intensity,  which  he  calls  the  positive ;  and 
the  other  is  where  the  nerve  suffers  diminution  of  the  native 
nerve  current,  and  this  he  calls  the  negative. 

From  the  study  of  these  phenomena,  we  may  explain  by  sup- 
posing that  the  electro-tonic  state  which  the  nerve  is  caused  to 
assume  is  due  to  the  molecular  polarization  of  the  nerve,  analo- 
gous to  that  which  is  always  determined  in  all  conducting  bodies 
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rom  the  one-way  passage  of  any  electric  current.  This  polari- 
zation simply  consists  in  the  fact  that  the  molecules  of  the 
nerves,  naturally  endowed,  as  they  ai-e,  like  those  of  the  museles, 
with  two  electricities,  turn  all  their  positive  poles  towards,  or 
witli  the  way  the  foreign  voltaic  current  is  going,  while  all  tlicir 
negative  poles  arc  towards  from  whence  it  comes.  The  mole- 
cules of  the  nerves  are  supiwsed  to  be  bi-polar,  and  arranged  as 
in  muscles  and  other  Gbre.  This  explains  the  manifestation  of 
the  nervous  current,  which  is  iu  the  same  direction  with  tlio 
muscular  current.  But  under  the  influence  of  the  exterior  vol- 
taic current,  the  ncrvo  molecules  being  more  mobile  than  muscle 
molecules,  tlicy  arrange  themselves,  one  after  the  other,  accord- 
ing to  the  true  mode  of  polarization.  This  condition  is  assumed 
even  in  portions  or  branches  of  the  living  nerves  that  are  trav- 
ersed where  these  twigs  are  not  directly  traversed  through  by 
the  current.  This  action  is  called  extra-polar  working,  and  has 
a  tremendous  bearing,  as  we  shall  have  occasion  to  observe,  on 
the  ovcry-day  results  obtained  iu  systematic  electro-medical 
practice. 

There  is  obtained  from  these  microscopic  results  and  philo- 
sophic deductions  a  law  that  there  results,  from  a  foreign  or  gal- 
vanic steady  current  actually  coursing  for  a  given  time  through 
a  nerve  trunk, "  an  chiding  injluence,"  which  causes  an  increase 
or  diminution  of  the  active  native  electro-nervc  current,  and  that 
according  as  the  artificial  current  was  made  to  bear  upon  tho 
nerve,  whether  directed  against  or  with  the  native  current  — 
whether  often  or  seldom  reversed  or  repeated,  or  long  continued. 

Again :  if  the  nerve  is  placed  between  two  clean  platinum 
plates  which  serve  as  tho  poles  of  a  very  gentle  but  finely  inter- 
rupted induction  current,  and  hence  alternating  in  rapid  oppo- 
site directions  and  in  regular  succession,  there  is  a  tetanization 
produced.  On  suspending  this  artificial  current,  after  a  short 
time  we  see  that  the  galvanometer  indicates  a  decided  diminu- 
tion in  tho  nerve  current  proper  in  that  living  part,  whatever 
may  be  the  so-called  direction  of  this  exterior  current ;  whilst, 
with  the  continuous  and  even  stream  of  galvanism,  continued 
for  the  same  length  of  time,  we  get  an  increase  in  tho  living 
IT 
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electro-nerve  current,  i.  e.,  when  run  in  the  same  direction  with 
it ;  but  there  is  a  diminution  of  the  li^^ng  electro-nerve  current 
proper  to  the  living  organism  in  health  when  the  artificial  cur- 
rent is  directed  in  the  contrary  direction,  i.  e.,  against  the  natu- 
ral nerve  current. 

There  is  an  important  diflFerence,  then,  to  be  observed  between 
the  tetanizing  of  a  nerve  and  that  of  a  muscle ;  the  electro- 
tonus  in  the  muscle  being  the  result  of  a  weakening  or  a  negar 
tive  variation  of  the  native  electro-muscular  current,  whilst  that 
in  the  nerves  is  connected  with  the  appearance  and  the  cessar 
tion  of  the  electro-tonic  state,  which  is  alone  produced  and 
maintained  by  the  rapidly  interrupted,  and  as  rapidly  and  regu- 
larly alternated,  electric  current  of  induction.  M.  Dubois- 
Reymond  has  shown  in  this  connection  that  the  electro-tonic 
state  of  the  nerve,  excited  directly,  determines  also  in  the  neigh-- 
boring  nerves  and  their  branches  an  electro-tonic  state;  InU 
exactly  the  reverse  of  its  own.  This  has  a  significant  remedial 
worth,  to  be  borne  in  mind  in  connection  with  this  practice,  that 
comes  under  the  head  of  extra-polar  workings  of  the  current. 

It  has  been  proved  satisfactorily  that  whatever  be  the  por- 
tion of  any  sensitive  or  motor  nerve,  that  is  positively  polarized, 
there  is  immediately  manifested  a  negative  variation  of  the 
natural  nervous  current  in  all  the  remaining  or  unincluded  por- 
tions of  that  nerve,  —  a  proof  that  the  new  influence  is  propa- 
gated through  all  nerves  in  all  directions  equally.  This  solves 
the  great  question,  whether,  in  each  class  of  nerves,  the  natural 
nervo-galvanic  current  is  propagated  only  in  one  given  direction, 
as  from  above  downwards  in  tlie  motor  nerves,  and  from  below 
upwards  in  the  nerves  of  sensation.  All  kinds  of  nerves,  then, 
as  we  have  shown,  conduct  electricity  in  the  same  manner  when 
under  the  influence  of  the  foreign,  galvanic,  or  Faradaic  currents. 
We  can  recapitulate  and  sum  up  the  following  condensed  con- 
clusions, much  in  the  words  of  the  great  modern  philosopher, 
M.  De  la  Rive  :  — 

1.  We  may  regard  as  demonstrated,  and  that  in  a  decided 
manner,  from  a  multiplicity  of  prodigious  researches,  that  there 
does  exist,  both  in  the  nerves  and  in  the  muscles  of  all  living 
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human  beings,  and  in  living  animals,  a  natural  electricity ^  under 
the  influence  of  a  vital  force  that  is  as  ceaseless  as  life,  and  in 
some  degree,  at  least,  independent  of  mechanical,  physical,  or 
chemical  actions,  whether  exterior  or  interior,  although  it  co- 
works  with  them. 

2.  That  this  native  or  animal  electricity  is  manifested  under 
the  form  of  closed  currents,  circulating  along  the  course  of  the 
muscles,  or  along  the  course  of  the  living  nerves,  but  of  which 
we  are  able  to  collect  only  the  smallest  appreciable  portions  by 
the  assistance  of  our  best  instruments. 

8.  That  the  presence  of  this  free  electricity  is  subordinate  to 
the  state  of  the  life  and  well-being  of  the  person  or  animal,  and 
that  it  totally  disappears,  together  with  the  vital  force  and  all 
vitality,  at  death. 

4.  That  in  the  nerves,  as  in  the  muscles,  there  is  an  electric 
antagonism  between  the  transverse  course,  which  is  negative, 
and  the  longitudinal,  which  is  positive. 

5.  That  a  great  and  sudden  diminution  is  observed  to  be 
brought  about  in  .the  animal  current  of  the  muscles,  at  and 
after  the  moment  of  powerful  contractions  ;  and  also  in  that  of 
the  native  current  of  the  nerve,  at  and  after  the  transmission  of 
a  sensation  or  motion. 

6.  That  the  negative  variation  of  the  muscular  current  is  not 
permanent^  even  when  the  contraction  is  so,  or  rather  seems 
to  be  so,  as  in  artificial  tetanus  —  a  state  that  is  composed  in 
fact  of  a  rapid  succession  of  simple  ancL  sudden  variations  of 
intensity  ;  that  the  muscular  current  does  not  recover  its  inten- 
sity immediately,  but  gradually,  and  that  after  the  contraction, 
or  the  electrotonus,  has  ceased. 

7.  That  the  electric  phenomena  in  the  nerves  of  motion,  and 
in  those  of  sensation,  ai*e  for  the  most  part  identical ;  both  of 
these  kinds  of  nerves  transmitting  the  artificial  galvanic  current 
of  electricity  in  both  directions  equally  well. 

8.  That  the  nerves  difier  from  the  muscles  in  their  electric 
relation  in  that,  when  the  former  are  traversed  in  but  a  por- 
tion of  their  length  by  a  continuous  current  of  galvanism,  the 
entire  nerve  assumes  an  electric  or  polar  state  y  which  is  termed 
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electro-tonic ;  whence  results  the  production  of  a  current  that, 
according  to  its  direction,  either  increases  or  diminishes  the 
eflFect  of  the  ordinary  natural  electro-nerve  current.  Tlicn  this 
electro-tonic  state  of  the  nerve,  that  may  also  be  imparted  to  its 
depending  muscles,  is  a  commencement  of  electrolization ;  it 
thus  brings  about  a  contraction,  both  by  its  arising  or  appearing 
at  the  moment  when  the  circuit  is  made,  and  then  by  disappear- 
ing again  at  the  moment  when  the  current  is  broken. 

If  now  we  compare  together  these  facts,  that  are  proved  by 
our  electro-physiological  experiences  thus  far,  we  find  that  we 
arrive  at  some  further  veiy  remarkable  and  valuable  conclu- 
sions ;  and  first,  we  observe  that  when  we  act  by  means  of 
a  strong,  steady,  primary  current,  upon  the  nerve  trunks  of  a 
living  person,  then  there  is,  at  the  very  commencement  of  tho 
trial,  a  contraction  of  the  limb,  and  a  manifestation  of  real  pain ; 
and  this  also  at  the  moment  when  the  circuit  is  broken,  as  well 
as  at  tho  moment  when  it  was  closed  or  made  ;  and  that  these 
results  obtaui,  whatever  may  be  the  direction  of  the  current  em- 
ployed. 

But  on  continuing  these  trials  for  a  certain  longer  time, — 
shorter  in  proportion  as  the  current  employed  is  the  more  in- 
tense,—  we  find  that  there  exists  a  difference  between  the 
effects,  according  as  the  current  travels  in  the  one  direction  or 
in  the  other,  and  according  also  as  the  circuit  is  closed  or 
opened.  When  the  current  is  directed  doicmvard,  i.  e.,  from 
the  head  and  spine  in  the  direction  of  the  ramification  of  the 
nerves,  the  effect  is  limited  to  the  contraction  of  the  muscle, 
muscle  group,  or  whole  limb,  at  the  vioment  when  the  circuit  is 
closed.  And  when  the  circuit  is  again  opened^  the  effects  are 
limited,  or  mainly  directed  to  the  contraction  of  the  muscles  of 
the  back,  which  are  accompanied  with  pain.  But  if  the  poles 
of  the  battery  are  now  reversed,  so  as  to  send  the  current  in 
what  is  called  the  inverse  direction,  or  vpwards  and  towards 
the  spine  and  brain,  and  thus  contrary  to  the  nervous  ramiGca- 
tion,  then  the  order  of  the  phenomenon  is  not  only  reversed,  but 
also  modified.  The  closing  of  the  circuit  now,  causes  the  con- 
traction of  the  muscles  of  the  back,   which  is  accompanied 
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wiUi  pain,  while  the  openinff  of  the  circuit  is  attended  with  a 
contraction  of  the  muscles  of  the  limbs. 

Thus  there  are  found  two  fundamental  states  or  periods  of 
vitality  in  the  nerves  and  nervous  system  of  man,  entirely 
independent  of  those  states  brought  about  by  the  prolonged  or 
abusive  use  of  different  treatments,  which,  from  the  mere  tem- 
porary action  of  the  artificial  galvanic  current,  gives  two  classes 
of  results.  In  the  first  condition  the  current  acts  readily  in  both 
directions;  that  is,  at  the  closure  of  the  circuit,  during  the  con- 
tinuance, and  at  its  opening.  In  the  second  condition,  it  acts 
mainly  at  its  commencing^  if  running  with  the  nerves,  but  at 
its  ceasing^  if  running  contrary  to  the  nerves. 

Again :  if  we  find  that  a  stabile  and  somewhat  strong  galvanic 
current  is  able  to  produce  pain,  together  with  contractions  in 
the  muscles  of  tlio  back  and  head,  and  this  even  when  the  cur- 
rent does  not  act  directly  upon  a  nerve  that  ramifies  into  these 
muscles,  thus,  indeed,  bringing  about  a  motion  at  will,  purely 
by  the  power  and  skill  of  the  electric  excitation  of  the  nerve  or 
nerves,  situated  above  the  excited  part,  then  we  conclude  that 
this  result  must  be  due  to  that  action  which  Marshall  Hall  has 
designated  as  reflex^  or  reflexion,  —  an  action  which  is  due,  in 
the  first  instance,  to  the  sensorial  excitation  of  the  nerve  upon 
which  the  current  directly  acts ^  and  this  bringing  about  the  con- 
traction through  the  intervention  of  the  nerve  centres ;  as,  for  in- 
stance, from  the  periphery  sensory  nerves  thus  telegraphing  back 
the  answer  through  the  motor  nerves.  And  here  lies  the  broad- 
est and  deepest  channel  for  the  introduction  of  those  yet  to  be 
discovered  electro-therapeutical  operations.  What  we  already 
know  of  them  is  not  only  invaluable  in  itself,  so  far  as  it 
goes,  but  is  also  rich  in  promise,  though  as  yet,  we  believe, 
it  has  received  no  adequate  attention.  Marianini,  Matteucci, 
Marshall  Hall,  Dubois-Rcymond,  Becquerel,  and  Brown-Sequard 
have  in  vivisections  severed  the  spines  and  otherwise  mutilated 
the  bodies  of  a  thousand  animals,  and  thus  fairly  established  this 
mysterious,  but  as  yet  scarcely  comprehended  fact.  Let  practi- 
cal men  and  lovers  of  science  observe  and  study  this  law  of 
electro^eflex  action. 

17  • 
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But  again :  it  has  been  observed  that  when  actual  death  has 
been  produced  by  a  bolt  of  lightning,  the  excitability  of  the 
nerves  by  the  electric  current  entirely  ceases ;  yet  it  is  often 
found  that  in  these  same  cases  the  excitability  of  tlio  muscU 
fibre  remains.  M.  Mattcucci  remarks  that  no  poison  can  dimin- 
ish the  excitability  of  the  nerve  trunks  and  branches  like  hydro- 
cyanic  acid  and  the  curara  poison ;  yet  in  these  cases  the  mus- 
cular fibres  retain  their  irritability  to  the  immediate  application 
of  electricity.  This  will  now  and  then  be  observed,  as  the  au- 
thor has  certainly  experienced  in  his  practice,  in  certain  cases  of 
paralysis ;  i.  e.,  where  the  large  nerve  trunks  give  no  response 
to  any  kind  of  electric  current  that  is  brought  to  bear  upon 
them,  while  at  the  same  time  the  depending  muscle  groups  sup- 
plied by  that  nerve  readily  contract,  and  where  there  is  also  a. 
given  sensation  response  to  the  direct  application  of  strong  cur- 
rents of  induction. 

Alexander  von  Humboldt  was  the  first  to  attempt  to  show,  as 
he  then  thought  he  could  produce  by  the  voltaic  current,  con- 
tractions in  a  piece  of  fresh-cut  muscle,  deprived  as  much  as 
possible  of  its  nerve  filaments.  MUllcr,  and  Mattcucci,  and 
others  followed  up  his  researches  here,  until  they,  too,  concluded 
that  this  kind  of  contraction  can  take  place  at  the  instant  when 
the  current  commences  to  pervade  the  muscle,  and  at  the  mo- 
ment when  it  ceases  to  circulate  in  it ;  and  this  whatever  be 
the  direction  of  the  current  relative  to  the  course  of  the  muscu- 
lar fibre.  They  concluded,  therefore,  that  the  electric  current 
alone,  of  all  the  agents  tried,  when  it  is  applied  directly  to  the 
naked  muscle  by  the  polarizing  and  more  completely  arranging 
and  compacting  the  muscle  molecules,  is  able,  in  the  aggregate, 
to  result  in  the  sliortening  or  contracting,  even  ivithout  the  inter- 
vention  of  the  nerves.  But  we  must  also  bear  in  mind  how  dif- 
ficult  it  would  be  to  exactly  ol)litcrate  all  nerve  filaments  of 
matter  from  the  mass  of  muscle,  wliile  the  resulting  effects  of 
the  current  under  the  given  circumstances  may  be  unquestion- 
ably correct. 

But  we  have  ascertained  that  the  nerves  do  possess  in  them- 
selves a  certain  electrical  state.     Wo  know,  moreover,  that  this 
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electric  state  is  modified  by  every  kind  of  excitation  there  is 
produced  through  the  nerves.  We  know  that  the  muscles  have 
likewise  a  natural  electric  state,  which,  too,  is  modified  every 
time  there  is  a  contraction.  Now,  in  the  absence  of  excitation 
in  the  nerve  and  of  contraction  in  the  muscle,  there  must  be  a 
certain  equilibrium,  which  consists  in  the  circulation  of  native 
internal  electric  currents,  together  with  the  minute  chemical 
processes  there  going  on,  the  first  and  controlling  cause  of  wliich 
is,  the  vital  force.  This  gives  to  all  organic  molecules,  which 
are  naturally  bi-polar,  the  arrangement  necessary  to  the  estab- 
lishment of  these  natural  nerve  and  muscle  currents  ;  but  when 
once  established,  they  are  probably  reciprocally  sustained,  that 
is,  self-sustained  by  the  said  chemical  action,  that  is  as  every 
where  present  in  the  body  as  life  itself,  accompanies  vitality,  and 
which  it  perhaps,  in  part  at  least,  again  of  itself  determines. 

Thus  is  life  transmitted  by  the  nerves  through  means  of  their 
nervo-electric  state,  as  found  in  their  normal  or  healthy  condi- 
tion of  vitality ;  and  from  this  there  results,  in  all  the  muscles 
and  tissues  of  the  livhig  human  organism,  an  analogous  electric 
state  and  process,  but  with  certain  differences,  due,  as  we  have 
shown,  to  the  difierent  nature  or  function  of  these  divisions  of 
the  living  body.  When  the  natural  electric  state  of  a  nerve  is 
modified  by  any  cause  whatever,  the  equilibrium  is  destroyed, 
and  there  results  some  sort  of  sensation  or  contraction,  or,  more 
usually,  both.  When  this  arises  from  the  nervous  centre,  it 
appears  that  the  polarization  of  the  telegraphing  nerve  then  on 
duty  is  brought  about  longitudinally ;  i.  e.,  from  one  extremity 
to  the  other,  just  as  is  every  conducting  body  that  is  traversed 
by  an  electric  current,  in  such  a  manner  that  the  negative  pole 
of  the  molecules  is  turned  towards  the  centre,  while  the  positive 
is  towards  the  muscles.  This  is  just  what  would  result  from  the 
action  of  a  galvanic  current  travelling  in  the  direction  of  the 
nervous  ramification  ;  i.  e.,  from  the  head  towards  the  muscles. 
This  it  is  that  explains  why  an  electric  current  run  in  this  direc- 
tion, favors  the  contraction  more  than  when  run  in  the  opposite 
direction.  Then,  again,  if  the  influence  exerted  upon  the  nerve, 
instead  of  coming  from  the  brain,  rather  comes  from  the  mus- 
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des,  tlie  polarization  of  the  nerve  must  take  place  in  the  oppo- 
site direction ;  80  that  the  positirc  poles  of  all  the  molecules  ore 
turned  towards  the  nerve  centres,  while  the  negative  poles  are 
towards  the  muscles  from  whence  the  excitation  came.  Hence 
a  galvanic  current  run  towards  tlie  hrain  produces  more  teiisa- 
/tt»i,  but,  when  down-running,  —  \.  Q.,  from  the  brain,  —  more 
contraclion.  Polarization  is  therefore  established  in  a  contrary 
direction  in  a  nerve  of  motion  and  in  a  nerve  of  sensation.  The 
exception  is  wlicre  a  compound  nerve  is  tested  witli  an  electric 
current,  or  any  way  acted  upon  in  Us  course,  or  in  some  part  of 
its  length  ;  as,  in  tliat  case,  it  may  transmit  motion  towards  the 
periphery,  and  sensation  towards  the  brain,  simultaneously,  —  its 
two  portions  being  polarized  in  directions  contrary  to  each  other. 
It  has  ^ways  been  sought  for  as  most  important  to  be  known^ 
how  tlic  nen'es  tcmiiuate  in  the 
muscles,  as  well  as  in  the  other 
tissues  they  ramify.  Dr.  Waller 
has  recently  succeeded  in  following 
tlic  course  of  the  nerves  to  their 
uUimate  ramifications  with  the 
greatest  precision.  He  concludes 
'  tliat  they  arc  seen  to  penetrate  even 
into  tlie  interior  of  the  muscular 
1  fibres,  with  wliich  tUey  intersect  bg 
hups  in  sucli  a  way  that  each  ele- 
mentary fibril  of  nerve  abuts  upon 
an  elementary  muscle  fibre.  If  this, 
beyond  disputation,  is  uniformly  so, 
it  is  no  way  wonderful  that,  where 
the  nerve  is  polarized  by  any  cause, 
il  siiould  bring  about  the  simul- 
taneous polarization  of  the  fibre 
'  wliich  it  abuts.  If  the  nerve  is  tet- 
anized,  the  muscle  fibre  is  tetauized 
If  there  is  sensation,  the  normal  state  is  disturbed,  which 
polarizes  the  nerve,  and  acta  upon  the  brain.  It  is  but  reason 
that  every  cause  which  alters  the  capabiUty  of  the  molecular 
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contraction  of  the  nerve,  prevents  its  polarity  from  being  estab- 
lished, and  consequently  arrests  the  transmission  of  motion  or 
of  sensation,  or  of  both,  as  seen  in  some  paralysis.  It  is  emi- 
nently probable,  says  M.  De  la  Rive,  that  during  all  muscular 
contractions,  as  well  as  during  the  transmission  of  sensations, 
the  nerve  and  the  muscle  are  brought  into  operation  at  the  very 
extremity  of  the  nerve,  and  not  all  along  its  course. 

Electricity  in  the  animal  frame  is,  hence,  the  force  by  means 
of  which  all  nervous  action  is  exerted,  —  not  created  at  the  mo- 
ment when  the  nerve  acts,  but  preexisting  in  the  particles  of  all 
organic  matter.  While  under  the  absolute  influence  of  vitality 
or  life,  these  particles  are  arranged  in  a  special,  methodical 
manner,  so  that  life  cannot  be  considered  as  a  consequence  of 
the  electric  nature  and  arrangement  of  these  molecules ;  but 
life  must,  on  the  contrary,  be  regarded  as  the  cause  of  their 
mode  of  groupir^^  and  consequently,  indirectly,  of  the  phenom- 
ena that  result.  Let  life  but  be  taken  away,  the  particles  still 
preserving  their  electric  polarity  and  property,  —  i.  e.,  their  sim- 
ple polarity,  —  and  they  are  found  grouped  now  quite  differently. 
Here,  they  simply  obey  the  forces  of  equilibrium  that  are  proper 
to  them,  and  present  nothing  but  the  ordinary  phenomena  of 
inorganic  matter.     Such  is  a  dead  body. 

According  to  M.  Matteucci  and  Alfred  Smee,  the  cause  of 
natiiral  currents  of  animal  electricity  is  to  be  attributed  to  the 
chemical  action  that  is  peculiar  to  living  organisms^  where  arte- 
rial blood  is  in  contact  with  the  tissues,  and  consequently  in  the 
living  voltaic  arrangement  for  the  life,  nutrition,  and  repair  of 
all  the  tissues,  <fec. ;  while  Pubois-Reymond  and  De  la  Rive 
teach  that  these  are  subordinate  to  an  undefinable  vital  force^ 
and  that  the  nerves  in  man  are  endowed  with  native  nervo^lec- 
trie  currents. 

We  find,  as  is  well  known,  that  if  we  take  a  frog,  and  place 
a  small  bit  of  the  curara  poison,  as  by  vaccination,  just  under 
the  skin,  the  frog  is  soon  killed.  If,  now,  we  electrize  the  large 
nerve  tnmks,  we  find  they  are  dead ;  but  if  we  touch  the  muscles 
with  one  of  the  electrodes,  and  that  even  with  the  weakest  cur- 
rents, they  twitch  most  violently ;  and  this  lasts  longer  than 
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when  the  animal  is  killed  by  other  means.  Claude  Bernard  is 
far  from  believing,  however,  that  this  is  evidence  of  the  inde- 
pendent irritability  of  the  muscles ;  but,  rather,  refers  the  phe- 
nomenon to  such  as  where  the  nerves  die  in  direction  from  the 
centre  to  the  periphery,  as  evidently  occurs  in  some  central  pal- 
sies, and  also  where  there  is  death  from  chloroform.  This,  how- 
ever, is  questioned.  Yet  we  can  easily  perceive  that  in  any  case 
where  there  is  this  partial  eflfect  or  staie^  we  shall  find  the  elec- 
trization of  the  muscle  substance  to  produce  more  decided  effect 
than  can  be  produced  even  from  the  exact  nerve  border  point. 

But  it  must  be  foreseen  that  the  simple  local  excitement  of 
the  muscles  by  electric  treatments,  or  by  any  other  means,  will 
never  subject  them  again  to  the  dominion  of  the  will,  so  long  as 
the  nerve  conductors  from  the  central  organs  to  the  periphery 
are  uih-toned,  and  unless  they  are  quickened  by  some  natural,  or 
adequate  artificial  action.  To  this  end,  Duchenne's  method 
sometimes  fails.  Operating  through  the  exact  muscle  border 
points,  even,  is  not  always  a  sufficiently  sure  exercise  of  the 
large  nerve  trunks.  My  custom  is,  therefore,  in  examining  such 
cases,  not  to  omit  tracing  from  place  to  place  the  course  of  the 
largest  nerves  upon  which  the  diseased  part  depends. 

At  a  meeting  of  the  Academy  of  Sciences,  in  Paris,  M.  Arago 
read  the  following  notes  from  the  illustrious  Baron  Humboldt, 
relative  to  muscular  action  and  animal  electricity  :  — 

"  Neitlicr  the  jeers  of  certain  editors  on  German  credulity, 
nor  the  negative  results  obtained  by  two  of  our  first  natural  phi- 
losophers, have  changed  my  convictions  regarding  the  influence 
of  muscular  action  on  the  movement  and  direction  of  the  gal- 
vanic needle.  "We  have  recently  repeated  our  experiments  at 
M.  Dubois-Reymond's,  and  I  invited  M.  Mitscherlich  to  attend, 
knowing  his  great  dexterity  in  the  management  of  delicate  in- 
struments. On  giving  tension  to  the  muscles  of  the  left  arm, 
the  needle  was  instantly  made  to  move  by  M.  Mitscherlich,  and 
that  in  the  direction  predicted  by  M.  Rcymond,  namely,  indicat- 
ing a  current  from  the  hand  to  the  shoulder  of  the  arm  which 
was  in  action.  On  stiffening  his  right  arm,  M.  Mitscherlich 
found  that  the  needle  moved   in   an   opposite  direction,  and 
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traversed  a  smaller  number  of  degrees ;  this  arises  from  the 
fact  that  the  energy  of  muscular  contraction  is  not,  under  all 
circumstances,  the  same  in  both  arms.  Occupied,  as  I  have 
been,  for  more  than  half  a  century,  with  physiological  researches 
of  this  kind,  the  discovery  of  M.  Reymond  has  most  deeply 
interested  me.  It  is  a  vital  phenomenon,  rendered  sensible  to 
us  by  an  instrument  of  physics. 

In  connection  with  the  same  subject  I  may  mention  the  result 
of  some  curious  experiments  recently  made  by  M.  Ducros.  The 
conductors  of  a  galvanometer  were  applied,  one  to  the  forehead 
and  the  other  to  the  neck.  The  needle  of  it  remained  steady, 
and  marked  forty  degrees.  The  patient's  thigh  was  now  strongly 
pinched,  and  under  the  influence  of  the  pain,  the  needle  passed 
to  eighty  degrees,  with  great  rapidity.  This  experiment,  fre- 
quently repeated,  gave  the  same  results ;  and  M.  Ducros  hence 
concludes,  "  that  all  causes  which  increase  vital  activity,  react 
on  the  galvanic  needle,  even  at  a  distance  from  the  point  of  tlieir 
immediate  action." 

Laws  and  General  Principles  deduced  from  the  Physiological 

Effects  of  Electricity. 

Long  before  the  experiments  of  Dr.  Galvani,  it  was  known,  as 
we  have  shown,  that  electricity  exercised  a  special  action  over 
organized  bodies,  as  friction  electricity,  produced  by  the  cylinder 
machine,  had  long  been  employed  for  medical  purposes.  But 
the  modus  operandi  of  that  action  was  less  known  then  than 
now.  If  we  but  carefully  follow  the  delicate  researches  of  M. 
Marianini,  the  Italian  philosopher,  we  shall  behold  a  very  minia- 
ture creation,  —  the  halo  and  glory  of  colors,  the  source  of  the 
beautiful  flowers.  If  we  observe  the  enormous  labors  of  Bec- 
querel,  Matteucci,  Arago,  Gay-Lussac,  and  De  la  Rive,  on  fer- 
mentation, germination,  and  cell-growth,  or  on  circulation, 
heat,  and  other  chemico-physiological  and  electro-physiological 
phenomena,  that  mutually  occupy  the  jurisdiction  of  organic 
chemistry  and  electricity,  we  then  find  tangible  evidence  and 
definite  results,  of  the  greatest  magnitude  and  value. 
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Let  US  then,  at  least,  take  a  glimpse  at  the  influencing  and 
often  controlling  power  of  electricity,  as  it  relates  to  animal 
organization,  by  observing  isolated  facts,  that  are  indirect  as 
well  as  direct.  Gay-Lussac  succeeded  in  bringing  about  fer- 
mentation in  the  pure  juice  of  the  grape,  which  had  been  pre- 
served, by  protection  from  the  air,  in  carefully  sealed  jars ; 
which  he  did  simply  by  means  of  platinum  points,  projecting 
within  tlie  jar  for  that  purpose,  and  so  conducting  a  galvanic  cur- 
rent through  the  contained  juice.  From  this  it  is  proved  that 
oxygen,  from  the  electrolytic  action,  was  actually  developed  at 
the  poles  within  the  air-tight  jar,  and  thus  became  the  cause  of 
the  fermentation,  which  it  is  known  cannot  take  place  where 
tiiero  is  no  oxygen. 

Tlic  coagulation  of  albumen  about  the  negative  pole  of  an 
active  current,  observed  by  M.  Lasaigne,  is  also  the  result  of  the 
presence,  at  tliis  electrode,  of  acid,  arising  from  the  decomposi- 
tion of  certain  salts.  M.  Becquerel  observed  repeatedly,  that, 
while  oxygen  facilitates  germination  about  the  positive  pole,  it 
also  frequently  occurred  that  the  acid,  which  is  also  liberated 
at  this  electrode,  produces  the  contrary  effects.  In  such  a  case, 
it  is  noticed  that  the  seed  grows  best  at  the  negative  pole,  where 
an  alkaline  base  is  accumulating.  It  is  now  evident,  that  the 
electric  current  acts  alike  upon  vegetable  and  animal  matter  as 
electrolytes,  and  that  it  must  necessarily  bring  about,  sooner  or 
later,  a  change  in  the  organized  body  that  is  so  subjected  to  the 
proper  current. 

Alexander  von  Humboldt,  in  order  to  test  accurately  the 
physiological  effects  of  immediate  galvanism,  says  he  caused 
a  blister,  of  the  size  of  a  crown  dollar,  to  be  placed  on  each 
of  his  own  shoulders.  They  occupied  the  upper  and  outer 
portion  of  the  deltoid  muscles.  When  those  two  blisters  were 
opened,  he  says  there  trickled  down  his  back  the  ordinary  clear 
scrum,  which  dried  on  the  skin,  showing  nothing  but  a  delicate 
gloss  from  the  contained  lymph,  and  which  was  readily  washed 
off  with  simple  water.  The  right  blister  was  first  experimented 
u|X)n,  by  placing  over  it,  in  immediate  contact  with  the  raw 
place,  a  small  plate  of  silver,  that  mostly  covered  this  denuded 
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blister ;  but  there  was  neither  felt  nor  seen  any  effect  until  the 
similar  application  of  a  plate  of  zinc  over  the  other  Mister  and 
metallic  contact  was  made  between  them ;  when,  at  each  con- 
tact,  there  was  a  heavy,  dull  sensation  of  burning.  This  sensa- 
tion, he  says,  sensibly  increased  from  half  minute  to  half  minute. 
But  what  was  most  surprising  to  all  present  was,  the  appearance 
of  the  now  flowing  secretion  from  the  blisters;  it  was  not 
transparent,  nor  was  it  bland,  as  before,  but  in  the  course  of  a 
very  short  time,  it. had  become  reddish,  producing  evidence  of 
irritation  of  the  skin  wherever  it  flowed  over,  leaving  there  red- 
dish stripes.  No  angry  wound  could  produce  such  acrid  liquid 
and  quick-made  excoriations.  The  gentleman  who  aided  in  these 
trials  repeated  the  effects  by  reversing  the  arrangement  of  the 
silver  to  the  left  shoulder.  In  four  minutes,  violent  inflamma- 
tion set  in,  with  increased  local  redness,  together  with  the  exco- 
riations of  purple  and  red  stripes,  produced  down  the  back  by 
the  moisture  that  flowed  from  under  the  metal  plates  that  were 
thus  on  the  raw  surfaces.  When  the  experiment  was  ended, 
says  Humboldt,  notwithstanding  all  the  care  taken  to  gently 
wash  away  the  flowing  moisture  as  well  as  could  be,  still  did  his 
back  appear  like  a  whipped  criminal.  This  very  remarkable 
experiment,  for  testing  the  physiological  action  of  that  method 
of  using  galvanism,  was  given  by  Baron  Humboldt,  the  Nestor  of 
natural  science,  early  in  the  year  1790,  and  even  before  the  dis- 
covery of  the  voltaic  pile,  but  after  the  discovery  of  the  electro- 
muscular  contractions  by  Galvani,  through  the  twitchings  of 
dead  frogs  from  metallic  contact,  (see  page  72;)  a  phenomenon, 
which  it  is  well  known  led  Galvani  to  suppose  that  the  electric 
source,  was  no  other  than  that  which  was  native  in  the  muscles 
and  flesh,  and  that  the  nerves  were  only  the  conductors  of  the 
positive,  or  plus  electricity  that  was  accumulated  in  the  deep 
parts ;  they  only  leading  it  to  the  negative  or  minus  electricity 
which  was  on  the  surface.  But  Humboldt  ofiered  two  explana- 
tions of  this,  also,  that  were  satisfactory. 

The  electro-physiological  phenomenon  of  "  closing  and  opening 
convulsions^^  has  always  received  the  greatest  attention,  and 
many  ideas  have  been  advanced  by  philosophers  to  accoimt 
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satisfactorily  for  them.  M.  De  la  Rive  compares  them  to  the 
deviations  of  the  galvanometer,  under  like  circumstances.  For 
instance,  while  Faraday  was  making  experiments  to  determine 
the  velocity  of  galvanic  electricity,  he  obtained  the  use  of  several 
hundred  coils  of  large  telegraph  wire,  covered  with  giitta  percha, 
and  intended  for  subterranean  or  submarine  lines,  which  were 
half  a  mile  in  length  each.  He  suspended  these  to  a  series  of 
barges,  in  a  canal,  so  that  each  coil  was  plunged  entirely  under 
water  its  whole  length,  with  the  exception  of  a  very  short  bit  at 
each  end.  These  he  connected  metallically  end  to  end,  so  as  to 
constitute  a  single  wire  of  some  two  hundred  miles  in  length. 
Then  he  attached  to  one  end  of  this  long,  insulated  wire  a  com- 
pound galvanic  battery  composed  of  three  hundred  and  sixty 
cups,  and  hence  as  many  pairs  of  zinc  and  copper  plates,  in 
acidulated  water,  including  in  the  circuit  also  a  very  sensitive 
galvanometer.  Then,  after  the  current  had  thus  been  traversing 
this  long  wire  for  a  time,  at  the  moment  when  communication 
was  cut  off  between  the  battery  and  the  long  wire,  a  very  strong 
shock  was  felt ^  by  merely  touching  for  an  instant  either  end  of 
the  long  wire.  This  he  found  could  be  repeated  some  forty  times 
in  succession,  with  the  same  result,  but  less  and  less  in  degree. 
Again :  instead  of  thus  touching  the  long  wire  and  so  leading  off 
the  accumulated  electricity  so  immediately  after  taking  away  the 
battery  from  it,  if  one  pole  or  end  is  placed  in  connection  with 
the  galvanometer,  while  the  other  end  or  pole  connects  with  the 
ground,  then  the  needle  of  the  instrument  was  quickly  and 
powerfully  deflected ;  and  tliis  was  still  sensible,  if  the  trial  was 
not  made  again  with  it,  for  some  half  hour. 

Faraday  explains  this  as  the  resiilt  of  the  thus  formed  unique 
Leyden  jar  of  enormous  length ;  consisting  of  the  long  wire, 
the  envelope  by  which  it  was  insuhited,  and  the  liquid  which 
surrounded  it.  The  wire  plays  the  inner  coat  of  the  Leyden 
jar,  which  is  charged.  The  gutta  percha,  being  a  non-conductor, 
is  the  jar  itself;  while  the  water,  or  the  moist  earth,  is  the  conr 
ductor  for  its  negative  electricity,  like  the  outside  of  a  positively 
charged  Leyden  jar.  Volta  early  showed  that  a  Leyden  jar 
might  be  charged  by  connecting  its  inner  coating  of  foil  with 
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the  electric  pile  of  his,  then  in  use.  But  what  interests  us  par- 
ticularly, says  De  la  Rive,  is  the  curious  fact,  that  the  instant 
the  contact  is  made  with  the  body,  there  is  a  shock ;  or  if  witli 
the  galvanometer,  there  is  that  instant  forwarded  a  powerful 
deflection;  which  is  again  repeated,  though  in  a  less  degree,  at 
the  moment  of  disconnecting  tlie  circuit;  —  provided,  always, 
that  the  other  end  of  the  galvanometer  and  current  is  in  con- 
nection with  the  earth.  "  Here^  therij'^  he  observes,  "  was  a 
closing"  and  opening  convulsion,  much  like  that  observed  in  the 
human  organism."  But  we  do  not,  we  cannot  conclude  that 
they  are  alike. 

Volta's  hypothetical  "counter-current"  has  been  fairly  dis- 
proved by  Marianini,  who  most  carefully  investigated  the  whole 
subject  of  opening  and  closing  convulsions.  He  showed  that 
the  contraction  which  takes  place  at  the  moment  of  ,the  closing 
of  the  galvanic  stream,  and  that  which  takes  place  at  its  open- 
ing or  cessation,  have  not  the  same  intensity ;  at  least,  this  is 
more  visible  when  the  nerve  has  lost  a  portion  of  its  excitability ; 
and  that  one  or  other  of  the  twitchings  is  the  more  powerful, 
according  to  the  direction  the  electric  stream  is  made  to  traverse 
the  nerve  in  respect  to  its  ramification.  To  illustrate  this  dif- 
ference as  he  did,  and  at  the  same  time  to  observe  some  other 
important  physiological  facts,  we  can  have  recourse  to  the  pre- 
pared thighs  of  a  frog,  which  will  as  well  answer  for  this  trial. 
Only  let  the  thighs  of  a  recently-killed  frog  be  attaclied  to  the 
body,  or  to  the  lumbar  vetebrae  simply  by  the  lumbar  nerves. 
Into  a  cup  of  water  plunge  the  feet  and  legs,  while  into  another 
cup  of  water  the  lumbar  portion  of  the  pendulous  nerves  is 
caused  to  be  immersed.  When  thus  placed,  plunge  the  posi- 
tive electrode  of  a  gentle  current  into  the  cup  that  contains 
the  lumbar  nerves,  and  all  is  prepared  to  observe  the  result. 
Now,  if  the  negative  electrode  or  polo  of  a  battery  is  suddenly 
plunged  into  the  cup  of  water  that  contains  the  feet,  the  mus- 
cles contract  every  time  it  is  so  done,  which,  of  course,  is  at  the 
closing  of  the  circuit ;  but  the  contraction  is  not  seen  on  with- 
drawing the  pole,  which,  of  course,  opens  the  circuit ;  but  on 
changing  the  place  of  the  poles,  —  i.  e.,  reversing  them  in  the 
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cups,  —  the  effects  are  found  to  be  just  the  reverse.  This  trial 
proves,  then,  that  the  contraction  or  twitching  is  caused  ai  the 
closure  of  the  down^unning^  current,  which  is  with  the  ramificar 
tion  of  the  nerves ;  but  not  at  the  opening,  or  discontinuing  of 
the  up-running  stream,  i.  e.,  in  an  opposite  or  inverse  direction 
to  the  branching  out  or  ramification  of  the  nerves. 

Another  arrangement  of  the  prepared  frog  thighs,  made  by 
Marianini,  proves  the  same  facts,  and  renders  these  fundamental 
results  familiar  ;  and  for  that  reason  they  are  repeatedly  shown 
in  this  work.  The  frog  is  to  be  prepared  as  before  in  Galvani's 
original  method,  but  arranged  now  so  that  one  leg  shall  be 
placed  in  each  of  the  two  glasses  of  w^atcr.  If,  then,  the  poles 
of  a  moderate  current  arc  quickly  plunged  into  the  water  of 
the  respective  cups,  the  legs,  if  from  a  recently-killed  frog,  will 
spring  out  of  the  cup ;  but  if  now  we  forcibly  retain  them  in 
the  cups,  and  then  frequently  repeat  the  closure  and  opening  of 
the  circuit,  we  shall  for  a  while  see  twitchings  in  both  legs,  and 
that  as  well  on  opening  as  at  closing  the  circuit.  Then,  by 
continuing  to  operate  thus  for  a  time,  the  excitability  diminishes 
or  exhausts,  until  we  notice  that  only  one  of  the  limbs  contract, 
and  that  when  the  current  is  closed;  and  this  is  the  limb  with 
the  negative  pole,  and  where,  of  course,  the  current  runs 
down  it.  But  if  the  poles  are  plunged  into  the  water  and 
retained  there  for  a  little  time,  then,  on  removing  them,  or  one  of 
them,  the  twitching  is  seen  to  take  place  in  the  opposite  limb, 
i.  e.,  in  that  one  that  is  traversed  by  the  current  running  up  it. 
If  the  trial  is  reversed,  by  exchanging  the  poles  in  the  cups, 
and  thus  causing  the  current  to  run  up  the  limb  where  it  had 
before  run  down,  and  vice  versa,  the  result  will  follow  in  ac- 
cordance with  the  same  law,  viz.,  the  closing  contraction  will 
now  be  in  the  limb  where  before  was  the  opening. 

Further :  if  the  thighs  of  two  frogs  are  now  prepared,  as 
before  described,  and  the  four  large  nerves  are  placed  in  the 
same  glass  of  water  with  them,  while  the  flesh  of  the  two  legs 
of  the  one  frog  is  transfixed  by  the  positive  electrode,  and  the 
flesh  of  the  two  legs  of  the  other  frog  is  similarly  arranged  with 
the  negative  pole   then  the  frog  that  is  at  the  negative,  and 
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traversed  with  the  direct  or  down-running  current,  is  seen  to 
tremble  at  the  closure  of  the  current,  whilst  at  the  opening  of 
the  same  the  trembling  is  seen  in  the  other  frog  legs,  where  is 
the  positive  pole,  and  the  current  is  traversing  indirectly,  or  up- 
running.  This  trembling  in  the  one  experiment,  and  the  twitch- 
ing in  the  other  experiment,  arise,  as  we  see,  under  opposite 
directions  of  the  current. 

Marianini  further  observed,  that  when  electricity  acts  imme- 
diately over  and  upon  a  muscle,  contraction  takes  place  only  at 
the  mstant  when  the  current  is  closed,  whatever  be  the  direction 
of  the  stream.  He  therefore  termed  this  mode  of  action  the 
idiopathic^  to  distinguish  it  from  the  action  produced  by  apply- 
ing the  electrodes  over  the  nerve  trunk  of  that  muscle  which  he 
termed  symptomatic.  By  thus  operating  on  a  live  frog,  whose 
posterior  limbs  remained  attached  to  the  living  animal  only  by 
the  two  carefully  exposed  nerves,  (sometimes  termed  lumbar, 
sciatic,  ischiatic,  or  crural  nerves,)  and  placing  the  hind  legs  in 
contact  with  one  pole  of  the  battery,  while  one  or  both  of  the 
fore  legs  are  in  contact  with  the  other  pole,  as  by  placing  them 
respectively  in  little  shallow  vessels  of  water,  —  if  now  the 
stream  traverses  the  hind  legs  directly ^ot  down-running,  the  frog 
will  agitate  those  posterior  limbs  at  the  moment  when  the  current 
is  closed.  But  then,  at  the  moment  when  the  current  is  opened^ 
the  frog  utters  a  prolonged  cry  with  the  full  force  of  its  lungs, 
as  from  pain,  and  at  the  same  time  raises  itself  with  rigid  con- 
tortions on  its  fore  legs  or  arms,  without  the  least  agitation  of 
the  posterior  legs.  Then,  after  a  considerable  rest,  if  the  cur- 
rent is  reversed  so  as  to  enter  the  hind  legs  by  the  feet,  and 
hence  in  an  inverse  direction,  it  is  now,  when  the  current  of 
electricity  is  closed,  that  the  frog  utters  its  cry,  accompanied 
with  contortions,  &c.,  and  it  repeats  the  cry  if  the  circuit  is  left 
a  little  longer  closed ;  but  when  opened,  the  posterior  extremi- 
ties are  agitated  again,  and  the  animal  ceases  to  cry  or  show 
contortions. 

By  tliis  we  see  that  the  contractions  take  place  only  at  the 
closing  or  making  of  the  circuit,  and  not  at  its  opening,  if  the 
current  or  stream  is  direct,  or  down-running ;  and  only  appear- 
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ing  at  its  opening  or  discontinuance,  and  not  at  its  closure,  if 
the  current  is  the  inverse  or  up-running,  i.  e.,  towards  the 
spinal  marrow  and  brain. 

M.  Nobili  distinguishes  from  such  trials,  as  he  thinks,  some 
five  stages*  or  degrees  of  irritability  that  may  be  found  in  the 
same  set  of  nerves  in  the  same  animal.  TI\g  first  stage  is  where 
the  contraction  appears  in  four  conditions,  as  both  with  the  trp- 
running  and  doicn-rvnning  currents,  and  at  the  closing  and 
opening  of  the  circuit.  The  second  stage  is  where  one  of  these 
is  wanting;  i.  e.,  where  there  is  no  contraction  from  the  closure 
of  the  up-running  current.  The  third  is  where  two  of  these  are 
wanting ;  i.  c.,  wliere  also  the  contraction  is  wanting  at  the  open- 
ing of  the  down-running  stream.  The  fourth  is  where  but  one 
contraction  remains,  and  that  is  at  the  closure  of  the  direct  or 
down-running  current.  The  fifth  is  where  there  is  no  sort  of 
contraction  in  any  case,  either  at  closure  or  opening  of  the  cir- 
cuit, nor  at  the  up  or  down  traversing  current.  We  can  state 
it,  in  short,  thus :  — 

1.  Contraction  at  closure  and  opening  of  both  up  and  down 
currents. 

2.  Contraction  lost  at  closure  of  the  inverse  current. 
8.  Contraction  lost  at  opening  of  the  direct  current. 

4.  Contraction  lost  at  all  but  at  closure  of  the  direct. 

5.  Contraction  lost  at  all  and  under  all  circumstances. 

By  means  of  a  proper  current  of  galvanism,  and  under  this 
rule^  he  thinks  that  we  may  be  enabled  to  judge  of  the  state  of 
irritability  of  any  nerve  trunk  ;  indeed,  that  this  becomes  a  kind 
of  by-law  for  the  operator,  not  only  for  judging  of  new  cases, 
but  also  in  determining  the  advance  or  retrograde  effects  of  the 
electro-medical  treatments.  But  wo  must  bear  in  mind  the 
actual  difference  there  is  between  irritability  and  capability: 
the  former  admonishes  us  to  be  careful,  the  latter  is  the  cure. 

We  do  not  usually  observe  any  sensible  contraction  of  mus- 
cles when  under  the  steady  running  of  a  feeble  current. of  gal- 
vanism. But  this,  as  say  Remak,  Do  la  Rive,  and  others,  does 
not  prove  that  there  is  not  a  certain  effect  being  produced  on 
the  nerves  by  the  steady  and  gentle  in  working  of  this  current. 
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ludeed,  here,  according  to  my  experience,  is  one  of  the  most 
marvellous  and  valuable  effects  of  all  the  medical  uses  of  elec- 
tricity. Even  as  long  ago  as  in  Volta's  day,  it  was  known  that 
the  prolonged  action  of  a  steady  current  in  the  same  direction, 
—  say  for  an  hour  or  so,  —  on  the  nerves  of  a  mutilated  frog 
rendered  them  so  that  contractions  were  no  longer  produced, 
either  at  the  making  or  breaking  of  that  current.  But  the 
instant  it  was  exposed  even  to  the  same  current  reversed  in 
direction,  the  frog  showed  very  violent  contractions  and  agi- 
tations, even  stronger  than  at  first. 

Therefore,  the  continuous  action  of  any  moderate  galvanic 
current,  we  may  then  safely  conclude,  does  not  produce  any 
sort  of  disorganization  of  the  nerve,  as  has  been  so  frequently 
taught,  but  that  it  rather  modifies  it,  to  a  certain  degree,  so 
that  it  obtains  a  new  susceptibility.  If  the  nerve  is  sick  or 
diminished  in  its  physiological  irritability  and  power,  this  cur- 
rent can  increase  and  restore  that ;  if  the  nerve  is  already  alive 
and  in  health,  it  can  thus  be  exalted  above  the  normal.  When, 
by  a  protracted  duration  of  the  same  even  directed  stream,  the 
nerve  gets  accustomed  to  this  new  state,  it  may  remain  so  for  a 
considerably  shorter  or  longer  time,  even  after  the  cause  that 
has  produced  this  changed  state  is  removed.  For  we  notice  that, 
if  we  suspend  the  action  of  such  current  for  a  few  moments,  and 
then  apply  it  again  in  the  same  direction,  we  find  it  produces  no 
sort  of  effect,  because  it  finds  the  nerve  in  the  same  condition 
still  which  that  current  tended  to  produce  on  it.  It  is  no  longer 
the  same,  however,  if  now  the  direction  of  the  current  is  changed ; 
for  the  more  the  nerve  has  become  accustomed  to  the  first  cur- 
rent direction,  within  certain  bounds,  all  the  less  will  it  tolerate 
the  action  of  the  second,  or  reversed.  But  what  this  exi^ct 
modification  is,  we  can  only  infer.  It  clearly  proves,  that  the 
modification  produced  by  each  direct  and  inverse  current,  and  by 
each  closing  and  opening  current,  is,  in  fact  and  effect,  very  dif- 
ferent. Therefore  M.  Nobili  calls  the  first  direct  alteration^  which 
we  understand  is  produced  by  the  direct  or  down-running  cur- 
rent, while  the  second  he  terms  the  inverse  alteration,  which  is 
likewise  produced  by  the  inverse  or  up-running  current. 
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But  all  these  results,  obtained  so  uniformly  by  experiments 
on  dead  or  mutilated  animals,  we  find  to  vary^  considerably, 
when  tried  on  living  human  beings.  The  phenomenon  is  greatly 
varied  with  the  strength,  and  way,  the  current  is  brought  to 
bear  upon  the  individual ;  and  besides  there  are  wide  differences 
in  persons  as  to  less  or  greater  nerve  excitability.  Relatively 
speaking,  thou,  we  can  say,  that  the  more  powerful  currents 
show  their  effects  most  at  the  instant  of  opening  the  circuit, 
and  that  the  reverse  is  true  when  employing  a  more  feeble  bat- 
tery current.  This  must  be  due  to  the .  greater  degree  of  the 
modification  brought  about  by  the  recent  running  current 
through  the  nerves.  M.  Nobili  believes  that  his  law  of  coi^ 
traction  is  not  affected,  if  we  include  also  the  muscle  with  the 
nerve,  i.  c.,  if  one  electrode  is  over  a  nerve,  while  the  other  is 
upon  the  muscle  that  is  supplied  by  it.  But  he  thinks  the  efiGsct 
is  no  longer  the  same,  if  the  current  is  directed  so  as  to  traverse 
only  the  muscle  fibres ;  for  in  that  case,  the  twitch  takes  place 
only  when  the  circuit  is  closed,  and  that  regardless  of  the  direc- 
tion of  the  current.  But  we  do  not  observe  now  the  contraction 
that  was  otherwise  produced  at  the  opening  of  the  circuit,  and 
hence  called  the  opening  convulsion.  This  last  phenomenon, 
when  produced,  is  no  doubt  the  result  of  the  modification  pro- 
duced in  the  nerve  trunk  while  it  was  being  traversed  by  the 
previous  somewhat  strong  current,  as  we  have  before  shown. 

Dr.  Volta  early  made  trials  in  the  ordinary  manner  with  the 
recently-killed  frog.  He  placed  the  legs,  when  properly  pre- 
pared, astride  of  two  glasses  of  water,  so  that  one  foot  should 
be  in  each  of  the  glasses.  He  then  brought  the  current  of  a 
moderate  pile  to  pass  steadily  through  these  legs,  up  one  and 
down  the  other,  by  placing  the  electrodes  respectively  in  the  two 
glasses  of  water.  This  he  would  maintain  for  a  half  hour,  when 
the  legs  would  no  longer  twitch,  cither  while  he  made  or  broke 
the  circuit.  But  on  exchanging  the  poles,  so  that  the  current 
I)assed  now  in  the  opposite  direction,  then  neither  closing  nor 
opening  of  the  circuit  could  be  done,  without  the  contraction 
being  repeated  strongly  at  each  time.  If  the  exchange  was  then 
again  made,  and  in  like  manner  continued  for  a  half  hour,  at 
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the  end  of  wliich  time,  as  before,  there  could  be  produced  no 
contractions ;  but  this  power  was  regained  afresh,  as  before,  upon 
the  simple  reversing  the  direction  of  the  current,  and  then  open- 
ing and  closing  the  circuit.  By  such  means  he  produced 
changes  from  half  hour  to  half  hour,  and  even  more  frequently, 
and  was  able,  for  an  entire  day  or  longer,  first  to  annihilate  and 
then  to  restore  at  pleasure  the  natural  excitability  of  the  nerves 
and  muscles  of  a  mutilated  animal.  This  is  the  origin  of  the 
term  "  voltaic  alternatives,^^  The  results  of  the  alternate  use  of 
galvanic  currents  we  shall  learn  to  be  of  the  greatest  importance 
in  the  details  of  electro-medical  practice.  The  new  condition 
worked  up  by  the  current  in  a  giveu  direction,  and  still  more 
manifested  by  given  careful  and  definite  variations,  we  may 
understand  to  be  a  condition  which,  from  analogy  with  what 
takes  place  in  all  other  cases,  must  bo  a  polarization  of  the 
molecules  of  the  nerves^  alternating  with  the  molecular  dis- 
charges. So  long,  he  says,  as  the  nerve  has  sufficient  vitality, 
and  hence  irritability,  left,  it  reacts  just  as  soon  as  the  current 
ceases;  i.  e.,  it  resumes  its  natural  molecular  state;  but  if  the 
animal  is  mutilated,  killed,  or  abused  by  the  experiments  of 
repeated  currents,  there  is  soon  obtained  a  toning  down^  or 
rather,  probably,  an  exhausting  of  the  nerve  resources,  which 
is  shown,  by  this  reaction  no  longer  taking  place ;  therefore  a 
current  of  electricity  given  in  the  opposite  direction  is  neces- 
sary to  restore  that  state.  I  will  only  add  here  the  funda- 
mental and  instructive  law  laid  down  by  M.  Dubois-Reymond : 
"  The  motor  nerves  are  not  excited  so  much  by  the  absolute 
degree  of  the  density  of  the  current  of  electricity,  as  by  the 
variations  that  occur  in  the  sum  of  this  density,  —  from  one 
instant  to  another ;  the  excitement  from  these  changes  being 
greater  in  proportion  as  they  take  place  more  rapidly,  or  as 
they  are  more  considerable  in  a  given  time." 

Electricity,  therefore,  acts  upon  the  animal  body,  both  in 
health  and  disease,  in  a  manner  that  all  scientific  observers 
acknowledge  to  be  peculiar  to  itself,  and  producing  results  other- 
wise unattainable.  Dr.  Galvani,  as  we  know,  was  the  first  to 
produce  muscular  contractions  by  the  aid  of  galvanic  electricity. 
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His  first  trials  in  this  line,  let  me  repeat,  were  upon  the  frog. 
He  cut  the  frog  across  in  the  middle,  and  then  after  quicklj 
opening  its  body,  the  points  of  the  scissors  were  passed  beneath 
the  two  visible  lumbar  nerves,  whicli  are  plainly  seen  lying  super- 
ficially upon  the  psoas  muscles,  as  the  frog  lies  opened  and  upon 
its  back,  like  two  white  threads.  It  is  well,  in  preparing  the 
frog  for  this  experiment,  to  remove  two  or  three  of  the  lower 
vertebrae,  and  thus  the  lumbar  nerves  are  left  alone  as  the  only 
connection  between  the  thighs  of  the  hind  legs  and  the  upper 
vertebrae  of  tlie  body.  If,  now,  this  portion  of  the  frog  is  quickly 
and  adroitly  placed,  say  suspended  to  an  insulated  electrode  of 
a  feeble  battery  by  the  cut  .tips  of  those  large  nerves,  and  then 
the  leg  muscles  are  touched  by  the  other  insulated  electrode, — 
not  insulated  from  the  frog,  but  from  every  thing  else,  —  so  that 
a  gentle  current  passes  from  the  nerve  to  the  muscle  group  of 
the  leg  so  touched,  or  to  both  legs  if  both  are  so  touched  simul- 
taneously, then  the  limb  or  limbs  are  seen  to  contract  with  an 
extremely  sudden  and  strong  twitch.  If  this  trial  is  made  by 
placing  the  legs  of  the  frog  each  in  a  separate  glass  of  water, 
and  then  plunging  the  electrodes  into  the  water  of  each,  that 
instant  the  frog's  legs  undergo  so  sudden  and  violent  a  contrac- 
tion, that  they  arc  often  thrown  entirely  out  of  the  glasses.  It 
is  not  necessary  to  include  the  whole  nerve  and  muscle  in  the 
current  to  produce  this  effect ;  for  it  is  found  that  a  very  short 
portion  is  sufficient,  and  that  the  nearer  the  upper  portion,  the 
greater  the  effect  from  the  same  current. 

It  is  said  that  in  1818,  Dr.  Ure  made  some  cajntal  trials  with 
electricity  on  the  body  of  a  man  who  had  been  hanged,  im- 
mediately after  the  execution.  He  expeditiously  submitted  the 
fresh  body  to  the  action  of  a  galvanic  current  from  two  hundred 
and  seventy  scries  of  copper  and  zinc  pairs  of  sixteen  square 
inches  of  surface  each.  To  reach  directly  the  larger  nerve 
trunks  of  the  but  recently  dead  body,  he  made  incisions  into  the 
flesh,  so  as  to  place  one  electrode  in  actual  contact  with  the 
spinal  marrow,  while  the  other  was  in  immediate  contact  with 
tlie  great  sciatic  nerve.  By  now  closing  the  circuit,  all  the  limbs 
of  the  body  were  agitated  by  convulsive  movements.    Then,  again 
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taking  tho  electrode  that  was  on  the  sciatic  nerve,  and  placing 
it  farther  down,  at  the  heel  or  ankle,  the  knee  having  been  pre- 
viously bent,  the  leg  was  extended  with  such  violence  that  it 
very  nearly  overthrew  one  of  the  assistants,  who  endeavored  in 
vain  to  prevent  the  extension.  He  also  produced  contractions 
of  the  diaphragm,  which  caused  an  artificial  respiration. 

Thus,  in  the  early  part  of  this  century,  the  bodies  of  a  very 
great  number  of  criminals  were  subjected  to  a  wide  variety  of 
experiments,  by  Ritter,  Rossi,  Wassali,  Julio,  Matteucci,  and 
Wilson  Philip.  The  former,  indeed,  thought  he  had  discovered 
that  electricity  of  the  positive  pole  increases  vitality,  whilst  tliat 
of  the  negative  pole  diminishes  the  vital  forces ;  and  that  the 
former  swells  the  muscles  and  fortifies  the  pulse,  while  the  latter 
relaxes  the  muscles  and  reduces  the  pulse.  He  also  fancied  he 
found  a  difference  in  the  action  upon  the  organs  of  sense.  Dr. 
Philip,  by  dividing  the  eighth  pair  of  nerves  in  living  animals, 
believed  that  he  might  substitute  the  artificial  electric  current 
of  galvanism  for  the  natural  nervous  force,  as  in  digestion, 
secretion,  &c. ;  while  others  advanced  the  idea  plainly  that 
nervous  force  is  simply  and  only  an  action  analogous  to  that  of 
voltaic  electricity,  independent  of  vital  force,  —  in  fact,  as  con- 
stUutinff  vitality  itself. 

But  all  these  were  evidently  hasty  conclusions  from  mere 
semblances,  or  from  false  premises,  to  which  the  author  only  al- 
ludes because  still  quoted  as  if  true.  We  will  therefore  leave 
aside,  as  much  as  possible,  all  speculations  and  curious  researches 
whose  results  are  now  contested,  to  occupy  ourselves  in  a  more 
precise  and  scientific  manner,  consulting  only  those  physicians 
and  philosophers  who  have  been  especially  engaged  with  this 
particular  branch  of  research.  Most  of  all  do  we  wish  to  learn 
the  real  actions  of  the  different  electric  currents,  and  the  various 
modes  of  employing  those  currents  upon  the  different  parts  of 
the  living  huniau  organism,  and  to  confine  ourselves  mainly  to 
stating,  as  concisely  as  can  be  to  be  clear,  the  positive  facts  that 
the  now  multiplied  experiences  by  competent  men  in  actual 
clinical  practice,  have  thus  placed  beyond  all  kind  of  doubt. 

Inasmuch,  therefore,  as  physiological  action  may  be  consid- 
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ered  as  a  source  of  electricity,  as  says  De  la  Eive,  as  well  as 
influenced  by  electricity,  wc  may  be  able  aU  the  better  to  rightly 
estimate  that  share  of  influence  in  the  phenomena  that  aro 
brought  about  by  the  applications  of  electric  currents  or  shocks, 
when  wc  also  comprehend  the  work  of  the  natural  electric  cur- 
rents which  tlie  human  organism  possesses,  and  which  are  insep- 
arably connected  with  its  healthy  functions,  as  well  as  its  abnor- 
mal states,  and  actions. 

Effects  of  Heat  and  Cold  on  the  Nervo-Electric  Batteries.  — 
It  is  no  uncommon  thing  to  have  the  working  of  a  set  of  com- 
pound galvanic  batteries  diminisli  as  much  as  one  half  by  sudden 
cold  weather,  or  increase  one  half  in  effects  of  working  by  a  change 
to  very  warm  air.  For  this  we  must  be  prepared.  And  of  all 
agents  which  act  upon  the  human  frame,  variations  in  tempera- 
ture^ if  sudden  and  considerable,  doubtless  produce  the  most 
potent  results.  It  is  demonstrated  that  the  functions  of  animal 
life  are  actually  voltaic-like  ;  and  it  is  possible  that  this  view  of 
the  exhausting  effects  of  extreme  heat,  and  of  the  suspension 
of  action  from  extreme  cold,  accounts  for  these  familiar  facts. 
Indeed,  from  actual  experiment  it  is  shown  that  the  phenomenon 
of  life  is  depending  upon  unceasing  native  electric  currents,  and 
that  these  are  enormously  influenced  by  heat  and  cold. 

Heat  first  excites  ;  then,  if  intense  or  prolonged,  it  exhausts 
the  powers  of  the  part  or  whole  of  the  animal  on  which  it  acts. 
Cold  first  increases  respiration,  but  a  greater  degree  depresses, 
then,  at  last,  even  to  total  inaction  ;  so  that  there  is  not  only 
cessation  of  feeling  and  of  motion,  but  even  of  life  itself.  Vari- 
ations in  temperature  act  more  powerfully  than  we  are  apt  to 
think  upon  the  whole  electro-nervous  apparatus  of  our  organism, 
and  hence  affect  the  cercbro-spinal  axis.  Thus  heat  and  cold 
affect  pains,  delirium,  sleep,  inflammations,  and  all  those  condi- 
tions and  diseases  in  which  the  electro-nervous  power  is  mainly 
concerned.  In  nervous  restlessness  or  sleeplessness,  if  cold 
water  is  applied  over  the  top  of  the  head,  or  sponged  over  the 
whole  body,  until  some  little  chilliness  is  produced,  a  good  sleep 
will  often  follow,  even  where  all  nervines  and  narcotics  have 
failed. 
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Heat  is  constantly  generated  by  the  ceaseless  vitalized  electro- 
chemical actions  taking  place  in  the  peripheral  battery  of  the 
animal  organism.  In  fact,  it  appears  demonstrated  that  the 
body  is  warmed  by  the  changes  that  are  ever  taking  place  all 
over  it ;  and  the  changed  matter  that  is  the  product  of  this,  is 
simply  eHminated  by  the  lungs,  kidneys,  and  other  organs. 

Sir  Edward  Holmes  showed,  long  since,  that  if  the  nei-ves  of  a 
stag's  antlers  arc  cut  across,  the  heat  in  the  antlers  is  increased. 
When  the  spinal  marrow  is  divided,  we  find  the  heat  of  the  parts, 
from  which  the  nervous  supply  is  cut  oflF,  almost  invariably  rises, 
at  least  for  a  given  time,  to  several  degrees  above  the  tempera- 
ture of  the  inner  part  of  the  mouth.  The  peripheral  battery,  in 
health,  is  evidently  kept  in  due  subjection  by  the  central  battery ; 
and  if  the  two  are  by  any  means  severed  in  any  part  of  the  body, 
the  action  beyond  that  spot  appears  to  run  wild  and  uncon- 
trolled, until  it  runs  down  to  fatty  degeneration,  atrophy,  or  to 
palsy,  and  then  to  death.  All  this  is  familiar  to  physicians  who 
see  the  various  cases  of  earlj/  traumatic  paralysis.  But  after  the 
abnormal  heat,  the  muscles  rapidly  waste  away,  and  then  there 
is  deficient  heat.  Also,  as  part  of  the  phenomena,  we  observe 
large  quantities  of  animal  matter  in  the  urine,  showing  that  no 
small  change  of  matter  is  taking  place.  Indeed,  this  abnormal 
rapid  work  and  extensive  change  of  matter  appears  to  bo  pre- 
cisely similar  to  that  observed  in  an  ordinary  galvanic  battery, 
where  there  happens  to  be  no  resisting  medium  to  the  pairs  in 
each  cell,  but  the  action  is,  as  Faraday  would  say,  "  immediaiej^ 
loccdy  self-devouring.  Besides,  may  not  this  phenomenon^  when 
circumscribed  in  effect,  constitute  what  we  call  local  inflamma- 
tion? and,  when  general,  constitute  fever?  Compound  gal- 
vanic batteries  can  be  variously  modified  in  their  "  immediate 
action  "  by  unbalancing  their  materials. 

Osmotic  Force,  —  What  is  termed  "  osmotic  force  "  is  quite 
different  from  ordinary  endosmose.  Napier  succeeded,  simply  by 
aid  of  the  current  of  a  single  pair  of  zinc  and  copper,  which 
were  plunged  respectively  into  two  compartments  of  a  vessel, 
separated  only  by  a  porous  diaphragm,  each  filled  with  distilled 
water,  in  thus  making  a  volume  of  water  of  about  two  pounds* 
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weight,  to  pass  from  the  positive  into  the  negative  compartment 
by  the  end  of  forty  days.  Wiedeman,  by  a  series  of  trials  in 
accurate  research,  succeeded  in  discovering  the  law  of  this  phe- 
nomenon, and  that  is,  ^'  liquids,  when  traversed  by  an  electric 
current,  have  a  very  decided  tendency  to  move  or  flow  from  the 
positive  pole  to  the  negative  pole^  provided  there  is  a  certain  re- 
sistance to  the  passage  of  the  electric  current."  It  is  well  for 
us  to  observe  that  here  are  found  two  facts  that  interest  w*,  and 
these  arc  —  the  quantity  that  is  thus  transported  through  a 
spongy  mass  in  a  given  time  is  just  in  proportion  to  the  intensity 
of  the  current  employed.  This  doubtless  holds  good  as  a  law 
in  physics  ;  but  in  relation  to  the  current's  action  on  living  sat- 
urated tissues  in  the  human  organism,  we  conclude  the  proposi- 
tion must  be  somewhat  modified.  But  Wiedeman  thought  to 
have  determined  that  the  quantity  of  liquid  transported  by  the 
power  of  a  voltaic  current  through  a  porous  partition,  as  the 
pipe-clay  cup  in  a  Daniell  battery,  is  independent  of  the  extent 
or  thickness  of  this  partition.  But  M.  De  la  Rive  modifies  this 
by  summing  up  the  whole  law  thus  :  "  The  force  with  which  a 
galvanic  current  tends  to  transport  a  liquid  through  a  porous 
partition,  from  the  positive  to  the  negative  pole,  is  measured  by 
a  pressure  which  is  directly  proportional  to  the  intensity  of  the 
current,  to  the  electric  resistance  of  the  liquid,  to  the  tliickness 
of  the  porous  partition,  and  iwr^rs^/y  proportional  to  the  surface 
of  that  partition."  Now,  as  in  the  decomposition  of  acidulated 
water,  one  equivalent  of  sulpluiric  acid  goes  with  the  oxygen  to 
the  positive  pole,  while  an  equivalent  of  hydrogen  is  liberated  at 
the  negative  pole,  so  the  question  arises,  whether  the  water  thus 
under  the  influence  of  an  electric  current,  and  becoming  molec- 
ularly  polarized,  does  not  actually  present  a  circumstantial  eleo- 
trohftic  phenomenon. 

Electrolysis  and  Catalysis,  —  The  lav^  of  electrolysis  is  this  : 
that  a  similar  quantity,  as,  for  instance,  one  equivalent  of  elec- 
tricity, always  decomposes  one  equivalent  of  an  electrolyte. 
The  law  is  ^reneral^  when  the  combination  that  is  submitted,  is 
composed  of  only  two  equivalents,  but  is  modified^  in  cases 
where  more  than  one,  —  and  particularly  so,  where  vitalized 
compounds  are  the  subject  of  trial.    Tliis  luw  is  frequently 
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maiiked  by  a  crowd  of  circumstances  that  arise  in  elcctro-tliera- 
peutics.  But  if  we  sot  out  with  the  idea,  laid  down  in  the  out- 
set by  Faraday,  that  the  electric  current,  wliich  acts  in  electrol- 
ysis, is  only  the  chemical,  Iransported,  or  put  into  pi-ocess  of 
transportation  from  one  particle  or  point  to  anotlicr,  under  the 
form  of  a  current  acting  at  a  distance  instead  of  acting  only  at 
the  contact,  then  the  law  of  electi-o-chcmical  equivalents  is  a 
necessary  and  rigorous  consequence  of  this  ;  for  the  same  chemi- 
cal force  must  decompose  every  whore  an  equivalent  of  the  com- 
pouud  body. 

We  may,  therefore,  conclude  that  the  laia  of  electro-c/iemical 
equivalents  is  found  to  be  justified  irilhin  the  limits  of  error  of 
ohieroalion^  and  tliat  if  there  is  a  portion  of  electricity  tliat 
traversoa  the  liquid  without  producing  appreciable  decomposi- 
tion, it  can  be  only  a  very  small  fraction  of  the  total  quan- 
tity of  cleutriuity  transmitted.  But  if  tlie  liquid  acted  upon  is 
in  livingtissues,  then  this  effect  is  somewliat  modified,  provided, 
also,  the  current  is  moderate,  for  there  may  not  ho  so  much  elec- 
trolysis as  catalysis;  i.  e.,  there  is  doubtless  here  more  of  the 
work  of  composition  than  of  decomposition. 

The  influeuce  that  naturally  determities  sensation  and  mus- 
cular contraction  in  the  normal  state,  is  now  termed  the  "ner- 
vous force"  Formerly  this  was  termed  the  nervous  fluid;  but 
this  arose  from  an  hypothesis,  which,  in  truth,  has  nothing  to  jus- 
tify it ;  but  the  will  or  volition  is,  before  and  above  all,  the  great 
moving  fflwse  that  in  the  normal  state  is  capable  of  developing  in 
nerves  the  nervous  force,  which  transmits,  or  rather  propagates, 
itself  to  the  muscle,  producing  hi  them  contraction  and  motion. 
Next  to  the  controlling  power  of  tlie  will  over  the  motor  nerves 
is  the  action  of ,  electricity  ;  then  mechanical  action,  chemical 
action,  heat  and  cold.  But  in  its  mode  of  action,  electricity 
difTcrs  from  all  the  other  exterior  agents  in  characteristics  that 
are  alone  and  peculiar  to  itself.  Its  great  relative  importance 
here  is  seen  by  its  effects  approximating  so  nearly  to  those 
which  tilt  will  calls  into  action,  and  which  natural  offcets  wo 
believe  we  are  able  to  restore  again  to  the  dominion  of  the  will, 
under  certain  circumstances,  even  when  it  has  been  in  effect  ap- 
parently totally  lost. 
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Effects  of  Electric  Currents  on  the  Brain. 

Dr.  Mattoucci  has  made  direct  experiments  to  discover  the 
effects  of  the  continuous  current  of  galvanism  when  applied 
immedialeli/  to  the  uncovered  brain. •  For  tliis  purpose  he  em- 
ployed a  good  tension  current  from  a  compound  battery  of  some 
sixty  pairs.  When  tlie  poles  were  applied  fiiirly  to  tlie  respective 
hemispheres, he  obaer^^cd  that  the  animal  did  not  start;  nor  was 
there  any  visible  effect  when  the  cerebellum  was  touched.  But 
as  soon  as  the  electrodes  were  directed  to  the  tubercula  quadri- 
gemina  and  the  crura  cerebri,  while  the  current  was  passing,  the 
animal  began  to  ecream,  and  simultaneously  all  the  muscles  of 
the  body  and  limbs  were  contracted  and  agitated.  As  soon  as 
the  current  was  removed,  this  phenomenon  ceased  also.  Such 
are  the  naked  facts,  with  a  constant  current.  But  it  would  be 
exceedingly  interesting  to  pursue  this  subject  by  experimental 
research,  if  it  could  only  he  instituted  without  the  objection  of 
solution  of  continuity  of  such  vital  parts.  True,  Professor 
Weber  has  made  some  interesting  investigations  into  the  action 
of  induction  currents  when  applied  directly  to  the  brain  of  living 
animals,  which,  of  course,  are  mutilated.  But  he  found  no 
marked  effects,  even  when  the  sharp  electrodes  were  thrust  into 
any  part  of  the  great  medullary  substance.  But  as  soon  as  this 
current  was  directed  through  the  tubercvia  quadrigemina,  then 
irregular  convulsions  are  produced,  which,  he  says,  very  much 
resemble  clonic  cramps,  and  such  as  are  noticed  in  those 
patients  who  are  suffering  with  certain  existing  disease  of  tho 
brain.  These  movements  did  not  appear  uniformly,  nor  yet  ir- 
regularly, in  any  or  all  the  muscles,  hut  rather  in  certain  groups 
of  muscles  which  are  naturally  —  or,  as  we  could  say,  are  physio- 
logically —  combined  in  action,  as  by  reflex  influences.  If 
these  kinds  of  ciirrents  are  brought  to  hear  upon  tho  medulla 
oblongata,  tetanic  convulsions  are  the  consequence,  much  like 
those  observed  in  persons  or  animals  when  poisoned  with  strych- 

•  Traits  id  Phtnomf  nfs  eUetro-physiologiqiie"  dca  Animaui,  Pari*,  p.  242. 
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nine.  The  next  phenomenon  observed  by  Faradaizing  the  me- 
dulla ohlangata  was,  the  actual  cessation  of  the  heart's  action. 
From  these  trials,  Professor  Weber  thought  we  might  yet  find 
that,  where  clonic  cramps  are  seen,  there  exists  a  disease  of 
the  brain ;  while,  if  tonic  cramps  are  observed  in  a  patient,  there 
exists  disease  of  the  medulla  oblongata^  or  spinal  cord.  But  up 
to  the  present  time,  such  conclusions  are  not  entirely  proved. 

Tlie  Vital  Spot.  —  At  a  meeting  of  the  Academy  of  Sciences 
of  Paris,  M.  Flourins  took  occasion  to  speak  of  the  actual  local- 
ity of  the  vital  spot  in  the  human  organism,  or  primum  mobile 
of  the  respiratory  act.  By  several  experiments,  he  has  now  de- 
termined that  that  spot  is  situated  exactly  at  the  point  of  the 
calamus  scriptoriuSy  between  the  ventricle  of  Aurentius  and  the 
junction  of  the  V-shaped  gray  matter  of  the  pyramids.  This 
spot  is,  according  to  M.  Flourins,  about  the  size  of  a  pin's  head. 
Above  or  below  the  same,  he  found  that  a  sharp-pointed  instru- 
ment may  be  thrust  in,  without  causing  the  respiratory  move- 
ments to  cease ;  but  when  this  identical  spot  is  transfixed,  life 
ceases  instantly.  M.  Flourins  made  this  communication  in  order 
that  the  precise  locality  of  the  nodus  vitce  should  be  well  im- 
derstood.      (See  pp.  158,  264,  589.) 

May  we  not  believe  that  the  stiperior  central  ganglia  (pineal  gland)  is  the 
centre  or  president  of  the  great  ganglionic  chain  of  nerves  ?  Descartes  long 
ago  contended  that  it  was  *'  the  seat  of  the  soul."  It  is  heart-shaped,  and  is 
centrally  and  securelv  situated  in  the  middle  of  the  base  of  the  brain.  It  is 
evidently  the  seat  of  life,  as  vitality  a})pear8  to  reside  peculiarly  in  the  gan- 
glionic nen-es.*  If  this  ganglia  be  disturbed  by  a  probe  in  the  living  animal, 
the  eyes  roll ;  if  more  disturbed,  the  animal  moans,  bleats,  or  screams,  as  with 
pain  ;  if  compressed,  the  animal  snores,  and  there  is  coma ;  if  punctured  with 
a  fine  needle,  there  are  general  spasms ;  if  crushed,  there  is  instant  death. 
True,  all  the  different  kinds  of  nerves  in  the  human  organism  are  intimately 
connected  together,  and  so  we  should  study  them ;  yet  we  must  also  know 
that  their  offices  are  classed  in  two  great  departments,  viz.,  the  organic  and 
the  animal.  The  brain  is  the  centre  or  president  of  the  animal  nerves ;  and 
certain  parts  of  the  brain  preside  over  mental  and  |)articular  functions  of 
animal  life,  (not  phrenologically,  but)  as  do  the  organic  ganglia  preside  over 
the  functions  of  the  organs  with  which  they  are  most  directly  connected  ;  each 
ganglion  in  the  chain  of  the  latter  having  a  special  duty,  peculiarly  its  own, 
assigned  to  it ;  or,  in  other  words,  each  organ  has  a  special  ganglion  to  preside 
over  it,  (See  pages  247,  264.)  And  these  ganglia  I  believe  to  be  the  very 
nucleus  of  much  "  reflex  action,^* 

♦See  a  recent  work  by  Dr.  O'ReUly,  of  New  York,  on  the  Anatomy  of  the  PUoenti,  fto. 


ELECTBO-PBTBTOLOGT. 


The  ^inal  Cblumn  is  illustrated  by  Fig.  58,  which  is  a  lateral 
view.  Having  been  sawn  down  through  its  middle,  it  shows  its 
natural  curvatures  and  internal  struoture. 


1.  The  Atlu. 

5.  TbiDenUU. 

8,  BeTeuth  Cervical  Vertebn. 

4.  Twelfth  Dorul  Vertebra. 

6.  Fifth  Lumber  TeclebrB. 

5.  Fint  Piece  of  BRcnim. 
J.  Lurt  Piece  of  Stcrum. 
8.  Coocji. 

0.  A  Spinom  Pioceu. 

10, 10.  Inlerrertcbntl  Fommna. 


V  V      "■■  M- 
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The  Brain  and  Spittal  Cord  are  shown  in  E^g.  &4»  vlUch 
giv^  an  anterior  wpect  of  them,  as  extracted  Irom  th^  bony 
cavities. 


11,11. 

12,  12. 
13,13. 


The  Hemiipheres  of  ths  Cerebnim. 

The  Qreit  Hiddl«  Fiunre. 

The  Cerebellum. 

The  OlficWry  Nerves. 

Tho  Optic  Nerrea. 

The  Corpora  AlblcuntU. 

The  Motor  Oculi  Nerm. 

The  FoDi  TaiDlil. 

The  fourth  Psir  of  Nerre*. 

The  lower  PortioD  of  the  Hednlli  Obloogitt, 

The  Medulla  Spin&Ua  in  its  whole  length. 

The  Spinal  Nerrei. 

The  Cauda  Equina. 


Flg.U.   The  BniD  ud  Sidul  OMd. 
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3Se  Spinal  Cord  is  shown  b;  Fig.  55  —  a  poaterior  view. 


1.  Inferior  eitremitr  ot  the  Uedolla  Obl«ng«U. 

2.  The  CaUmas  Scriptorius. 

a.  The  Poiterior  Pace  of  the  Spiiul  Cord,  rfiow- 
iog  ita  Fiasure. 
4,  S,  6,  7.  The  Poaterior  Root*  of  the  Cervical,  Dona), 
Lumbal,  and  Sacral  N crves,  uniting  with 
the  Anterior  Roots  to  pierce  and  pasi 
ODt  of  the  Dura  Hater  of  the  Medulla 
Spinalis,  jast  outside  of  (rhich  are  seen 
the  Oanglionic  Enlargement.  Under  1 
oan  be  seen  the  lub-Occipital  Nerre 
Boot*. 
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(Esther,  mike  it  >  eompotiad  nerve. 
3.  The  Oanglion  thU  coDoecti  each  of  tbm 
nith  the  Great  Sjinpathetui  bjr  a  ihon 


.    A.  Tin  or  ■  PIk*  of  tb*  Bpteil  Cord 


Effects  of  Electric  Currents  on  the  Spinal  Cord. 

By  the  vivi-section  of  animals,  Professor  Weber  has  ( 
Btrated,  with  the  aid  of  electro-magnetism,  that  the  Epinal  cord 
is  the  nervous  centre  of  all  the  muscles  of  the  trunk  and  ex- 
tremities. If  one  of  the  electrodes  of  such  a  machine,  with  die 
current  at  maximum,  be  placed  at  the  upper  end  of  the  exposed 
cord,  while  tlio  otlier  is  directed  to  tlic  lower  end  of  the  cord, 
we  find  that  all  tho  muscles  of  the  body,  or  of  the  animal,  are 
brought  into  violent  tetanic  convulsions.  The  same  is  true,  if 
tho  electrodes  are  placed,  tlic  one  to  the  anterior,  and  the  other 
to  the  posterior  roots  of  the  iippcr  portion  of  the  spine,  and  even 
of  the  lower  portion  also,  if  it  Is  yet  intact. 

Dr.  Altliaus  justly  says,  if  the  spinal  cord  were  simply  the  com- 
mon trunk  of  all  the  motor  nerves  tliat  emerge  from  tlic  vertebral 
canal,  then  electrizing  the  lower  part  of  the  cord  should  jiroducea 
convulsion  of  the  lower  or  hinder  extremities,  but  not  of  all  four 
extremities.  If,  however,  the  spinal  cord  is  cut  completely  across 
transversely,  and  then  only  tlie  lower  half  is  Faradaizcd,  the 
muscles  of  the  lower  or  hinder  extremities  enter  into  contrac- 
tion ;  and  even  if  now  both  parts  of  the  cord  arc  made  to  touch 
eacti  other  closely  at  the  transverse  section,  so  that  the  simple 
passage  of  tlie  electric  current  to  the  up[)er  portion  of  the  cord 
is  easy,  yet  do  the  muscles  of  the  upper  extremities  remain  per- 
fectly quiet.  Fi-oni  this  we  may  fairly  infer,  that  the  convulsions 
described  are  not  produced  Eiini)ly  because  the  electric  current 
is  transmitted  from  the  cord  to  the  motor  nerves,  but  rather 
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because  the  passage  of  the  electric  current  along  the  spine  excites 
the  action  proper  of  the  spinal  cordj  which  in  its  turn  excites  the 
property  and  office, of  the  motor  nerves  to  brmg  about  commo- 
tion of  the  muscles.  This  species  of  reflex  action  is  often  as 
clearly  illustrated  in  patients,  who  present  for  examination  with 
uncertain  lesions  of  the  spine.  Whenever  tetanic  convulsions 
are  produced  in  the  extremities,  by  thus  immediately  Faradaizing 
the  cordj  they  continue  a  little  after  the  electrodes  are  removed ; 
but  if  the  anterior  root,  or  even  the  whole  mixed  nerve  trunk, 
is  thus  excited  at  some  little  distance  from  the  spine,  instead  of 
applying  it  to  the  cord  itself,  the  tetanic  convulsions  disappear 
the  instant  the  circuit  is  opened. 

Another  fact :  it  has  lately  been  observed  by  Dr.  Baielacher, 
that  if  induction  currents  are  applied  to  the  large  motor  nerves 
of  the  hinder  extremities  of  an  animal,  while  the  spinal  cord  is 
at  the  same  time  being  traversed  by  a  constant  galvanic  current, 
then  commotions  are  produced  in  those  muscles,  the  nerves  of 
which  are  being  traversed  by  the  interrupted  current.*  There- 
fore he  infers,  that  the  diminution  of  excitability  from  the  action 
of  a  continuous  current  is  limited  in  the  spinal  cord,  and  hence 
does  not  extend  to  the  motor  nerves  and  their  depending 
muscles. 

Besides,  if  the  whole  spinal  cord  is  caused  to  be  traversed  (i.  e., 
lengthwise)  by  a  strong,  continuous  galvanic  current,  it  is  ob- 
served that  at  the  instant  it  commences  to  flow,  there  is  a  quick 
contraction  in  the  muscles  of  all  the  limbs ;  but  after  that,  and 
as  long  as  the  current  then  continues  to  flow  undisturbed,  even 
if  for  a  long  time,  no  more  contractions  appear ;  and  the  ex- 
posed spinal  cord  itself  even,  remains  insensible  to  any  stimulus 
whatever  that  may  be  applied  to  it ;  as,  for  example,  pricking, 
pinching,  heat,  or  induction  currents ;  nevertheless  all  remains 
perfectly  quiet.  But,  after  the  cessation  of  this  current  through 
the  exposed  cord  of  the  mutilated  animal,  then  again  will  the 
mere  mechanical  toucli,  or  the  reversed  electrical  excitation  of 
the  cord,  give  rise  to  twitchings  of  the  muscles,  and  even  con- 
tractions of  the  limbs,  if  the  animal  is  still  alive,  and  that  in  a 

*  Die  Inductions-Electricitat,  Numberg,  1857}  p*  102. 


228  ELECTRO-THERAPEUTICS. 

greater  degree  than  before.  From  such  premises,  sorelj,  fhe 
author  can  never  concur  in  the  somewhat  general  opinion,  that 
anj  considerable  employment  of  the  so-called  constant  galvanic 
current  upon  the  human  organism,  has  necessarily^  a  paralyzing 
effect.  That  paralysis,  as  well  as  a  paralyzing  tendency,  can  be 
produced  by  an  injudicious  use  of  electric  currents,  and  that 
more  readily  by  the  galvanic,  than  the  Paradaic  currents,  the 
author  concedes.  But,  because  the  former  has  more  power  and 
uniformity  of  effect,  upon  and  tlirough  the  large  nerve  trunks 
particularly,  is  the  reason  why,  when  correctly  employed,  it 
is  so  greatly  valued  by  the  author  as  a  therapeutic.  In  the 
most  recent  and  popular  work  published  in  England  on  this 
subject,  —  and  it  is  a  most  excellent  work  in  many  respects, — 
it  is  laid  down  as  ti-ue,  that  "  if  the  continuous  galvanic  current 
is  allowed  to  traverse  the  spinal  cord,  then  there  is  produced  *  a 
paralyzing  effect^  whatever  may  be  the  point  to  which  the  poles 
are  directed."  Again :  "  The  inverse  continuous  current  [gal- 
vanic] is  more  powerful  for  paralyzing  the  spinal  cord  than 
even  the  direct  galvanic  current."  Such,  indeed,  are  the  gener- 
ally received  \dcws.  Dr.  Duchenne  has  also,  in  this  direction, 
powerfully  convinced  the  medical  world,  and  greatly  deterred 
from  the  employment  of  galvanism  ;  but  such  views  certainly 
do  not  accord  with  my  own  clinical  experier.ce,  and  there- 
fore I  cannot  adopt  them. 

The  anterior  roots  of  the  spinal  nerves,  according  to  Dr.  A. 
Shaw,  as  should  be  mentioned  here,  arise  by  numerous  fme  rad- 
icles from  the  very  svrface  of  the  anterior  column,  thus  appar- 
ently showing  that  the  part  of  tlie  cord  from  which  they  derive 
the  power  of  motion,  is  situated  snperjicially.  The  posterior 
roots,  on  the  contrary,  dip  boldly  into  the  interspace  between 
the  posterior  lateral,  and  posterior  columns,  and  they  reach  a 
deep  part  of  the  organ  before  they  subdivide  to  form  any  per- 
ceptible connection  witli  the  spinal  cord ;  in  short,  the  mode  of 
the  origin  of  the  posterior  roots  is  quite  different  from  that  of 
the  anterior,  and  from  their  passage  so  deeply  into  the  interior 
it  may  be  inferred  that  the  part  of  the  cord  which  bestows  sen- 
sibility is  situated  deeply.    Tlicse  views  throw  light  on  a  fact 
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which  must  have  been  frequently  observed  in  cases  of  disease  or 
injury  affecting  the  spinal  marrow ;  namely,  that  the  power  of 
motion  is  commonly  lost  before  sensation,  or  is  destroyed  to  a 
comparatively  greater  degree.  The  explanation  of  tliis  seems 
to  be,  that  the  morbid  action  affects  the  column  of  motion,  sit- 
uated superficially,  before  it  can  reach  those  of  sensation,  which 
are  placed  more  deeply  in  the  cord.  In  regard  to  the  proofs 
which  may  be  drawn  as  to  the  exact  columns  of  the  spinal  mar- 
row, which  confer  sensation  from  tracing  the  roots  of  the  fifth 
cerebral  nerve  to  their  origins,  some  dissections  described  by 
Sir  Charles  Bell,  in  his  later  papers  to  the  Royal  Society, 
seem  to  be  of  peculiar  interest.  The  fifth  nerve,  he  says,  re- 
sembles the  spinal  nerves  in  having  two  roots,  one  of  which 
bestows  motion,  and  the  other  sensation.  It  arises  at  the  base 
of  the  brain,  from  the  side  of  the  pons  varolii^  apparently  at  a 
v6ry  remote  distance  from  the  spinal  marrow.  It  is  well  known, 
however,  to  anatomists  that  the  larger  root,  proved  to  be  that 
which  gives  sensation^  has  its  real  origin  from  a  point  which 
may  be  considered  the  commencement  of  the  spinal  marrow. 
On  following  the  thin,  flat,  ribbon-like  band  of  medullary  matter, 
which  forms  the  proper  root  downwards  tlirough  the  medulla 
oblongata,  Sir  Charles  Bell  was  satisfied  that  it  did  not  pass  in 
the  direction  of  the  posterior  column,  and  has  no  connection 
there.  He  observed  that  it  took  a  more  lateral  course,  and  dis- 
appeared in  a  tract  which  he  regarded  as  the  continuation  of 
the  posterior  lateral  column.  From  the  same  column  he  also 
found  posterior  roots  of  the  spinal  nerves  arising,  and  he  conse- 
quently inferred  that  it  is  the  posterior  lateral  column,  and  not 
the  main  posterior,  which  is  the  source  of  sensibility  in  the  great 
spinal  cord. 

The  "  cilio-spinal  region  ^^  is  that  portion  of  the  spinal  column 
included  between  the  seventh  cervical  and  sixth  dorsal  vertebrae. 
This  term  originated  with  Professors  Waller  and  Budge,  who 
first  observed  that  when  this  region  of  the  spine  is  strongly 
excited  by  Faradaic  current,  the  impression  is  transmitted 
through  the  cervical  sympathetic  nerve  and  ganglia,  (the  roots 
of  which  emerge  from  that  part  of  the  spinal  cord,)  it  then 
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anastomoses  with  the  nerves  of  the  face,  and  also  animates  the 
radior  fibres  of  the  iris,  and  these  act  as  the  dilators  of  it.  If^ 
then,  the  cervical  sympathetic  nerve  be  excited,  at  the  upper  por- 
tion of  the  spine,  by  electric  currents,  the  radial  fibres  of  the 
iris  very  decidedly  contract,  as  any  extensor  muscle,  and  thus 
overbalance,  at  least  for  the  time,  the  circular  fibres  of  the 
iris ;  for  these  latter,  it  is  well  known,  act  as  the  constrictors  of 
it ;  and  hence  dilatation  of  the  pupil  must  result.  It  is  further 
found,  that  by  the  section  of  this  particular  nerve,  the  pupil  of 
the  eye  becomes  greatly  and  permanently  constricted.  The  cir- 
cular fibres  of  the  iris,  not  being  ramified  by  this  nerve,  are  left 
to  act  in  their  normal  state ;  while  the  section  has  caused  in  tlie 
radior  fibres  a  complete  paralysis,  and  consequently  a  prepon- 
derating, permanent  constriction  of  the  pupil  of  the  eye. 

Effects  of  Electric  Currents  on  the  Organs  of  Sense. 

For  operating  on  these,  we  may  choose  an  instrument  out  of 
any  of  the  three  classes  of  machines  that  we  employ  for  producing 
electricity,  as  all  forms  of  it  act  upon  the  organs  of  sense,  but 
differently,  though  all  are  admissible.  From  my  own  experi- 
ence, and  that  after  due  consideration,  I  am  disposed  to  decide 
that  the  primary  galvanic  currents  have  the  most  marked  and 
beueficial  effects  on  these  delicate  organs  when  they  are  deranged 
and  diseased.  I  am  not  alone  in  this  important  observation, 
and  if  most  effective  and  remedial  here,  why  not  elsewhere  in 
the  organism  ?  To  use  the  galvanic  current  for  arousing  action 
and  toning-up,  as  in  cases  of  nervous  deafness,  and  nervous 
blindness,  whether  complete  or  partial, — of  debilitated  eye  mus- 
cles, or  deficient  secretion,  or  even  where  excessive  and  morbid 
secretion  of  the  lachrymal  and  salivary  glands,  —  then  I  should 
say  one  electrode  must  be  situated  low  on  the  cervical  portion  of 
the  spine,  while  the  other  is  directed  to  the  part  affected.  In 
these  cases  we  should  always  be  careful  to  begin  very  gently,  as 
with  only  one  element  of  a  Danicll's  battery,  or  with  but  the 
the  very  least  electro-magnetic  current,  and  then  feel  the  way 
up  the  scale  to  a  point  of  bearable  endurance ;  but  never  in  any 
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case  do  I  allow  more  than  ten  cups  or  elements  to  be  thus  em- 
ployed in  the  applied  current,  and  but  very  seldom  that  number. 
For  safety,  as  well  as  for  toning  t//?,  the  direction  of  the  current 
should  be  reversed  suddenly,  as  by  the  current  changer^  say 
every  fifteen  seconds,  and  then  quite  suspended  after  each  min- 
ute, for  at  least  a  few  seconds.  The  seance  may  occupy  ten  or 
fifteen  minutes,  but  the  time  of  the  actual  working  of  the  cur- 
rent in  all  should  never  exceed  from  two  to  five  minutes. 

1.  Seeing.  —  The  normal  action  of  electricity  on  the  organs 
of  sight,  i.  e.,  in  health,  is  varied  according  to  its  form  and 
application.  If  static  electricity  is  applied  by  sparks  drawn 
from  the  surface  of  the  closed  eyelids,  there  is  produced  not 
only  the  redness  of  the  skin,  showing  increased  circulation 
there,  but  the  person  probably  sees  faint  luminous  flashes,  or 
sparks ;  and  this,  if  not  too  far  prolonged,  is  followed  by  an 
increased  functional  capability  of  the  whole  eye.  These  sparks 
should  be  so  graduated  in  their  length  as  to  be  bearable,  and 
their  succession  not  continued  more  than  a  minute  at  a  time. 
If  we  employ  electro-magnetism,  the  superficial  portions  of  the 
eye  respond  to  its  efiects,  while  the  retina  appears  to  be  but 
very  little  reached  by  it ;  at  least  the  author  has  never  known 
the  luminous  flash  or  spark  to  be  produced  by  it.  If  the  mag- 
neto-electric currents  are  employed  as  strong  as  they  can  be 
borne,  and  with  the  switch  of  the  machine  set  so  as  to  give  only 
a  one-way  current,  then,  if  the  positive  pole  is  placed  over  or 
near  the  eye,  the  retina  is  decidedly  affected.  If  primary  gal- 
vanic currents  are  directed  to  the  eye  or  eyes,  by  placing  the 
small  moist  sponge  electrode  over  the  closed  eyelids,  and  thus 
upon  the  eyeball,  then  the  moderate,  constant,  and  steady  cur- 
rent produces  no  other  sensible  effect  than  a  slight  prickling  in 
the  skin  of  the  eyelids ;  but  if  now  the  current  is  interrupted, 
reversed,  or  varied  in  density,  then  there  is  produced  a  flash  of 
light  as  often  as  the  interruption,  reversion,  or  other  variation 
is  repeated.  This  is  no  actual  development  of  electric  light,  as 
might  by  some  be  supposed,  but  merely  an  instantaneous  in- 
creased action  of  the  retina.  The  third  nerve,  if  involved  in 
any  lesion,  arising  as  it  does  from  above  the  bifurcation,  ought 
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to  be  affected  on  the  same  side ;  and  so  it  is  always  found :  the 
pupil  on  that  side  is  dilated,  and  seen  to  be  larger  than  Hie 
pupil  on  the  unaffected  side  of  the  body.  Besides,  it  is  not 
necessary  to  apply  the  galvanic  current  to  the  eye  at  all  in  order 
to  produce  this  luminous  flash  or  spark ;  nor  yet  is  it  required 
that  some  branches  of  the  trigeminal  should  be  embraced  by 
the  electrodes.  Through  the  mysteries  of  reflex  action,  tliis  ph^ 
nomenon  is  frequently  produced  while  operating  with  galvanic 
currents  about  the  branches  of  the  cervical  ganglia  in  the  neck, 
as  also  about  the  head  while  treating  for  crown  headache,  or  for 
nervous  deafness,  or  contractions  of  the  occipital  portions  of  the 
trapezius.  Indeed,  this  was  noticed  long  ago ;  for  Dr.  Achard, 
of  Berlin,  by  actual  experiment,  found,  "  that  if  one  pole  of  a 
considerable  voltaic  pile  was  placed  in  the  mouth,  and  the  other 
in  the  rectum,  there  was  seen  a  flash  of  lightning^^  at  every 
closure  and  opening  of  the  chain.*    (See  p.  641.) 

But  if  the  wet  sponge  electrode  is  pressed  upon  the  closed 
eyelid,  while  the  other  electrode  is  on  the  upper  part  of  the 
spine,  then  at  every  sudden  application,  variation,  or  interrup- 
tion of  the  active  galvanic  current,  the  flash  will  appear ;  and 
the  degree  of  this  is  in  ratio  with  the  intensity  of  the  current 
employed,  and  inversely  to  the  resistance,  or  failure  of  in- 
working.  This  flash  evidently  results  from  a  direct  electric 
excitement  of  the  retina.  If  the  positive  pole  is  over  the  eye, 
the  flash  is  purple  or  bluish  ;  but  if  the  negative  pole  is  there, 
then  the  flash  is  a  pale  reddish  yellow,  or  an  orange-colored 
light  is  seen.  These  luminous  flashes  are  the  brightest  at  the 
circumference  when  the  negative  pole  is  to  the  eye,  but  the 
lightning  flash  is  uniform  when  the  positive  pole  is  placed  there. 

The  Iris.  —  If  we  direct  one  pole  of  a  very  moderate  electro- 
magnetic or  galvanic  current  to  the  most  prominent  portion  of 
the  cornea,  while  the  other  electrode  is  placed  upon  the  face,  the 
circular  fibres  of  the  iris  are  seen  to  contract,  not  slowly,  but 
most  promptly,  much  as  do  voluntary  muscles ;  and  when  the 


*  Yersuchc  Uber  die  Gereizte  Muskel  undNerrenfacer,  by  Yon  Alexander  Humboldt. 
Berlin,  1797,  vol.  i.  p.  334. 
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OUrrent  is  opened,  the  contraction  of  the  iris  as  instantly  ceases. 
If  the  small  sponge  tipped  ivory  electrodes  are  now  applied  to 
the  opposite  edges  of  the  cornea  of  one  eye,  or  a  little  farther 
back  on  the  sclerotica  of  the  eye,  then  the  radiar  fibres  of  the 
iris  are  extended,  as  is  an  extensor  muscle,  and  thus  the  pupil 
is  enlarged.  If  tliese  little  electrodes  are  applied  to  the  right 
and  left  of  the  eyeball,  the  pupil  then  assumes  the  form  of  an 
egg  standing  upon  end ;  if  tlie  electrodes  touch  the  eyeball 
above  and  below,  then  the  oval  pupil  is  horizontal.  Thus  we 
can  act  on  the  iris  of  the  eye  by  the  electric  current  so  as  to 
contract  or  dilate  the  pupil  according  as  we  direct  the  electrodes 
to  the  sphincter  pupil/ee,  or  to  the  dilator  pupiUte.  The  pupil  of 
the  eye  in  man  can  thus  be  constricted  simply  by  means  of  a 
angle  voltaic  pair,  as  by  my  local  silver  battery,  if  the  one  metal 
is  placed  in  the  nostril,  while  the  other  is  upon  ttie  tongue ;  and 
then  —  tlio  patient  sitting  in  tlie  mildest  light  of  the  room,  where 
there  is  only  just  light  enough  to  see  the  oscillations  of  the 
pupil,  —  upon  making  and  breaking  contact  between  the  two 
metals  by  the  clasp  of  the  insulated  conductor,  the  pupil  is  seen 
to  dilate  and  contract ;  or,  rather,  to  contract  with  the  contact, 
and  to  dilate  with  the  breaking  of  the  circuit. 
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2.  Hearing.  —  The  norma!  effects  of  electricity  on  the  audi- 1 
tory  uervc  and  organs  of  hearing  are  mostly  Uioso  of  increasod  J 
noises,  as  roaring,  scratching,  and  dropping,  or  of  painfully  ex- 
alted hearing  and  throbbing.     But  all  these  are  greatly  varied,   ' 
according  to  the  kind  and  method  of  electricity  employed.     The 
induction  currents,  as  employed  and  advised  by  Dr.  Duulieune, 
and  so  generally  adopted  by  physicians  as  the  electric  remedy, 
are  usually  a  failure.     To  fill  the  ear  with  water,  and  then  main- 
tain the  point  of  tlie  electrode,  during  the  seance,  deep  in  tlifl  J 
water  and  near  to  the  tympanum,  and  that  without  touching  the  | 
sides  of  the  canal,  is  easier  advised  than  done ;  Viesides,  the  j 
patient  will  tolerate  only  so  slight  a  curi-ent,  tliat  the  result  I 
is    apt  to   be   fruitless.      For    these  reasons,   the   author   has  1 
abandoned  that  method  entirely.     From  long  experience  he  finds  j 
the  following  a  more  practical  and  successful  method  for  lliis   i 
operation  in  the  ear :  First,  to  put  into  the  car  of  the  patient 
one  or  two  drops  of  warmish  water.      If  by  accident  more  ia 
dropped,  turn  the  head  over  to  that  side  and  work  it  out.     Then 
adjust  one  electrode  low  on  the  back  of  the  neck,  which  may  he  ■ 
the  large,  flat,  moist  sponge,  wliile  into  the  meatus  of  the  ear  is  j 
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introduced  another  tiny  electrode,  made  for  the  purpose,  of 
ivory,  silver  wire,  and  sponge,  so  as  to  insulate  the  wire  except- 
ing its  ends.  This  ivory  ear  electrode  is  two  inches  in  length, 
one  quarter  of  an  inch  in  diameter  at  the  outer  end,  and  then 
tapered  down  to  one  twelfth  of  an  inch  at  the  smaller  end.  This 
is  perforated  lengthwise,  so  as  to  take  a  double  loop  of  fine  silver 
wire,  that  seizes  a  bit  of  the  finest  sponge,  which  is  drawn  firmly 
into  the  little  cupped  end  of  the  ivory  tube,  and  then  clipped 
into  a  ball-shaped  tip,  while  the  wires  pass  through  the  instru- 
ment and  appear  at  its  outer  end,  where  they  are  secured  and 
exposed  convenient  for  contact.  When  this  delicate  instniment 
is  carefully  introduced  into  the  ear,  so  that  the  moist  sponge 
rests  gently,  and  not  painfully,  against  the  moist  membrane  of  the 
tympanum,  and  the  patient  is  sitting  in  a  reclining  and  easy 
posture,  while  the  operator  is  seated  behind  him,  then,  whether 
employing  primary  or  secondary,  i.  e.,Paradaic,or  Galvanic  cur- 
rents, the  making  and  breaking  of  the  circuit  is  done  simply  by 
applying  the  wire  tip  of  the  battery  conductor  to  the  silver  pro- 
jection of  the  ear  electrode ;  and  this  will  be  found  both  prac- 
tical for  the  physician  and  agreeable  to  the  patient,  and  attended 
not  unfrequently  with  success,  even  in  the  very  same  cases  where 
the  old  method  had  been  attempted  in  vain.  In  this  manner, 
the  patient  can  bear  more  current,  while  this  is  all  the  better 
concentrated  upon  the  enfeebled  or  paralyzed  auditory  nerve 
and  the  minute  muscles  of  the  internal  ear,  so  that  the  operation 
is  left  more  to  the  judgment  of  the  physician  than  to  the  sen- 
sations and  requests  of  the  patient.  For  these  reasons,  we  are 
to  proceed  with  the  utmost  caution.  It  should  be  borne  in  mind 
that  the  zinc  or  negative  pole  produces  the  greatest  efiects  in  the 
car,  while  it  is  the  silver  or  copper  positive  pole  of  the  battery 
that  exercises  the  greatest  effects  in  the  eye^  nose^  and  mouth. 
The  galvanic  current  makes  a  sound  in  the  ear  when  the  circuit 
is  closed  and  while  it  remains  closed,  growing  more  and  more 
intense  until  the  circuit  is  opened.  The  induction  currents 
cause  the  sound  of  a  scratch ;  or,  if  prolonged,  the  sound  is  like 
the  buzzing  of  a  fly,  or  the  distant  steam-whistle.  Dr.  Ritter 
says  the  pitch  of  these  sounds  is  that  of  G.    Dr.  Althaus  says  it 
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is  that  of  A.  The  intensity  of  sound  is  as  the  intensity  of  the 
current  and  the  state  of  the  nerves,  but  the  pitch  is  always  the 
same.  While  treating  the  ear  with  electricity,  and  particularly 
if  we  employ  galvanic  currents,  we  may  have,  now  and  then, 
extra-polar  workings,  manifested  by  a  metallic  taste,  or  even  by  a 
flow  of  saliva  if  the  current  is  strong  or  long  continued,  or  if  the 
nerves  are  in  a  state  highly  susceptible.  By  this  unpurposed 
electro-physiological  test,  we  ascertain  that  the  chorda  tympani  is 
intimately  connected  with  the  sense  of  taste.  This  is  corrobo- 
rated by  clinical  experience ;  for  in  some  cases  of  palsy  of  the 
portio  dura^  there  is  also  loss  of  taste  on  the  same  side  with  the 
paralyzed  muscles  of  the  face,  which  also  disappear  together. 
The  extra  saliva  that  flows,  and  the  inclination  to  deglutition 
during  the  action  of  the  current  upon  the  drum  of  the  car,  prob- 
ably proceed  also  from  the  cliorda  tympani,  or  are  the  result  of 
reflex  action;  I  am  inclined  to  believe  the  latter.  (See  p.  644.) 
The  author  would  here  remark,  as  the  result  of  long  and  often 
repeated  observations,  and  as  an  important  item  in  the  general 
prognosis  of  all  nervous  affections,  that  where  the  external  ear 
of  man,  woman,  or  child,  is  seen  to  be  not  well  turned  and  full 
formed^  i.  e.,  where  the  helix  or  external  rim  of  the  ear  is  de- 
cidedly deficient,  particularly  if  with  this  the  upper  portion  of 
the  ear  is  delicate,  thin,  and  dtcarfed,  or  even  where  the  wliole 
ear  is  unusually  small,  crumpled,  or  deformed,  wanting  either  in 
substance,  posture,  or  well-developed  outlines  of  plumpness  and 
curves  of  beauty,  —  in  such  a  person,  the  nervous  system  is  also 
peculiar ;  there  is  a  great  liability  to  some  nervous  affection. 
My  cxj)crience  authorizes  me  to  state,  that  in  nearly  seven  cases 
out  of  every  ten  of  all  such  persons  so  marked,  there  is  already 
manifested  some  nervous  derangement  or  confirmed  nervous 
disease.  According  to  my  observations,  there  is  the  coincidence 
at  least,  that  the  nervous  system  of  such  individuals  is  either 
imperfectly  developed  or  unduly  developed,  (in  given  parts  so 
as  to  constitute  unbalanced  nerves,)  for  certainly  such  persons 
are  peculiarly />rone  to  pain,  palsy,  chorea,  incurable  hysteria, 
and  hypochondria,  or  insanity ;  such  like  accidents  appearing 
from  no  cause,  or  from  the  slightest  causes.    But  what  is  still 
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more  interesting  to  medical  men,  is  the  equally  apparent  fact, 
that  when  such  patients  are  restored  after  the  greatest  vigilance 
and  most  persevering  treatment,  they^  of  all  cases,  are  the  most 
liable  to  relapse,  and  that  from  the  least  exposure. 

The  knowledge  of  this  may  bo  of  value  to  many,  because  we 
may  sometimes  say  to  such  persons  or  their  friends,  "  Beware ; 
do  not  over-tax  or  fret,  but  rather  try  to  physically  develop,  for 
here  is  a  delicate  nervotis  system,^^  If  the  individual  is  already 
affected  with  some  nervous  derangement  or  disease,  then  our 
prognosis  must  be  all  the  more  guarded  and  prudent ;  but  at 
the  same  time  advising,  if  possible,  such  measures  as  will  secure 
the  attainment  of  ordinary  powers  of  endurance, 

8.  Smelling. — The  normal  action  of  electricity  on  the  organs 
of  smelling  is  more  that  of  a  simple  stimulus,  or  irritant,  than  a 
direct  helper  in  the  physiological  function.  The  Schneiderian 
membrane  receives  the  impression  from  electricity  as  if  painfully 
scratched,  but  without  any  increased  power  for  smelling.  The 
sentient  nerves  prevail  here,  as  they  do  upon  the  face,  only  more 
so.  Dr.  Ritter  appears  to  have  been  the  only  one  to  experience 
in  his  own  person,  in  this  respect,  the  effects  of  a  very  strong 
electric  current.  He  used  a  voltaic  pile  of  twenty-five  pairs,  and 
the  effect  on  liim  was  terrible.  He  found  the  effects  different 
according  to  the  direction  of  the  current.  When  the  current  was 
inverse,  then,  both  at  the  commencement  and  while  the  circuit 
was  closed,  there  was  a  sense  of  acidity,  with  a  loss  of  the  sneez- 
ing faculty ;  but  at  the  cessation  of  this  current,  and  for  a  short 
time  after,  he  perceived  an  ammoniacal  smell,  with  $in  increased 
capability  for,  and  disposition  to,  sneezing.  If  the  current  was 
reversed,  then  the  reversed  results  ensued,  namely,  ammoniacal 
smell  and  sneezing  on  making  the  current,  and  as  long  as  it  con- 
tinued ;  then  the  acid  taste,  and  loss  of  power  to  sneeze,  oc- 
curred on  breaking  the  circuit,  and  for  a  little  time  after. 

It  is  probably  familiar  to  all  who  use  the  friction  machine  that 
when  the  disruption  discharge  is  allowed  to  take  place  without  a 
spark,  as  from  points,  and  hence  without  heat,  the  oxygen  of  the 
air  is  thus  modified,  and  ozone  is  evolved.  This  is  sensible  to 
the  smell  like  that  of  a  phosphoric  and  sulphurous  odor,  or  as 
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something  in  the  atmosphere ;  but  this  does  not  afSsct  the  state 
or  action  of  the  olfactory  organs.  The  fiEu^t  is,  the  author  has 
abuost  nothing,  from  his  own  experience,  to  state  under 
head ;  but  if  he  had  positive  occasion  for  the  employment  of 
agent  here,  he  would  make  the  application  ratlier  to  the  external 
portions  of  the  nose  than  to  the  nasal  membrane,  except  in  a 
paralysis,  or  such  lost  degree  of  sensibility  that  some  few  ele» 
ments,  at  least,  might  be  tolerated  by  the  patient.  The  podtiTe 
electrode  to  the  interior  of  the  nose  has  more  effect  than  the 
negative. 

4.  Tasting. — The  normal  actions  of  electricity  on  the  mouihj 
and  organs  of  taste,  are  certainly  as  curious  as  useful.  Galvanic 
currents  are  here  very  sensitively  felt,  producing  a  metallic,  sour, 
or  alkaline  taste,  twitchings  of  the  tongue,  increased  flow  of  sali- 
va, flashes  of  light,  pain,  prickle,  and  heat.  Faradaic  currents, 
if  here  moderately  applied,  produce  only  twitchings  of  the 
tongue.  Frictioual  sparks  act  here  more  as  do  galvanic  cur- 
rents. It  is  supposed  that  these  different  phenomena  are 
brought  about  by  the  action  of  elcctiicity  through  the  gustaiory 
nerve,  just  as  sensations  of  light  are  induced  by  it,  when  directed 
to  the  retina ;  or  of  sound,  when  directed  to  the  auditory  nerve. 

5.  Sentient  Nerves,  —  Healthy  skin  nerves,  which  we  know 
are  the  nerves  of  sensation,  or  sentient  nerves,  are  observed  by 
the  aid  of  a  microscope  to  be  arranged  in  their  peripheric  ter- 
minations much  like  fine  moss,  or  the  pile  of  fine,  uncut,  silk 
velvet.  If  the  direct  action  of  a  considerable  galvanic  current 
be  brought  to  bear  upon  the  skin,  and  thus  immediately  attack 
those  nerves,  there  is  produced  a  sensation  of  warmth,  heat,  or 
burning,  with  another  sensation  of  together-drawing,  pursing,  or 
contraction,  with  a  prickling  or  pain,  —  one  or  more,  in  propor- 
tion to  the  strength  of  the  battery,  to  the  sensitiveness  of  the 
skin,  and  to  the  irv-working  of  the  current.  These  sensations, 
or  some  of  them,  may  continue  as  long  as  the  circuit  remains 
closed  upon  them,  and  that  with  a  rapid  increase  in  degree,  imtil 
quite  unbearable.  If,  then,  the  action  of  this  current  be  still 
maintained  for  a  long  time,  i.  e.,  like  an  overdose  or  abusive  use 
of  a  jx)werful  medicine,  then  there  is  produced  a  diminvtion  of 
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these  sensations.  Indeed,  if  it  should  be  still  longer  continued, 
and  a  still  stronger  current  be  employed,  there  could  be  pro» 
duced  a  sensation  of  numbness,  and  perhaps  of  coldness,  which 
remains  a  few  minutes  after  the  current  is  removed.  Then  the 
physiological  sensations  soon  return  again,  however,  with  a  some- 
what increase  of  function. 

If  electro-magnetic  currents  are  thus  brought  to  bear  upon 
these  nerves  through  the  skin,  then  sensations  are  produced 
which  vary  according  to  the  intensity  of  the  current,  the  rapidity 
with  which  it  intermits,  and  the  sensitiveness  of  the  skin.  The 
sensations  are  different,  also,  on  different  parts  of  the  body  and 
limbs.  They  may  be  extremely  pleasant,  or  as  extremely 
disagreeable,  or  even  intolerably  painful;  or  there  may  be  a 
together-drawing,  contracting,  pinching,  pursing,  prickling,  or, 
as  sometimes  experienced,  a  burning  sensation.  These  cease 
when  the  current  is  opened.  An  induction  current  of  the  same 
quantity  and  intensity  has  a  greater  effect  upon  the  sentient 
nerves,  in  proportion  to  the  frequency  of  the  interruptions  of 
the  current,  vp  to  a  certain  degree^  which,  for  instance,  may  be 
about  all  the  nerves  can  bear ;  but  if  the  vibrator  is  screwed  up 
a  trifle,  so  as  to  make  the  interruptions  extremely  fine  and  rapid, 
then  the  current  is  more  easily  borne,  and  not  only  so,  but  it 
then  becomes  almost  or  quite  pleasant,  particularly  if  it  is  being 
applied  to  the  back  or  shoulders.  But  I  believe  there  is  in  this 
case  more  indirect  effect ;  i.  e.,  reflex  action^  because  this  cur- 
rent more  nearly  resembles  the  continuous  galvanic  current.  A 
pretty  rapidly  interrupted  current  has  more  effect  on  the  sentient 
nerves  than  very  slowly  interrupted  currents,  because  it  is  the 
law  of  their  action  to  feel  or  retain  the  effects  of  an  impression 
for  some  little  but  appreciable  timCj  after  being  acted  upon.  So 
where  a  sentient  nerve,  that  is  in  health,  is  subjected  to  the  action 
of  a  single  blow  of  an  induction  current,  if  of  low  tension,  there 
is  almost  no  sensation ;  but  if  these  blows  or  shocks  are  then 
repeated  faster  and  faster,  tlie  sensations  will  likewise  increase, 
because  the  sentient  nerve  is  not  now  in  its  normal  state,  i.  e., 
when  it  receives  the  second,  and  third,  and  succeeding  shocks, 
but  is  in  an  excited  condition,  or  polarized.    Thus  it  is  easy  to 


240  ELECTBO-THEBAPEUnCS. 

understand  why  the  sensations  produced  by  the  induction  cur- 
rents increase  in  proportion   to  the  velocity  of  the  interrup- 
tions, to  a  certain  degree.     So  much  for  the  immediate  sensa- 
tions.    Generally  speaking,  if  tiie  continuous,  smooth,  or  even 
action  of  a  moderate  Galvanic  or  Faradaic  current  be  directed 
through  a  sentient  nerve^  in  a  direct  or  down-running  direction, 
then  there  is  produced  a  quieting,  diminishing,  or  doumrioning' 
effect.     If,  on  the  contrary,  the  current  be  directed  so  as  to  flow 
through  the  sentient  nerve  in  an  inverse  or  up-running  direction, 
then  there  is  produced  an  increased,  exalted,  or  toning-Mp  effect ; 
that  is,  in  the  former  case  there  is  produced  diminished  sensor 
tion ;  in  the  latter  case,  there  is  produced  increased  sensation. 
This  rule  is  even  still  more  marked,  when  these  currents  act 
upon  sentient  nerves  that  are  sick  and  morbidly  increased  in 
their  sensibility,  as  in  cases  of  true  local  neuralgia.     But  these 
valuable  *•'  general  principles  "  are  still  further  influenced  by  the 
kind  of  electrodes  that  arc  used  in  the  trials,  and  by  the  method 
of  managing  them  and  the  current.     For  quieting  these  nerves^ 
we  should  always  choose  broad,  soft,  warmish  and  moist  elec- 
trodes, as  fine  and  soft  sponges,  which  are  to  be  gently  applied 
to  the  skin,  within  a  few  inches  of  each  other,  and  kept  in  gentle 
but  ceaseless  motion,  with  a  careful  and  gradual  letting  on  of  the 
current,  and  as  gentle  and  gradual  taking  it  off,  after  an  appli- 
cation of  a  minute  or  less.     This  may  be  repeated,  after  a  recess 
of  a  few  seconds,  for  some  half  a  dozen  times,  at  the  same 
seance.     If  not  successful,  these  seances,  or  sittings,  may  be 
repeated  every  few  hours.     But  for  cases  of  anesthesia,  and 
wherever  we  wish  to  arouse  and  wake  vp  sensation,  then  not 
only  must  the  current  be  inverse  in  direction,  but  it  may  be 
interrupted,  or  reversed,  or  alternated,  from  second  to  second, 
and  that  through  small,  say  one  inch  ball,  electrodes,  covered 
with  wet  wash-leather.     The  current,  here,  too,  should  be  strongi 
and  it  must  be  let  on,  reversed,  and  interrupted  suddenly ^  but  not 
continued  more  than  a  minute  at  a  time.     One  electrode  may 
be  placed  over  the  nerve-trunk,  while  the  other  is  moving  over 
the  palsied  periphery,  or  border  points  of  the  palsied  muscles. 
According  to  the  laws  of  Marianini,  as  they  relate  to  the  phys- 
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iological  effects  of  electric  currents  on  the  sentient  nerves,  we 
gather  the  conclusion,  that  the  sensations  caused  by  the  applica- 
tion of  the  continuous  current  of  electricity  are  strongest  on 
closing  the  inverse  current,  and  on  opening'  the  direct  current ;  but 
the  contrary  takes  place  when  the  motor  nerves  are  acted  upon ; 
for  muscular  contractions  are  more  readily  produced  on  dosing- 
the  direct  J  and  on  opening  the  inverse,  current ;  for  this  reason, 
therefore,  if  mixed  nerves  are  electrized,  we  obtain  the  following 
Effects  on  the  Mixed  Nerves.  — 

TV.      ^  ,      (  Closing  the  circuit  —  Contraction. 

Direct  current.     <  ^       .      xi       •      -x      o 

(  Opening  the  circuit — bensation. 

-.  ,    (  Closing  the  circuit  —  Sensation. 

Inverse  current.  \  ^      •      xi       •      --^      /-.     x 

(  Opening  the  circuit — Contraction. 

When  we  electrize  mixed  nerves,  the  phenomenon  that  re- 
sults is  due  to  the  peculiar  excitation  of  the  filaments  of  both 
sentient  and.motor  nerves  of  which  they  are  mutually  composed, 
and  hence,  to  a  greater  or  less  degree,  to  reflex  action.  But  the 
direction  of  the  current  mainly  determines  the  physiologic  and 
the  therapeutic  result.  Hence,  this  rule  is  held  to  be  the  funda- 
mental, viz. :  that  the  direct  current  can  produce  powerful  mus- 
culur  contractions  with  comparatively  little  sensation,  or  pain ; 
while  the  inverse  current  can  produce  greater  sensation,  or  pain, 
and  that  with  greater  "  reflex  action  ;^^  while  the  muscular  con- 
traction is  comparatively  weak,  or  even  totally  wanting ;  also, 
thai  the  reversing  the  direction  of  a  current  from  second  to  sec- 
ond,  increases  its  exciting,  reflex,  and  constitutional  effects. 

According  to  the  law  first  laid  down  by  Dubois-Reymond,  it 
is  moreover  perfectly  easy  to  understand  the  action  of  electro- 
magnetism,  and  other  induction  currents  upon  the  motor  nerves 
and  muscles.  The  physiological  action  is  in  this  case  tlie  great- 
est possible  for  the  given  amount  of  electricity,  as  to  quantity 
or  intensity,  that  actually  courses  through  the  nerves.  These 
currents  are  necessarily  made  up  of  the  least  conceivable  bits  of 
currents,  which  are  instantaneous,  succeeding  each  other  with 
the  greatest  rapidity,  in  consequence  of  the  make  and  break  in 
the  inducing  current  of  the  battery,  or  of  the  approach  and 
leaving  of  the  magnet,  &c.    But,  I  ask,  must  it  necessarily  fol- 
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low  that  the  current  that  produces  the  greatest  possible  effects, 
as  manifested  by  contractions^  must  therefore  aiways  be  the  tnost 
remedial  in  effect  ?  I  tliink  not ;  although,  in  £a,ct,  it  maj  yet 
be  proved  to  be  so.  Where  the  action  of  the  current  is  indicated 
for  exercising  the  deep  muscles,  such  as  cannot  be  done  by 
passive  motions,  nor  yet  by  any  kind  of  mechanical  manoeuvres, 
these  currents  act  admirably.  But  where  there  is  required  a 
catalytical  action  in  the  molecular  stnicture  of  the  tissues  and 
blood,  and  for  reestablishing  the  dominion  of  volition,  or,  as  we 
call  it,  the  will^  then,  if  not  contra-indicated,  the  galvanic  cui^ 
rents  not  only  seem,  but  prove  to  be  more  powerfully  restora^ 
tive.  Notwithstanding,  we  must  bear  in  mind  that  it  is'  the 
opinion  of  Dr.  Duchenne  and  many  other  experienced  medical 
electricians  in  Europe,  ''  that  induced  electricity  is  essentially 
medical  electricity." 

There  can  be  summed  up  the  following  rules :  If  the  electric 
current  be  directed  through  a  motor  nerve,  then  will  the  whole 
deep  substance  of  all  the  muscles,  which  are  animated  by  rami- 
fications of  that  nerve,  enter  into  contraction.  But  if  the 
current  be  applied  directly  to  the  muscle,  then  only  those  fibres 
are  seen  to  contract,  which  are  nearest  the  electrode,  and  trav- 
ersed by  the  current. 

Effects  of  the  Electric  Currents  on  the  Motor  Nerves. 

If  a  galvanic  current  is  directed  through  a  motor  nerve  of 
the  recently-killed  animal^  contractions  of  all  the  muscles  thai 
are  ramified  by  this  nerve  are  produced  on  closing  as  toell  as 
on  opening  the  circuit ;  and  thatj  too,  whether  the  current  be 
downrTunning  (direct),  or  up-running  (inverse).  Now,  this  will 
fail  to  be  done,  if  one  electrode  is  applied,  say  to  the  right  of  the 
nerve  trunk,  while  the  other  is  to  the  left  of  it ;  for  in  this  case 
the  current  will  pass  transversely  across  the  nerve.  Therefore 
we  must  be  particular  to  place  the  electrodes  over  two  points 
of  the  nerve ;  or  the  one  over  the  nerve,  while  the  other  is  on 
the  depending  muscle ;  in  either  case,  the  one  is  to  be  so  situated 
above  the  other,  that  the  electric  current  will  traverse  the  nerve 
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in  a  longitudiual  direction ;  or,  better  still,  if  in  a  somewhat 
oblique  and  longittulinal  cov/rse^  so  as  to  thus  embrace  the  great- 
est possible  number  of  nerve  filaments,  although  the  position  of 
the  electrodes  on  the  skin  may  be  close  together. 

Muscular  contractions  in  the  living  human  organism  cannot 
be  produced  from  the  excitation  of  pure  motor  nerves  by  an 
electric  current,  unless  those  nerves  are  in  some  little  degree  or 
sense  possessed  of  their  normal  integrity.  True  it  is,  that  the 
electric  stimulus  is  capable  of  so  disturbing  the  molecular  equi- 
librium of  the  motor  nerves  and  their  depending  muscles,  as  to 
produce  the  state  in  which  they  are  physiologically  active ;  and 
this  disturbance,  if  judiciously  made,  does  not  cause  any  injury 
to  nerve,  muscle,  or  central  organ,  but  rather  tends  to  reestablish 
the  lost  or  impaired  vital  functions  of  the  reciprocal  actions  of 
nerve,  muscle,  and  central  organ,  whenever  so  lost,  provided  they 
are  under  the  above  conditions.  Dr.  Bernard  has  shown  that  if 
a  motor  nerve  is  galvanized,  while  in  its  normal  physiological 
condition,  —  i.  e.,  while  it  is  still  connected  with  the  spinal  cord 
of  the  living  animal,  then  a  contraction  is  produced  only  on 
closing  the  circuit,  be  the  direction  of  the  current  either  direct 
or  inverse.  But  if  the  nerve  is  scmie  fatigued  by  energetic 
or  very  prolonged  action,  by  heat,  or  by  any  other  means,  then 
two  contractions  are  produced  by  either  current,  the  one  at  the 
closing  of  the  circuit,  and  the  other  at  its  opening.  There- 
fore, if  this  phenomenon  is  observed  in  practice,  we  calculate 
that  the  nerve  is  fatigued;  i.  e.,  it  is  in  a  degree  exhausted. 
Then,  again,  if  the  fatigue  is  greater  still,  the  contractions  are 
only  observed  on  closing  the  direct,  and  opening  the  inverse, 
current.  If  the  fatigue  is  still  greater,  we  obtain  only  a  single 
contraction,  and  that  only  on  closing  the  direct  current.  Then, 
if  the  fatigue  is  even  greater  still,  and  the  exhaustion  is  totaJy 
—  i.  e.,  complete  and  final,  —  there  is  no  more  contraction  pro- 
duced under  any  circumstances  whatever.  This  is  strictly 
peculiar  to  the  nerves  of  living  human  beings. 

Again,  we  have  already  shown,  that  during  the  time  a  con- 
tinuous, moderate,  and  even-flowing  galvanic  current  is  travers- 
ing a  motor  nerve,  no  visible  contractions  occur y  although  a  real 
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catalytical  and  polarizing  eflFect  is  as  certainly  in  progress.  But 
the  visible  physiological  eflFccts  that  are  manifested  by  contrac- 
tion, occur  rather  at  the  moment  when  the  density  of  the  current 
suddenly  rises  from  zero  to  a  certain  height,  as  is  the  case  on 
establishing  the  circuit,  and  also  when  the  density  of  the  cur^ 
rent  descends  again  from  a  certain  height  to  zero,  as  occurs 
on  breaking  the  circuit.  Setting  out  with  these  facts,  Dr.  Du- 
bois-Reymond  gives  us  a  great  electro-physiological  law  for  the 
motor  nerves  in  the  following  terms :  "  The  motor  nerve  is  not 
excited  by  the  absolute  amount  of  the  density  of  the  current  of 
electricity,  but  merely  by  the  variations  which  occur  in  the 
density  of  that  current  from  one  instant  to  the  other ;  and  the 
physiological  effect  is  the  greater,  the  more  considerable  are  the 
variations  of  the  density  of  the  current ;  that  is,  in  proportion 
as  the  variations  take  place  less  or  more  rapidly,  or  as  tliey  are 
more  considerable  in  a  given  space  of  time."  * 

But  we  can  say  still  further,  that  it  is  not  absolutely  neces- 
sary to  actually  break  the  current  that  is  traversing  a  nerve  in 
order  to  produce  contractions  ;  for  these  physiological  effects  are 
brought  about  even  by  the  minor  variations  in  the  density  of  the 
electric  current,  as  is  shown  by  moving  one  of  the  electrodes  a 
little  farther  from  the  other  w  liilc  the  current  is  flowing,  and 
while  both  electrodes  remain  on  the  skin  ;  or  by  now  pressing 
the  electrode  more  or  less ;  or  it  can  also  be  done  by  increasing 
the  current  from  switching  on  other  series  of  cups  through 
the  key-board,  or  by  quickly  taking  a  portion  away,  or  by 
diverting  a  portion  of  the  current.  But  this  power  will  be 
shown  still  more,  if  the  direction  of  the  current  is  suddenly 
reversed  every  second,  as  by  the  current  turner  of  the  key-board, 
although  the  current  is  constantly  flowing ;  besides,  this  latter 
eficct  is  observed  to  be  more  and  more  powerful,  for  a  time  at 
least,  until  the  nerve  is  over-fatigued,  or  exhausted,  when  it 
will  be  observed  to  diminish  ;  but  that  diminishing  I  do  not  call 
paralyzing  in  any  sense  of  the  word,  more  than  hard  work  is 
paralyzing ;   unless  they  are  carried  to  great  extremes  as  to 

♦  Untersuchunger  ubcr  thieristhe  Elektricitat,  Berlin,  184S,  toI.  i.  p.  25S. 
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power,  and  length  of  time  continued,  &c.  Either  work,  or  Gal- 
vanism, and  Faradaism,  may  be  injurious,  when  thus  made  em- 
pirical and  abusive.  Feeble  muscles  and  limbs  can  be  rubbed 
by  strong  hands^  uiitil  they  are  powerless.  Joints  that  are 
stiffened  and  weak  may  be  readily  over-exercised,  so  as  to  be 
more  helpless  than  before.  I  have  seen  cases  of  "  wasting 
palsy  "  brought  to  my  rooms  that  had  been  "  so  faithfully  ^^  and 
perseveringly  shampooed  with  some  prescribed  liniments,  or  with 
coarse,  wet  towels,  and  that,  too,  by  the  advice  of  the  medical 
attendant,  performed  perhaps  by  the  devoted  mother  from  the 
highest  motives  of  love  and  duty,  —  so  overtaxed  by  these 
means  J  —  that  the  process  of  atrophy  and  degeneration  had 
gone  on  with  most  sliocking  and  astonishing  rapidity,  and  to  a 
degree  altogether  incredible  unless  observed. 

For  these  reasons,  the  author  is  all  the  more  inclined  to  inter- 
pret the  over-tong'-continued  action  of  a  medium  faradaic  or 
galvanic  current,  either  on  a  motor,  sentient,  or  mixed  nerve, 
in  the  first  instance,  as  pre-occcupying  or  diverting  the  nor- 
mal nerve  action^  and  which  is  sooner  or  later  followed  also 
by  a  fatigue,  and  then  an  exhaustion  that  is  speedy  in  pro- 
portion to  the  strength  of  the  electric  current,  and  the  endow- 
ment of  the  nerve ;  much  the  same  as  is  produced  by  very 
violent,  unremitting,  and  protracted  labor ;  only  the  electric 
current's  effects  are  quicker  and  more  complete  than  labor's 
effects  in  producing  this  class  of  results,  and  can  act  where  labor 
cannot  be  brought  to  bear. 

Effects  of  Electric  Currents  on  the  Sympathetic  Nerves. 

The  earliest  experimental  researches  on  the  ganglionic  or 
sympathetic  nerves,  says  Dr.  Althaus,  were  undertaken  in  1727, 
by  Dr.  Pourfour,  who  found  that  from  the  section  of  the  cervi- 
cal filament  of  the  sympathetic  nerve,  the  following  phenomena 
are  observed ;  a  contraction  of  the  pupil  of  the  eye ;  a  flatten- 
ing of  the  cornea  ;  a  redness  and  sometimes  injection  of  the  con- 
junctiva ;  the  secretion  of  the  palpebral  mucus  is  increased ; 
the  eyelids  are  partially  closed,  and  the  third  eyelid,  as  in  birds, 

21* 
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is  large ;  the  nectUant  membrane  becomes  prominent  and  ad- 
vances upon  the  eyeball.  If  the  animal  then  continues  to  live  a 
certain  time  after  the  operation,  the  eye  becomes  smaller  and  in 
effect  shrunken,  and  drawn  back  in  its  orbit.  These  experi- 
ments were  repeated  and  confirmed  by  Dr.  Pupuy,  Dr.  Breschet, 
and  Dr.  John  Beid.  But  more  recently  it  is  discovered,  that  if 
the  pupil  has  become  constricted  after  the  section  of  the  cervi- 
cal sympathetic  nerve,  it  can  again  be  dilated  if  the  ceplialic 
end  of  the  nerve  be  electrized. 

In  the  year  1852,  Professor  Claude  Bernard  published  his 
most  interesting  and  valuable  researches  on  the  physiological 
oflSces  of  the  great  sympathetic  nerve.  He  goes  on  to  say,  that 
after  the  section  of  the  nerve,  or  after  the  destruction  of  the 
superior  cervical  ganglion,  besides  the  phenomena  long  before 
noticed  by  M.  Pourfour-du-Petit,  the  following  are  produced:  a 
less  or  greater  constriction  of  the  nostril,  and  of  the  mouth, 
on  the  same  side ;  an  increase  in  the  circulation  of  the  blood, 
with  an  augmentation  of  heat  and  sensibility  in  the  head. 
He  observes,  also,  that  if  the  cephalic  (upper)  end  of  the  cut 
ganglionic  nerv.e  be  electrized,  then  all  these  phenomena  ob- 
served after,  and  in  consequence  of  the  section  of  the  nerve,  will 
equally  disappear,  and  can  even  be  exaggerated  in  the  extreme. 
Not  only  does  the  constriction  of  the  iris,  that  is  produced  by 
cutting  the  sympatlietic  nerve,  disappear  from  being  electrized, 
but  the  pupil  becomes  even  larger  than  normal ;  the  eye  is 
plumper  and  more  prominent ;  the  temperature,  which  had  been 
exalted,  is  diminished  to  a  lioalthy  standard  ;  the  nostril  and  ear 
of  the  animal,  which  had  been  red  and  injected,  become  quite  pale 
again  ;  but  as  soon  as  the  electric  influence  is  removed,  then  all  the 
phenomena  that  first  attended  the  section  of  the  nerve,  gradu- 
ally reappear.  But  they  can  be  made  to  disappear,  again  and 
again,  by  tlie  repeated  applications  of  the  electric  current  to  the 
nerve  above  the  cut.  Besides,  if  we  apply  a  drop  of  ammonia 
to  the  conjunctiva  of  a  dog,  in  which  the  section  of  tliis  gan- 
glionic nerve  has  been  made,  the  pain  will  oblige  the  animal 
to  keep  the  eyelids  strongly  closed  ;  and  then,  if  the  cephalic 
end  of  the  cut  nerve  be  electrized,  he  will  immediately  open  his 
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eyes  again,  notwithstanding  the  pain  he  is  all  the  while  experi- 
encing ;  nor  indeed  is  he  able  to  shut  them,  for  they  are  kept 
open  as  long  as  the  current  traverses  the  nerve,  while  the  redness 
caused  by  the  ammonia  also  diminishes,  and  soon  entirely  dis- 
appears. 

According  to  Dr.  Althaus,  of  England,  we  sec  that  these 
phenomena  have  been  investigated  by  many  scientific  men,  as 
Dr.  Augustus  Waller,  of  Birmingham ;  Professors  Budge  and 
Schiff,  of  Berne ;  and  Dr.  Brown-Sequard ;  all  of  whom  cor- 
roborate these  facts,  and  besides  have  added  new  ones  regarding 
the  physiology  and  pathology  of  the  sympathetic  nerves,  all  of 
which  may  be  given  as  follows :  By  a  section  of  the  cervical 
ganglionic  nerve,  nearly  all  the  muscles  of  the  eye  and  of  the 
angles  of  the  mouth,  and  of  the  nostril,  become  permanently 
contracted.  The  ear  of  the  animal  is  held  erect ;  the  quantity 
of  blood,  not  only  in  the  ear,  but  in  tliat  whole  side  of  the  head, 
is  decidedly  increased ;  the  arteries  are  fuller  and  beat  with  more 
force ;  the  temperature  is  increased  for  a  length  of  time ;  the 
current  proper  of  the  muscles  is  stronger ;  poisons  and  other 
substances  which  are  deposited  in  equal  quantities  on  the  two 
sides  of  the  head, — i.  e.,  under  the  sub-cutaneous  cellular  tissue 
of  the  face,  or  at  the  base  of  the  ears, — arc  found  to  be  more  rap* 
idly  absorbed  on  that  side  where  the  section  of  the  nerve  had  been 
made ;  but  chloroform  destroys  the  sensibility  there  much  slower 
than  on  the  sound  side  ;  the  rigor  mortis  appears  later ^  and  lasts 
longer ;  putrefaction  begins  later. 

It  is  found  also,  that  nearly  all  the  phenomena  observed  as 
the  consequence  of  severing  the  cervical  sympathetic,  may  be 
produced  by  any  means  whatever  that  will  simply  increase  the 
amount  of  blood  circulating  in  the  blood  vessels  of  the  head  in 
a  given  time ;  as  by  holding  the  animal  up  by  its  hinder  legs, 
which  produces  a  strong  congestion  of  the  head,  and  con- 
traction of  the  iris,  &c.  Hence  we  infer,  that  all,  or  nearly  all, 
these  phenomena  are  due  to  the  deranged  condition  of  the  blood 
vessels,  brought  about  by  the  division  of  the  cervical  nerve,  thus 
enlarging  their  calibre  and  allowing  more  blood  to  pass  through 
these  vessels  in  a  given  time.     When  the  entire  cervical  sywr 
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pathetic  nerve  is  electrized  actively,  i.  e.,  severely^  we  find  the 
following  results:  An  opening  of  the  eyelids;  a  dryness  of 
the  cornea  and  conjunctiva ;  a  dilatat!on  of  the  pupil ;  a  con- 
traction of  the  blood  vessels  of  the  wliole  eye,  and  consequent 
diminution  in  the  quantity  of  blood  there ;  a  decrease  of  tem- 
perature and  of  sensibility ;  the  nervo-electric  current  proper  of 
the  muscles  of  the  eye  is  less ;  the  excitability  of  tlie  motor 
and  sentient  nerves  of  the  iris,  as  also  of  the  muscles,  together 
with  the  contractility  of  the  arteries,  disappears  sooner,  after 
death,  than  on  the  other  side ;  the  cadaverous  rigidity  and  putre- 
faction commence  sooner  than  on  the  sound  side,  because  of  the 
greater  electrolytical  or  chemical  changes  produced  by  the  power- 
ful and  prolonged  action  of  the  current  on  the  nerve  and  tissues. 

M.  Bernard  says,  if  the  external  auricular  nerve,  which  takes  its 
rise  from  the  cervical  plexus,  and  transmits  the  reflex  action  from 
the  external  ear  to  tlie  spinal  cord,  and  thence  to  the  great  sym- 
pathetic, be  cut  across,  the  increased  temperature  of  the  external 
ear  that  is  thus  produced  cannot  be  lowered  to  its  natural 
standard  again  by  the  direct  means  of  induction  currents  to  the 
lobes  of  the  ear ;  while  if  the  application  be  made  rather  to  the 
cut  cerebral  end  of  the  sympathetic  branch,  then  the  tempera- 
ture immediately  decreases  to  its  normal  standard.  On  the  other 
hand,  if  no  section  of  the  cervical  sympathetic  nerve  has  been 
made,  and  the  external  car  is  sharply  Faradaized,  then  the  tem- 
perature of  the  whole  auricle  is  diminished. 

It  follows,  therefore,  that  if  we  electrize  the  external  ear,  as 
by  direct  Faradaization  applied  to  the  upper  or  lower  part  of  it, 
there  is  produced  a  different  phenomenon,  according  as  the  sec- 
tion of  the  superior  cervical  sympathetic  has  been  made  or  has 
not  been  made.  Where  the  section  of  this  nerve  has  been  made, 
the  ear  becomes  hot,  &c.  Then,  if  electro-magnetism  be  applied 
so  as  not  to  pass  through  the  thin  diameter  of  the  auricle  or 
external  ear,  but  rather  so  as  to  traverse  its  longest  extent^ 
as  from  top  to  bottom,  the  temperature  becomes  thereby  in- 
creased;  but  if  the  electricity  is  directed  rather  to  the  cephalic 
cut  end  of  the  sympathetic  nerve  on  that  side,  the  temperature  is 
diminished.    But  this  has  been  further  illustrated  by  test.     Dr. 
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Bernard  electrized  the  long  and  delicate  ears  of  a  rabbit,  in 
one  of  which  he  had  already  cut  the  left  sympathetic  nerve ; 
while  the  other,  on  the  right  side,  was  left  intact.  Now,  when  the 
left  ear  was  electrized,  a  rapidly-increased  heat  was  noticed ;  but 
when  the  right  ear  was  electrized,  as  rapid  a  diminution  of  heat 
was  produced.  He  explains  this  thus :  the  elevation  of  temperar 
ture  on  the  side  where  the  nerve  had  been  cut  results  from  the 
circumstance  that,  under  the  influence  of  the  pain,  the  heart  acts 
more  vigorously  upon  tlie  arteries  of  the  ear,  which  are  already 
relaxed  in  consequence  of  the  section  of  the  ganglionic  filament ; 
while  on  the  right  side,  where  the  nerve  has  not  been  cut,  the 
electricity  causes  an  excitation  of  the  sentient  nerves,  which  imr 
pression  is  transmitted  to  the  spinal  cord,  and  then  again  by  a 
reflex  to  the  sympathetic ;  hence  the  vessels  of  tlie  ear  are  con- 
stricted, and  therefore  the  action  of  the  heart  cannot  produce 
the  same  results  as  it  does  on  the  other  side,  where  no  reflex 
action  from  the  spinal  cord  to  the  sympathetic  ganglia  is  possible. 

Professor  Weber  discovered,  in  1846,  that  where  the  inferior 
cervical  ganglia  of  the  sympathetic  is  electrized  by  an  active  in- 
duction current,  the  pulsations  of  the  heart  are  greatly  increased. 
The  same  phenomenon  occurs,  if  the  cardiac  branches  from  this 
ganglia  arc  subjected  to  the  action  of  the  current.  But  if  the 
vagi  arc  electrized  the  action  of  the  heart  is  diminished.  If  the 
current  be  stronger,  or  longer  used,  the  heart's  action  comes  to 
a  stand-still. 

Professor  Pflucgcr  discovered,  in  1856,  that  the  splanchnic 
nerves  exercise  a  similar  controlling  influence  over  the  peristaltic 
movements  of  the  intestines,  much,  indeed,  as  the  vagi  do  over 
the  contractions  of  the  heart.*  He  found  that  when  the  electric 
current  is  applied  to  the  splanchnic  nerves,  which  take  their  rise 
from  the  six  lower  dorsal  ganglia  of  the  sympathetic,  then  the 
vermicular  movements  of  the  small  intestines  are  very  soon  sus- 
pended. From  this  he  inferred  that  there  is  a  peculiar  set  of 
nerves  for  the  physiological  action  of  diminishing^  or  even  sus- 
pending, the  various  movements  of  the  intestines,  and  he  desig- 
nated them  as  the  ^Hyihibitory  system^^  of  nerves.     But  Mr. 

♦  Uber  das  Hemmungs-Nervensysten  fur  die  peristaltischen  Bcwegungen  dcr  Gc- 
darme,  Berlin,  1856. 
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Lister  has  more  recently  found  that  the  inhibiting  effect  through 
these  nerves  is  produced  only  when  the  strongest  currents  are 
directed  to  the  roots  of  the  splanchnic  nerves ;  whilCj  on  the  con- 
trary^ if  more  moderate  currents  are  employed^  there  are  observed 
accelerated  peristaltic  motions* 

Effects  of  Electricity  on  the  Intestines^  UteruSj  and  Secreting 

Organs. 

Dr.  Aldini  observed,  a  long  time  ago,  from  actual  trials,  that 
the  alimentary  canal  responds  very  remarkably  to  the  voltaic 
current.  Professor  Achard,  of  Berlin,  made  the  trial  upon  him- 
self, and  he  testifies  to  the  prompt  and  effectual  action  of  elec- 
tricity upon  the  functions  ot  the  bowels.  It  is  an  every-day 
occurrence  to  hear  some  patient  testify  to  an  unaccountable 
promptness  of  the  movements  of  the  bowels  while  taking  treat- 
ments that  require  daily  applications  of  Faradaic  or  Galvanic 
currents  along  the  spine.  As  confident  am  I  that  the  relaxed, 
inflated,  and  atonic  stomach  contracts,  both  in  its  longitudinal 
and  transverse  diameter  when  the  electrodes  are  moved  carefully 
from  position  to  position,  so  as  to  include  the  stomach  between 
tliem,  in  different  directions,  and  so  that  the  current  passes 
through  it,  or,  at  least,  so  that  its  neighboring  sentient  nerves 
may  bring  about  a  reflex  action  on  the  viscus  that  ton^s  it  up. 
When  examined  under  the  action  of  the  current  in  a  mutilated 
animal,  the  movements  of  the  stomach  arc  invariably  seen  to  be 
from  the  cardia  to  the  pylorus  —  i.  e.,  downwards. 

If  we  directly  Faradaize  the  salivary  glands,  we  do  not  obtain 
a  flow  of  saliva.  Professor  Claude  Bernard  has  demonstitited  f 
that  if  we  Faradaize  the  lingual  and  the  auriculotemporal  nerves, 
iho  chorda  tympani,  and  the  posterior  parotid  branches  of  the 
facial  nerve,  then  there  is  an  abundant  flow  of  saliva.  This  he 
explains  as  being  the  result  of  the  enlarged  blood  vessels  pro- 
duced by  the  electricity ;  that  this  dilatation  of  the  vessels  is 


♦  Preliminary  Proceedings  of  the  Royal  Society,  London,  Vol.  IX.,  No.  32. 
t  Journal  do  la  Physiologic  de  rHomine,  Paris,  1858,  p.  649. 
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due  to  the  attraction  of  greater  quantities  of  arterial  blood,  that 
is  always  induced  by  the  action  of  the  current ;  and  that  the 
excretion  of  the  saliva  is  effected  by  the  same  forces  which  at- 
tract the  blood  to  the  glands,  and  not  by  the  tissue  of  the  glands 
themselves,  since  the  elementary  substance  of  the  salivary  glands 
has  no  inherent  contractile  power.  But  if  the  above  nerves  are 
excited,  according  to  Professor  Bernard,  the  amount  of  saliva 
which  may  be  gathered  in  a  very  little  time  from  the  salivary 
glands  will  be  found  to  far  exceed  the  volume  of  the  entire 
glands  themselves,  so  that  it  cannot  be  shown  that  the  saliva  is 
simply  squeezed  out  of  the  gland.  It  is  thus  proved  that  the 
secretion  occurs  in  the  salivary  glands  at  the  very  moment  when 
the  electric  current  is  made  to  traverse  these  nerves  of  secretion. 
If  the  sympathetic  nerve  is  traversed  by  the  current,  neither  the 
normal  nor  abnormal  secretion  is  then  induced,  but,  on  the  con- 
trary, all  salivary  secretion  is  arrested. 

When  the  abdomen  of  a  recently-killed  animal  is  quickly 
opened  and  exposed  to  the  air,  particularly  if  a  cool  air  is  blow- 
ing over  it,  the  small  intestines  are  seen  to  contract,  dilate,  and 
move,  from  the  contact  with  the  air.  But  very  soon  these  con- 
tractions cease.  If,  now,  the  poles  of  an  electro-magnetic  cur- 
rent be  brought  in  contact  >vith  any  portion  of  the  intestines,  — 
say  on  the  ilium,  —  thoy  will  renew  the  contractions,  and  urge 
the  contents  of  the  canal  towards  their  receptacle,  the  rectum. 
But  observe :  if  the  electrodes  are  applied  near  each  other,  — 
say  on  some  portion  of  the  duodenum,  and  retained  there  for  a 
minute,  and  are  then  very  quickly  withdrawn  from  it,  —  the 
contraction  that  has  been  tlius  induced  at  that  place  contmues, 
and  increasing  for  a  little  time  after  the  electrodes  are  removed, 
then  moderately  disappearing.  The  stomach  is  more  quickly 
and  strongly  responsive  to  the  electric  stimulus  than  the  duode- 
num. This  latter  is  rather  more  so  than  the  small  intestines, 
and  they  are  more  so  tlian  the  colon  and  rectum.  But  the 
sphincter-ani  is  more  prompt  and  powerful  in  its  response  tlian 
any  portion  of  the  alimentary  canal,  while  the  cwcum  appears 
to  be  the  least  so.  The  ductus  choledochus  and  the  liver  contract 
notably  under  the  influence  of  the  electric  current.     If  the  elec- 
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trodes  are  applied  on  either  side  of  the  gall  bladder  of  a  muti- 
lated living  animal,  it  is  seen  to  contract  slowly  but  extremely, 
so  much  so  that  the  contraction  actually  divides  the  gall  bladder 
into  two  sacs  or  compartments,  that  are  complete,  while  the 
great  portion  of  the  bile  is  quickly  expelled  into  the  duodenum. 
But  whether  the  pancreas  and  spleen  contract  in  the  human 
organism,  under  this  influence,  is  not  so  clearly  determined ;  for 
while  the  earlier  observers  who  employed  constant  voltaic  cur- 
rents, as  Kolliker,  Gerlach,  and  Dittrich,  obtained  negative  evi- 
dence, Harless,  Claude  Bernard,  and  Wagner  testify  that  they 
have  seen  contractions  in  the  fibre-cells  of  these  organs. 

The  ureters^  the  urinary  bladder^  the  tUerus,  and  tunica  vagi- 
nalis,  the  vas  deferens,  and  the  epididymis,  contract,  some  pow- 
erfully and  others  less  so,  but  all  more  or  less  decidedly,  under 
the  electric  current ;  and  these  contractions  continue  for  a  little 
time  after  the  electrodes  are  removed.  Dr.  Weber  early  noticed 
at  least  partial  contractions  of  the  uterus  in  the  living  bitch,  and 
other  animals.  But  very  recently  we  learn  that  Dr.  Mackenzie, 
of  England,  read  a  paper  before  the  Royal  Medical  and  Chirur- 
gical  Society,  showing  his  experience  in  the  use  of  galvanism  as 
to  its  action  upon  the  contractile  structure  of  the  uterus,  and  its 
remedial  powers  in  obstetric  practice.*  He  first  instituted  some 
experiments  upon  the  gravid  uterus  in  the  lower  animals,  the 
organ  being  exposed  so  that  the  exact  influence  of  the  electric 
current  was  seen.  Thus  it  was  shown  that  the  electricity  .pro- 
duced a  peculiar  and  very  remarkable  influence  upon  the  fibres 
of  the  utenis,  and  this  was  most  notable  when  the  electro-mag- 
netic current  was  directed  in  a  longitudinal  direction  —  i.  e., 
through  the  uterus  from  the  upper  portion  of  the  spinal  cord, 
t]ie  current  running  downwards,  in  a  continuous  manner,  to  the 
lower  portions  of  the  abdomen,  or,  better  still,  to  the  cervix  uteri, 
or  to  the  vulva.  He  found  the  local  or  direct  application  of  both 
the  electrodes  to  the  uterus  less  effectual,  even  in  that  direction, 
and  less  still  if  applied  transversely  or  obliquely ;  for  in  these 
two  latter  conditions,  the  contractions  were  local  and  partial, 

•  Braithevaite's  Retrospect,  Part  XXXYII.,  p.  271. 
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being  confined  to  a  line  directly  between  the  placing  on  of  the 
two  poles.  He  found  that  suigle  shocks  produced  no  influence 
upon  it.  Guided  by  these  results,  Dr.  Mackenzie  has  employed 
electric  currents,  in  several  very  critical  cases  in  obstetric  prac- 
tice, with  remarkable  success. 

Effects  of  Electric  Currents  on  the  Heart  and  Blood  Vessels. 

If  we  examine  the  heart  of  an  animal  immediately  after  death, 
as  soon  as  the  heart  has  ceased  to  beat,  w^e  see  that  the  electro- 
magnetic current  brings  back  the  rhythmatic  contractions.  But 
the  phenomena  produced  by  applying  the  electric  stimulus 
directly  to  the  lieart  differ  according  to  the  part  of  the  heart  so 
touched.  The  contractions  are  uniformly  more  marked  in  the 
right  than  in  the  left  ventricle ;  for  after  death,  the  left  ventricle 
is  usually  found  firmly  contracted  upon  itself,  and  is  more  in- 
sensible to  the  stimulus.  But  the  right  ventricle  is  almost  always 
surcharged  with  blood,  and  this  contracts  very  beautifully  when 
touched  with  the  electrodes.  If  the  animal  is  killed  by  chloro- 
form, then  sometimes  the  left  ventricle  is  observed  to  be  still  con- 
tinuing to  pulsate  a  very  little,  -while  the  right  ventricle  is  entirely 
still,  and  largely  distended  with  black  blood.  It  is  found  that  if 
the  right  ventricle  be  electrized  in  these  cases,  its  contents  are 
expelled,  and  its  rhythmatic  pulsations  are  soon  restored  and 
established. 

We  said  that  different  phenomena  are  observed  from  touching 
different  points  of  the  heart.  K  we  are  reminded,  however,  that 
the  heart  is  animated  with  two  peculiar  sets  of  nerves,  we  at  once 
comprehend  the  wide  difference  in  the  effects.  The  heart's 
nerves  are,  first,  the  ganglionic^  and,  second,  the  vagi.  The  gan- 
glionic or  sympathetic  is  its  motors  and  the  vagi  is  its  regulator. 
If  the  former  is  electrized,  the  contractions  of  the  heart  are 
augmented;  if  the  latter  is  thus  acted  upon  strongly,  then  the 
pulsations  of  the  heart  stop.  Besides  the  above  facts,  first  ob- 
served by  Professor  Weber,  of  Leipsic,  there  are  very  many  other 
instructive  results  obtained  from  electrizing  the  vagi^  which  were, 
indeed,  mostly  discovered  by  M.  Claude  Bernard.    He  found, 
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by  applying  rather  strong  electro-magnetic  currents  to  the  two 
nerves  vagi,  on  either  side  of  the  neck,  that  not  only  does  the 
heart  lessen  its  action,  or  totally  cease  action,  but  that  respira- 
tion also  stopped,  and  that  the  eyeballs  were  greatly  protruded 
from  their  sockets.  From  this  he  inferred  that  there  is  at  the 
same  time  an  action  of  the  vagi^  both  upwards  and  downwards ; 
i.  e.,  to  the  central  organs,  and  to  the  viscera  of  the  thorax.  If 
the  vagi  be  cut  across  and  let  alone,  the  actions  of  the  heart 
rapidly  increase,  until  they  run  wild,  so  that  the  number  or  fre- 
quency of  the  pulsations  cannot  be  counted.  We  therefore 
know  that  the  vagi  is  the  regulator^  and  not  the  motor  of  the 
heart ;  and  further,  when  very  quick  pulsations  of  the  heart  are 
occurring,  we  know  that  the  vagi  is  paralyzed,  or  approaching  a 
state  of  paralysis ;  or  else  the  sympathetic  nerve  is  conveying 
from  the  nerve  centres  some  increased  abnormal  stimulus. 

Faradaizing  the  nerves  vagi^  actively ^  while  intact^  we  get  the 
cessation  of  the  heart's  action,  and  also  that  of  respiration  ;  and 
the  eyes  greatly  protrude.  But  if  we  cut  the  vagi  across,  as  can 
be  done  in  the  living  dog,  and  then  apply  the  electric  stimulus  to 
the  lower  cut  end  of  the  nerve,  it  does  not  stop  the  respiratory 
motions,  as  might  be  expected,  but  it  does  effectually  put  a  stop 
to  the  pulsations  of  the  heart  and  arteries ;  and,  moreover,  it 
usually  causes  vomiting.  But  if  the  upper  end  of  the  cut  nerve 
be  electrized  by  the  same  current  of  electricity,  no  effect  what- 
ever is  produced  upon  the  movements  of  the  heart,  nor  yet  is  the 
respiration  disturbed,  provided  the  current  is  a  moderate  one ; 
but  if  a  stronger  current  be  employed^  we  then  see  that  respira- 
tion is  suspended,  and  that  always  during  inspiration ;  that  the 
blood  in  the  carotid  arteries  becomes  black ;  that  tliere  is  a  pas- 
sive injection  of  a  dark  color,  of  the  membranes  of  the  mouth, 
throat,  nose,  and  eyes,  from  the  asphyxia ;  and  yet  the  carotid 
arteries  continue  to  pulsate.  If  this  is  not  carried  too  far,  and 
the  electrizing  is  discontinued,  the  respiration  is  gradually  re- 
stored, and  finally  their  force  and  frequency  become  greater  than 
before  the  electric  stimulus  was  first  applied.  M.  Bernard  also 
found  that,  under  these  circumstances,  the  blood,  the  cerebro- 
spinal fluid,  and  the  bile,  all  contained  sugar ;  that  the  secretion 
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f  uriue  is  suspended,  and  at  the  same  time  there  is  an  exceseivs 
flow  of  saliva.     It  is,  therefore,  fairly  concluded,  that  tlie  vagi  do 
not  form  the  motory  system  of  the  heart,  but  that  they  rather  regu- 
late the  rhythmatic  heart  actions,  which  themselves  are  caused 
only  by  the  sympathetic  fibres.    The  aorta,large  arteries  and  veins, 
and  the  smaller  blood  vessels  are  very  differently  affected  by  the 
electric  current,  and  that  in  pro|)ortioii  to  their  structure  and  theif  J 
attending  nerves.     Proljiibly  the  aorta  in  man  does  not  couti 
under  its  influence;  but  this  is  accounted  for,  wlien  we  recoUeotfl 
that  tlie  aorta  is  mostly  made  up  of  elastic  fibre  s,  while  there  aivm 
very  few  contractile  fibre-cells.     These  latter  are  supposed  to  b 
so  few,  and  so  deficient  in  power,  even  when  excited  by  ele 
tricity,  that  they  are  not  able  to  overcome  the  elastic  forces  vhid 
constantly  tend  to  retain  the  aorta  open.     This  is  true  of  i 
but  not  so  as  regards  the  aorta  of  the  horse,  ox,  or  sheep; 
here  we  find  the  aorta  contains  a  very  much  larger  proport 
of  the  contractUe  fibre-cells   than  is  found  in  the  aorta  of  maB;| 
But  in  the  human  organism  we  find,  again,  that  in  the  smallei 
blood  vessels,  and  particularly  in  the  smaller  arteries,  the  c 
tractile  fibre-cells  largely  predominate  in  their  structure ;  an^ 
this  accounts  for  their  strong  contractions  under  the  influence  of 
the^  electric  currant.     True  to  the  nature  of  their  contractile 
fibre-cells,  they  are  moderate  iu  beginning  to  contract,  and  that 
only  after  tlie  action  of  the  currant  for  some  appreciable  time; 
and  even  sometimes  after  the  electrodes  are  taken  away  are  tlieffi 
seen  to  continue  to  increa.se  their  contractions  to  tlicir  maximum,'! 
and  tlieu  as  deliberately  take  on  their  normal  state ;  which  is  so  u 
like  the  phenomena  of  electro-muscular  contraction,  on  the  oii<( 
hand,  and  yet,  on  the  other,  as  unlike  the  negative  action  i 
tissues  that  are  composed  simply  of  clastic  fibres. 

The  action  of  electricity  on  the  blood  is  mainly  chemical;  andm 
therefore  we  might  expect  that  Galimnic  currents  would  harttl 
more  effect  than  Faradaic,  or  than  frictional  electj-icity  ;  and  a 
it  is.  If  we  use  galvanic  electricity,  we  are  able  to  coagulatE! 
fresh  blood,  taken  either  from  an  artery,  vein,  or  capillary ;  an^V 
this  can  be  done,  moreover,  where  the  blood  is  flowing  in  tho  I 
vessels  of  the  living  body.     If  we  act  upon  arterial  blood  by  a  J 
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powerful  current,  a  very  firm  clot  is  formed,  which  adheres  to 
the  walls  of  the  artery,  and  so  stops  the  circulation.  This  can 
be  accomplished,  in  like  manner,  in  the  veins ^  but  in  less  degree. 
If  a  current  of  moderate  intensity  is  used,  the  clot  forms  in 
from  five  to  fifteen  minutes.  The  clot  forms  only  at  the  positive 
pok,  because  of  the  decomposition  of  the  salts  of  the  blood,  and 
the  liberation  of  acid  at  that  pole ;  while,  at  the  negative  pole^ 
the  action  and  decomposition  there  sets  free  an  alkali^  which 
renders  the  blood  even  more  fluid  than  natural.  "  If  the  posi- 
tive electrode  of  a  moderately  active  galvanic  battery  is  plunged 
into  the  artery  of  a  living  dog,  the  blood  soon  becomes  coagu- 
lated, and  that  without  pain,  inflammation,  or  gangrene  ;  but  if 
the  negative  electrode  is  thrust  into  the  artery,  there  is  no  coagu- 
lation, but  rather  the  blood  is  rendered  more  fluid\  with  pain, 
inflammation,  and  sometimes  speedy  gangrene.  Hence,  when- 
ever we  wish  to  coagulate  the  blood  in  the  vessels,  as  for  vari- 
cose veins,  or  in  an  aneurismal  sac,  we  must  employ  the  positive 
pole  in  the  sac  or  vessel,  while  the  negative  is  simply  a  large 
moist  surface  contact,  and  so  directed  to  the  border  of  the  sac, 
or  vessel,  that  the  current  shall  pass  directly  and  steadily 
through  it.^^ 

When  galvanism  is  applied  to  blood  vessels,  they  are  found  to 
contract  pretty  generally  ;  but  this  appears  to  be  much  in  pro- 
portion to  the  number  of  fibre-cells  they  respectively  contain. 
Thus  the  aorta  in  man  scarcely  contracts  under  this  influence, 
because  it  is  mostly  made  up  of  elastic  fibres,  and  with  but  very 
few  contractile  fibre-cells.  But  these  fibre-cells  are  found  far 
more  uniform  and  abundant  in  the  smaller  arteries,  and  conse- 
quently they  are  seen  to  contract  energetically,  when  thus  influ- 
enced. They  have  a  peculiarity  of  contraction,  and  that  is,  as 
repeatedly  observed,  only  after  the  current  has  been  acting  for  a 
little  time  J  and  which  effect  also  continues  for  a  little  time  after 
the  current  is  discontinued. 

Professor  Claude  Bernard  assumes  that  the  capillaries  possess 
two  properties, — the  one  for  contraction,  the  other  for  dilatation, 
—  and  that  either  of  these  are  brought  into  their  physiological 
action  under  the  influence  of  a  peculiar  set  of  nei*ves. 
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From  most  reliable  researches,  then,  it  is  fairly  demoustrated, 
that  the  circulation  of  the  blood  through  the  smaller  vessels  and 
capillaries  can  be  controlled  by  moderate  electric  currents  ariifi' 
cially  applied;  and  hence  the  very  natural  inference,  tliat  the 
ordinary  native  or  animal  electric  currents,  which  always  exist 
in  the  living  and  healthy  human  body,  are  as  constantly  influ- 
encing the  circulation  of  the  blood.  By  such  means  the  blood 
circulation  may  be  deranged;  so  also  may  the  various  secretions 
from  the  blood  be  influenced.  The  diseases,  alterations,  or  de- 
viations of  the  blood  are  arranged  by  Dr.  Simon  in  four 
classes,  \\z. :  — 

The  first  is  where  the  fat  and  fibrine  are  increased,  while 
the  corpuscules  are  diminished;  as  observed,  for  instance,  in 
acute  and  severe  inflammations  of  serous  tissues,  and  as  in 
acute  rheumatism. 

In  the  second  class  the  corpuscules  are  increased,  while  the 
fibrine  is  diminished,  as  in  typhus,  small  pox,  and  cerebral 
hemorrhage. 

The  third  class  comprises  those  cases  or  conditions  in  which 
both  the  fibrine  and  corpuscules  are  below  par,  and  decidedly 
deficient,  while  the  water  of  the  blood  is  increased  ;  as  observed, 
for  instance,  in  anemia,  carcinoma,  scrofula,  chlorosis,  and  the 
true  cholera. 

The  fourth  class  embraces  those  in  which  new  matters  are 
contained  in  the  blood ;  as,  for  instance,  in  Bright's  disease  of 
the  kidneys,  and  in  all  cases  of  chronic  rheumatism,  or  wher- 
ever bile,  or  urea,  or  any  other  substance  poisons  the  blood. 
Occasionally  fat,  and  under  certain  circumstances  a  great 
variety  of  minute  particles  of  other  matters,  may  be  observed  in 
the  human  blood,  by  the  aid  of  a  good  microscope.  Therefore 
we  know  that  the  blood  may  be  actually  altered  in  material 
and  quality,  and  therefore  may  sensibly  change  the  working  of 
a  part,  or  of  the  whole  of  the  electro-nervous  batteries  of  that 
individual  organism.  And  conditions  which  are  so  manifestly 
electro-nervo-pathological,  as  well  as  humoral,  are  known  to  be, 
in  part  at  least,  corrected  by  means  of  iron,  quinine,  phos- 
phorus, and  sulphur ;  or  by  farinaceous  or  animal  food,  exer- 
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cise,  sunlight,  and  air ;  while  very  many  others  are  not  quite 
reached  by  any  or  all  these  rational,  but,  for  the  given  case,  in- 
sufficient means,  until  reenforced  by  the  cooperating,  and  vitaliz- 
ing in-workings  of  correctly  employed  currents  of  electricity. 
Moreover,  in  studying  the  minute  relations  of  acute  and  chronic 
nervous  diseases  and  derangements,  we  find  presented  to  our 
notice  several  points  of  departure :  — 

First,  we  may  find  the  general  muscular  and  nervous  electric 
circuit,  also  called  "  animal  electricity,"  acting  fiercely,  irregu- 
larly, or  perhaps  very  languidly ;  and  either  of  these,  from  the 
peculiar  condition  of  the  bloody  which  in  the  one  case  renders  it 
a  too  exciting  Jluidj  for  the  health  of  tliat  living  galvanic-like 
organism;  or,  in  another  case,  it  is  too  feeble,  or  too  much 
poisoned,  perhaps,  to  act  with  any  degree  of  efficiency ;  or  we 
may  have  actual  disease  of  the  cord,  and  brain,  and  ganglia 
parenchyma ;  or  of  the  peripheral  parenchyma,  and  its  media, 
(nerves,)  wliich  serve  as  conductors  or  telegraphs  to  connect  the 
outer  stations  of  minute  vitalized  voltaic  batteries  with  the 
great  cervical  ganglia  and  brain.  Besides,  we  must  bear  in 
mind  the  natural  nervo-electric  relations  of  nutrition,  growth, 
and  repair,  as  well  as  the  abnormal  products,  or  deposits,  occa- 
sionally produced  simultaneously  with  the  deviations  from  the 
usual  standard  of  actions  as  observed  in  health. 

The  essential  character  of  infianimation  is  as  little  understood 
as  fevers ;  and  these  two  great  classes  of  diseases  are  essentially 
different.  The  former  is  an  abnormal  action,  tending  to  the 
formation  of  pus.  Now  pus  is  an  organic  cell ;  which,  how- 
ever, is  very  different  from  the  ordinary  ultimate  cells,  of  which 
the  various  parts  of  the  organism  is  constructed.  When  in- 
flammation occurs,  we  have  some  greater  or  less  deviation  of 
the  ordinary  sensations,  increase  of  temperature,  and  great  vas- 
cularity. In  fever,  we  have  that  sort  of  almost  total  absence  of 
motion,  which  is  termed  "  prostration."  But  this  is  not  in  any 
sense  paralysis.  The  feelings  are,  for  the  time,  unbalanced, 
perverted,  and  morbid.  Certainly,  all  this  goes  to  show  the  ex- 
tensive implications  of  the  electro-nervous  system  and  apparatus 
in  these  universal  diseases.    In  actually  developed  phthisis,  and 
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scrofula,  we  see  the  greatest  deviation  of  normal  cell-life,  while 
there  is  but  very  little  nervous  phenomena.  In  these  maladies 
we  find  extensive  organic  disease,  yet  little  pain,  little  impair- 
ment of  motion  or  of  sensation,  when  compared  with  the  same 
amount  of  change  in  the  electro-nervous  affections,  as,  for  in- 
stance, rheumatism.  Cancer,  like  scrofula  and  inflammation, 
consists  of  abnormal  organic  cell ;  which,  however,  differs  from 
both  tubercle  and  pus  in  its  physical  character.  Syphilis  is 
also  a  malady  of  abnormal  organic  cell ;  the  virus  of  which 
influences  the  entire  cell-life  of  all  that  individual  organism. 
Now,  all  these  and  other  organic  diseases  appear  to  me,  to  pro- 
scribe  any  sort  of  use  of,  or  hope  fi'om  the  use  of  any  form  of 
electricity  employed  as  a  therapeutic  agent. 

Professor  Bennet,  of  Edinburgh,  says,  "  Every  known  fact 
convinces  me,  —  and  the  i)rogrcss  of  science  only  adds  strength  to 
my  convictions, —  that  we  must  ascribe  the  ultimate  cavseoi  in- 
flammation to  a  degenerate  state,  arising /row  a  deranffcment  of 
those  forces  which  regulate  the  nutritive  powers  of  the  living 
economy,"  and  that  the  only  correct  definition  of  inflammation 
itself  is,  "  an  exudation  of  the  normal  liquor  sanguinis.^^  It  is 
in  vain  that  physiologists  seek  in  the  alterations  of  the  vessels 
on  the  one  hand,  or  in  the  morbid  changes  in  the  blood  on  the 
other,  for  the  primary  cause  of  this  important  condition. 
Facts  prove  that  both  are  more  or  less  alVected;  and  they  also 
show  that  neither  the  one  change  nor  the  other,  nor  yet  the  two 
combined,  constitute  inflammation.  The  vital  nfrro-electric 
properties  of  the  tissues  (understanding  by  these  the  little 
known  and  less  defined  conditions  necessary  for  carrying  on  the 
nutritive  jn'occss)  arc  in  all  such  cases  deranged;  and  such 
alteration  is  the  very  cause  of  the  changes  which  have  been 
referred  to,  and  not  the  effect. 

The  increased  heat  manifested  after  certain  manipulations 
with  electric  currents  on  the  living  skin  and  flesh  is  not  simply 
due  to  a  greater  aHlux  of  l)lood  to  the  vessels  of  the  part  so 
treated  ;  for  it  is  proved,  that  tliese  are  not  expanded  by  electro- 
magnetic  currents,  certainly,  if  applied  directly  over  the  mus- 
cles, but  are  then  rather  constricted  for  the  time,  and  therefore 
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contain  less  blood  than  normal,  and  yet  there  is  more  heat. 
Hence,  if  the  heat  does  not  arise  from  an  action  on  the  skin,  nor 
yet  from  the  influx  of  blood  and  fluids,  it  must  be  duo  to  an 
augmentation  of  those  nervo-electro-chemical  changes  which  we 
call  vital  chemistry y  and  which  are  continually  going  on  in  all 
the  tissues  of  the  living  organism,  but  more  particularly  in  the 
muscles yfmii  which  action  constitutes  their  very  existence,  growth, 
and  life,  their  wear  and  repair,  or  exhaustion  and  nutrition,  much 
as  if  an  engine  were  so  arranged  and  endowed  as  to  draw  its 
own  water  and  coal,  clear  its  soot  and  ashes,  oil  its  own  axles, 
and  do  its  own  forging. 

It  is,  then,  well  ascertained  that  the  heat  developed  in  living 
tissues  after  treatments  by  electro-muscular  contractions,  as  more 
frequently  noticed  in  the  paralytic  and  atrophied,  is  an  increased 
vital  and  catalytical  action  among  the  tissues  and  liquids,  rather 
than  a  chemical  action  on  the  surface  of  the  skin.  This  propo- 
sition is  also  fully  confirmed  by  various  pathological  experience. 

Two  results  are  determined  from  the  effects  of  electric  cur- 
rents on  enfeebled,  relaxed,  or  paralyzed  muscles ;  and  the  first 
is,  an  increase  of  heatj  and  the  second,  an  increase  in  size^  of 
the  parts  so  acted  upon.  Tlio  solid  structure  of  muscle  fibres 
imbibes  a  fluid  from  the  blood,  which  is  discovered  to  be,  at  times, 
variable  in  composition.  If  this  muscular  fluid  is  taken  from  a 
muscle  that  has  been  long  at  rest,  it  will  be  found  to  give  a  neun 
tral  reaction  ;  but  after  labor  or  active  electric  excitation  of  the 
muscle,  the  fluid  will  then  give  an  acid  reaction,  in  consequence 
of  an  increased  absorption  of  oxygen,  and  consequent  oxidation 
and  formation  of  carbonic  acid.  Tliis  can  be  proved  by  actual 
experiment,  if  we  measure  the  quantity  of  oxygen  absorbed,  and 
carbonic  acid  exhaled,  by  the  muscular  substance  of  the  frog's 
thighs  which  have  been  skinned  and  suspended  in  closed  glass 
vessels  filled  with  air  or  oxygen ;  for  we  find  that  if  the  muscles 
in  some  of  the  vessels  are  electrized,  and  the  others  not,  the 
quantity  of  the  gases  absorbed  and  exhaled  by  the  electrized 
muscles  is  found  to  be  more  than  double  that  absorbed  and  ex- 
haled during  the  same  time  by  the  quiescent  muscles  in  the 
other  vessels.    From  many  fair  trials,  we  know,  at  least,  that 
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this  difference  occurs  in  the  living  muscles  of  man,  and  that  b 
the  augmentation  of  chemical  changes,  tlie  heat  of  tlie  part  i 
sensibly  increased.  More  blood  is  attracted  to  the  capillary  v 
scls,  paiticularly  those  of  the  muscular  substance  whereby  the 
bulk  of  the  muscles  is  expanded  and  actually  increased.  Tlie 
very  fact  tliat  there  is  more  Idood  attracted  to  these  tissues  pro- 
duces, under  this  more  lively  induced  action,  an  increased 
nutrition. 

The  human  brai%,  we  know,  is  composed  of  gray  and  white  matter,  in  dis- 
tinct layers,  yet  folded  up  in  a  wondrously  compact  manner,  like  a  Tetf  1 
economical  voltaic  buttery.  If  the  bruin  were  unfolded  and  apiead  out,  it_  1 
would  be  Been  to  have  the  layer  of  grai/  sid/slaiice  placed  first  over  it»  auHkee,  M 
while  the  v^hite  is  inside,  and  this  latter  showing  numerous  glistening  fibres,  oi  > 
conduclors,  converging  towards  a  centre.  In  the  componiiion  of  the  bniii« 
we  know  there  h  a  large  amount  of  phosphorus,  combined  with  a  profodnn 
of  arterial  blood  and  oiiy  matter ;  and  is  capable  of  a  peculiar  excitalioB) 
somewhat  analogous  to  galvanic  electricity.  From  analogy,  says  Dr.  OlUJlly, 
of  New  York,  it  would  appe«r,  in  fuct,  that  the  arrangement  of  voltaic  or  gil- 
vaaic  pairs,  in  a  battery  for  yielding  large  quantities  of  electricity,  was  founded 
on  the  very  mme  principles  that  here  exist ;  and  this  appears  to  be  borne  out 
to  a  certain  extent  by  facts.  Wh^n  a  man  long  overworks  his  brain,  phos- 
phorus is  found  in  the  urine,  while  the  nervous  energy  and  endurance  are 
diminished.  A  tranquil  sleep  or  a  longer  rest  is  required  to  allow  the  process 
of  recuperation,  and  the  aid  of  electricity  helps  the  repairing  process.  It  it  a 
further  remarkable  fuct  that  whereas  the  griii/  substance  is  pkccd  on  tlie 
txtemal  aurfnce  of  the  convolutions  of  the  brain,  in  the  spinal  marrow  it 
is  located  iatermUly.  Equally  worthy  of  notice  is  it,  that  the  current  of  Ae 
imToattrial  agent  in  the  brain  is  J'rom  the  surface  towards  the  centre  end 
base,  whilst  in  the  spinal  cord,  mark,  it  is  from  within  lo  the  surface.  In  both 
cases,  however,  the  arrangement  is  i  n  accordance  with  the  origiji  of  the  roots  of 
the  nerves,  as  they  are  found  situated  in  the  brain  and  in  the  spinal  cord.  The 
conclusion,  from  these  premises,  says  the  doctor,  would  be  evidence  that  tllB 
pliosphorus  acts  on  the  gray  substance,  so  as  to  produce  the  immaterial  cur- 
rent or  nerve  agent,  in  a  similar  way  as  the  oxygen  unites  with  the  tissues  and 
the  minute  and  pervading  organic  nerves,  in  the  maintenance  of  heat,  and  that 
immaterial  agent  termed  life.  In  fact  we  know  that  "  animal  electricity  "  and 
"nerve  force,"  though  not  precisely  identical,  are  most  intricately  connected. 
We  know  that  by  dectric  acdialion  tee  can  produce  an  inrrease  of  lnUk  and 
htat  in  the  lieing  tiitua,  or  a  return  ofthtse  tohert  deficient.  A  ttrong  direct  * 
primary  earraU,  oecafionally  quickly  rervrned,  tkrough  contigiioui  electroda, 
is  the  best  for  this  end ;  it  can  also  be  accomplished  by  secondary  currents. 

Giddiness  is  usually  caused  by  a  deficient  supply  of  blood  to 
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the  head.  Exhaustion  of  nervous  energy  will  likewise  produce 
it.  Cold  will  produce  it.  So  will  suddenly  changed  currents  of 
galvanism.  This,  then,  it  is  highly  probable,  is  an  electro-physi- 
ological phenomenon.  Insensibility  arises  from  the  same  causes 
that  produce  giddiness,  but  it  requires  a  greater  degree.  In 
giddiness,  the  nerve  batteries  of  the  brain  appear  to  be  disturbed 
or  unbalanced ;  but  where  there  is  insensibility  they  seem  almost 
suspended  to  the  last  degree.  The  blood  to  the  brain  is  defi- 
cient or  deteriorated,  and  unfit  for  the  purpose,  so  that  the  sen- 
sorium  nerve-battery  cannot  act.  No  impression  can  be  received 
or  responded  to,  when  the  blood  is  vitiated  to  a  certain  degree^ 
as  by  carbonic  acid,  chloroform,  narcotics,  or  poisons.  It  is, 
perhaps,  scarcely  necessary  to  say  that  this  may  occur  from  an 
organic  lesion  somewhere  between  the  centre  and  periphery. 
Now,  if  these  occur  with  a  state  of  atony,  the  iron  preparations, 
with  nutritious  food,  are  the  best  means  for  restoring  the  usual 
constituents  of  the  blood.  If  in  the  strumous  patient,  cod-liver 
oil  will  the  better  reestablish  the  peripheric  portion  of  the  elec- 
tro-nervous arrangement.  In  all  cases,  a  judicious  employment 
of  electricity^  in  connection  with  these  other  rational  means,  can 
be  a  powerful  auxiliary. 

Effects  of  Electric  Currents  on  the  Muscles  respectively. 

K  we  electrize  the  muscles  of  the  face  of  a  person  just  dead, 
and  while  the  muscles  have  retained  their  natural  excitability, 
w©  can  truly  study  the  mechanism  of  physiognomical  expres- 
sions, because  we  can  thus  excite  each  muscle,  and  cause  it  to 
contract  much  the  same  as  when  they  are  put  under  the  action 
of  thoughts,  passions,  habits,  or  prevalence  of  character.  Tlie 
muscles  are  inclined  to  retain,  during  their  repose,  some  degree 
of  the  predominance  of  tonic  force  exercised  most  repeatedly 
and  constantly  upon  them,  and  this  etches  or  carves  in  every 
human  face  its  own  peculiar  expression  and  character,  which  we 
term  physiognomy.  Dr.  Duchenne  has  made  this  subject  his 
very  special  study,  and  from  liim  we  obtain  many  highly  inter- 
esting facts. 
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When  the  muscle  frontalis  is  slightly  contracted,  the  face 
cheers  up ;  then,  when  more  contracted,  its  expression  is  changed 
to  surprise,  and  then  even  to  doubt ;  if  in  the  highest  degree  of 
contraction,  and  assisted  by  other  muscles,  it  produces  the 
agreeable  surprise,  and  so  on  to  terror.  This  muscle  wrinkles 
the  forehead ;  therefore,  when  it  is  paralyzed,  the  wrinkles  can- 
not be  produced.  The  paramidalis  nasij  which  is  but  a  nasal 
elongation  of  the  frontalis,  acts,  however,  as  the  antagonistic  of 
the  frontalis,  and  when  contracted,  therefore,  gives  the  expres- 
sion of  sadness;  when  more  contracted,  a  threatening  aspect. 

When  the  orbicularis  palpebrarum  and  corrugator  supercilii 
are  both  contracted,  there  is  produced  the  expression  of  reflec- 
tion and  perplexity ;  and  when  aided  by  the  pyramidalis,  there 
is  the  expression  of  malice.  We  see  that  the  platysma  myoides 
gives  the  expression  of  pain ;  and  when  united  with  the  frontal 
muscle,  it  expresses  terror ;  if  with  the  pyramidalis,  then  there 
is  rage. 

The  electro-contraction  of  the  triangularis  nasi  gives  the  vo- 
luptuous expression ;  while  that  of  the  zygomaticus  major  always 
yields  those  expressions  of  mirth  from  the  slightest  twinkle  of  a 
rogif  ish  smile  to  the  most  extravagant  laugh ;  and  if  this  is  united 
with  the  frontalis,  there  is  then  a  modification  to  the  agreeable 
surprise ;  but  if  with  the  platysma  myoides,^  there  is  the  re- 
strained, "  can't-help-it "  or  threatening  laughter.  The  contrac- 
tion of  the  zygomaticus  minor ^  on  the  contrary,  gives  the  mel- 
ancholy air  to  the  countenance ;  and  the  levator  aUique  nasij  with 
the  labii  superioris^  are  the  crying  muscles,  that  in  children  pro- 
duce such  an  ugly  grimace.  The  levator  menti  is  the  only 
muscle  in  action  when  one  mutters  or  repeats  in  audible  prayers, 
as  is  done  in  Roman  Catholic  churches.  It  is  by  the  contraction 
of  the  external  fibres  of  the  orbicularis  oris  that  the  lips  are 
protruded,  as  for  pouting,  kissing,  and  whistling ;  while  the  in- 
ternal fibres  press  the  lips  against  the  teeth.  Then  the  contrac- 
tion of  the  triangularis  oris  gives  the  deeper  expressions  of 
sadness.  In  children  it  is  seen  in  play  as  the  precursor  of  tears ; 
but  in  its  maximum  of  action  there  is  presented  the  striking 
expression  of  disgust. 
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The  trapezius  arises  from  the  inner  third  of  the  occiput,  and 
is  attached  to  the  last  cervical  and  whole  of  the  dorsal  ver- 
tebrae,  also  to  the  scapula,  with  clavicular  attachment  from  occi- 
put to  clavicle.  It  exercises  action  upon  the  shoulder  in  three 
directions ;  for  its  clavicular  and  occipital  fibres  draw  the  shoul- 
der upward ;  its  upper  dorsal,  cervical,  and  scapular  fibres  draw  it 
backward,  i.  e.,  to  the  spine ;  its  dorsal  fibres  draw  it  a  little  down- 
ward. If,  then,  the  inferior  portion  of  the  trapezius  be  Fara- 
daized,  the  base  of  the  scapula  is  drawn  backward,  and  its  inferior 
angle  downward.  If  the  middle  portion  be  thus  excited,  the 
scapula  is  elevated,  and  its  inferior  angle  is  drawn  farther  from 
the  spine.  If  the  clavicular  portion  of  tliis  muscle  be  Farada- 
izcd,  then  the  head  is  drawn  towards  the  side  acted  upon  by  the 
current,  and  besides,  it  is  drawn  slightly  backward,  so  that  the 
chin  is  turned  a  little  towards  the  opposite  side,  and  the  clavicle 
is  also  elevated  by  it.  The  clavicular  portion  of  the  trapezius 
is  exceedingly  responsive  by  electric  contractions,  because  it  is 
animated  by  a  double  set  of  nerve  fibrils,  and  that  is,  both  from 
the  spinal  accessory  and  from  the  cervical  plexus.  Therefore 
unusual  care  is  required  to  proceed  here  with  the  currents  in 
moderation  and  gentleness  at  first.  If  we  apply  the  electric 
stimulus  to  the  clavicular  portions  of  both  trapezius  muscles, 
i.  e.,  by  directing  one  electrode  to  each  at  the  same  time,  —  the 
head  is  drawn  directly  backward. 

The  latissimus  dor  si  arises  from  the  spinous  processes  of  the 
lower  dorsal  and  of  all  the  lumbar  vertebrae,  also  from  the  sa- 
crum, ilium,  and  four  lower  ribs,  and  is  inserted  into  the  bicipital 
gi'ooves  of  the  humerus.  Hence  the  action  of  this  great  muscle 
tends  to  draw  the  shoulder  back  upon  the  spine,  or  the  spine 
laterally  towards  the  shoulder.  It  passes  over  the  inferior  angle 
of  the  scapula,  and  by  pressing  uj)on  it,  steadies  it.  If  it  is 
Faradaizcd,  it  draws  the  arm  downward  and  backward;  the 
scapula  is  at  the  same  time  approximated  to  the  spine,  but  not 
elevated.  The  trapezius  and  the  latissimus  dorsi  form  the  first 
and  outer  layer  of  the  muscles  of  the  back. 

When  the  deltoid  muscle  is  electrized,  it  abducts  the  humerus, 
but  does  not  elevate  it  even  in  that  direction  above  the  horizontal 
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line,  which  will  be  verified  by  experience  in  this  department  of 
practice.  It  will  be  noticed  that  if  only  the  anterior  fibres  of 
this  muscle  are  touched  by  the  current,  the  arm  is  started  for- 
ward and  inward,  and  carried  to  an  elevated  posture.  But  if 
directed  only  to  the  posterior  fibres,  then  the  humerus  is  started 
backward,  and  if  the  current  be  pretty  strong,  the  hand  will  also 
be  carried  back,  and  even  raised,  and  retained  high  up  the  back. 
When  aided  by  the  serralus  magnus^  the  deltoid  not  only  lifts, 
but  sustains,  the  arm  elevated ;  and  when  aided  also  by  the  joint 
action  of  the  middle  portion  of  the  trapezius,  it,  —  or  rather  tliey, 
—  elevate  the  arm  to  tlie  head,  and  to  all  postures  above  the  hori- 
zontal line  of  the  shoulder.  The  deltoid  is  exceedingly  prone  to 
pains  and  palsy,  and  occasionally  suffers  from  atrophy. 

The  rhomboideus  major  arises  from  the  spinous  processes  of 
the  four  upper  dorsal  vertebrae,  and  is  inserted  into  the  posterior 
border  of  the  scapula.  Its  action  is  to  draw  the  scapula  hori- 
zontally back  upon  the  spine,  and  the  spine  laterally  to  the 
scapula.  The  rhomboid  minor  arises  from  the  last  cervical  ver- 
tebra, and  is  inserted  into  the  edge  of  the  triangular  surface  of 
the  posterior  border  of  the  scapula.  The  action  of  this  muscle 
is  to  draw  the  scapula  obliquely  upward,  —  i.  e.,  towards  its  cer- 
vical origin ;  and  these  two  muscles  especially  influence  the 
dorsal  "  curvature  "  of  the  spine.  But  there  is  the  let^alor  an- 
gidi  scapulae  also,  that  goes  to  make  up  the  second  layer  of  mus- 
cles on  the  shoulders  and  back,  which  arises  from  the  transverse 
processes  of  the  four  upper  cervical,  and  is  inserted  into  the 
upper  angle  and  posterior  border  of  the  scapula.  The  action  of 
this  muscle  is  to  draw  the  scapula  upward  towards  this  cervical 
region,  and  the  spinal  column  of  that  region  downward  towards 
the  scapula.  If,  then,  the  rhomboid  be  electrized,  as  where  the 
trapezius  is  destroyed  by  palsy  or  atrophy,  the  scapula  is  raised 
and  also  rotated  on  its  axis,  so  that  the  inferior  angle  is  nearly 
in  the  same  line  with  tlie  external  angle ;  and  by  the  tonic  con- 
tractility of  tliis  muscle,  it  fixes  the  base  of  the  scapula  firmly 
against  the  walls  of  the  thorax.  If  the  rhomboid  is  also  atro- 
phied or  palsied,  then  the  base  of  the  scapula  projects  from  the 
thorax,  and  becomes  very  prominent  under  the  skin,  so  that  a 
remarkable  cavity  is  formed  between  it  and  the  spine. 
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The  serralus  magTius  is  mainly  an  inspiratory  muscle,  bo- 
cause  it  acts  in  concert  with  other  muscles,  to  elevate  the  ribs  ; 
from  Tvhich,  indeed,  it  arises.  It  also  contributes  to  lift  the 
humerus.  But  the  serralus  posticus  inferior  is  attached  to  the 
spinous  process  of  the  two  lower  dorsal,  and  the  two  upper  lumbar 
vertebras,  and  is  then  inserted  into  the  angles  of  the  four  lower 
ribs.  The  action  of  all  these  muscle  fibres  is  for  depressing  the 
ribs,  and  concurs  in  expiration,  and  at  the  same  time  slightly 
aiding  a  slight  rotation  of  the  ribs  upon  the  vcrtcbrte.  The 
gerratvs  poslicvs  superior  urisfis  from  the  upper  dorsal  and  one 
lower  cervical  vertebra,  and  is  then  inserted  into  the  margin  of 
the  second,  third,  fourth,  and  fifth  ribs.  Its  action  is  directly 
antagonistic  to  the  serratus  inferior,  for  it  tends  to  raise  the 
ribs  upon  the  spine,  and  so  elevate  the  chest  as  to  concur  in 
inspiration.  If  it  is  permanently  contracted,  it  would  produce 
dorso-luvtbar  curvature  of  tlie  spine  towards  that  side ;  if  paror 
lyzed,  the  curvature  would  be  towards  the  other  side.  The  ser- 
ralus magiius,  Ijeing  a  broad,  flat  muscle,  arising  from  the  first 
eight  or  nine  ribs  by  digitations,  and  inserted  into  the  spinal 
border  of  the  scapula,  when  normal,  sustains  the  scapula  for- 
ward, and  contribiites  to  keep  up  its  external  angle  against  the 
weight  of  the  upper  arm,  which  is  so  continually  tending  to 
depress  the  external  angle  of  tlie  scapula.  We  see,  then,  that 
the  trapezius  and  the  serralus  are  both  opposed  to  this  dopres- 
siou.  But  if  the  trapezius  is  paralyzed,  or  atrophied,  or  but 
fatigued  and  relaxed,  then  the  external  angle  of  tlio  scapula  is 
allowed  to  fall,  more  or  less,  while  its  inferior  angle  rotates 
upward  and  backward,  so  as  to  approach  or  override  the 
spinous  processes.  And  if  the  sorratus  magnus  be  also  involved, 
as  in  a  wasting  palsy,  then  tho  external  angle  becomes  even 
more  depressed,  while  the  inferior  angle  rises  quito  to  the  level 
of  the  external  angle,  and  projects  or  hangs  off  hideously  from 
the  ribs. 

The  splenius  colli  and  splenivs  capitis  are  two  muscles  that 
liavo  a  common  origin  at  tho  six  upper  dorsal  and  last  cervical 
spinous  processes ;  then,  again  dividing,  the  latter  goes  to  be  in- 
serted in  the  mastoid  process  of  the  temporal  bone.    They  act 
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conjointly  with  their  fellows,  the  antagonizers  on  the  opposite 
side,  in  staying  the  head  erect ;  and  they  also  rotate  the  head. 
These  muscles  are  liable  to  paralysis  on  one  side,  and  perhaps 
simultaneous  contraction  on  the  other.  The  electric  excitement 
can  well  develop  their  physiological  action. 

The  sacrO'lumbalis  takes  its  origin  from  the  sacrum,  ilium, 
and  lumbar  vertebrae,  and  is  inserted  into  the  angles  of  the  six 
lower  ribs.  We  must  be  aware,  that  its  action  is  to  keep  the 
lumbar  vertebrae  erect.  If  its  fellow  on  the  opposite  side  is 
weakened,  relaxed,  or  paralyzed,  it  will  contract,  or  vice  versa^ 
and  thus  constitute  a  '^  persistent  lumbar  curvature.^^ 

The  longissivius  dorsi  also  arises  from  the  sacrum  and  lumbar 
vertebrae,  and  is  radiated  so  as  to  be  inserted  into  the  angles  of 
eleven  ribs,  and  the  transverse  processes  of  all  the  dorsal  and 
lumbar  vertebrae.  Tliis  muscle,  too,  is  to  be  reached  by  the 
electric  stimulus.  If  it  is  unbalanced  with  its  antagonizer,  it 
contributes  to  a  "  lumbar  curvature  "  of  the  spine.  Therefore 
we  can  say,  not  empirically,  but  rationally,  that  "  spinal  curva- 
tures" from  these  causes,  or  complicated  with  these  muscle 
deviations,  can  be  cured  by  electric  currents,  or,  at  leasts  aided 
in  their  cure. 

The  electro-muscular  contraction  test^  thus  aids  us  in  deter- 
mining the  exact  physiological  action  of  all  the  muscles  of  the 
back,  (which  are  lial)lc  to  be  not  only  neuralgic  or  rheumatic, 
but  also  enfeebled,  relaxed,  palsied,  and  even  atrophied.,  and 
hence,  also,  involved  in  many  spinal  curvatures,  and  other  affec- 
tions,) but  perhaps  not  so  familiar  to  the  profession  generally. 
They  can  be  summed  up  thus :  — 

1.  In  the  cervical  reg-ion  we  find  that  the  grand  normal  action 
of  the  trapezius  is  to  draw  the  cervical  spine  towards  the  shoul- 
der, and  the  shoulder  towards  the  cervical  portion  of  the  spine. 
The  levator  angvli  scapulce  lifts  the  scapula  towards  the  head, 
and  draws  the  head  over  laterally  towards  the  back  shoulder. 
The  rhomboideus  viinor  draws  the  scapula  upward  and  back- 
ward to  the  spine,  and  the  spine  towards  the  scapula.  Tlie 
splenius  capitis  draws  the  head  over  obliquely,  i.  e.,  laterally  and 
posteriorly.    The  splenius  colli  draws  the  cervical  vertebrae  off 
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laterally.  The  sacro-lumbalis  aids  to  raise  the  ribs  upon 
the  cervical  vertebrae,  and  also  draws  the  cervical  vertebra 
obliquely  downwards.  The  serratus  posticus  superior  lifts  the 
ribs  upward  upon  the  spine,  and  draws  the  ribs  iBlrnily  against 
the  spine.  The  cervicis  transversalis  and  the  complexus  help  in 
sustaining  the  head  and  neck  erect.  The  tracelo-mastoideus 
draws  the  head  sidewise,  and  draws  the  cervical  spine  towards 
the  side  of  the  head.  The  semi-spinalis  colli  aids  in  a  powerful 
perpendicular  traction  against  the  cervical  vertebrae. 

2.  In  the  dorsal  region  we  find  that  the  trapezius  draws  the 
scapula  almost  horizontally  towards  the  spine,  and  the  spine 
towards  the  scapula.  The  latissimus  dorsi  draws  the  shoulder 
towards  the  dorsal  vertebrae,  likewise  that  portion  of  the  spine 
towards  the  shoulder.  The  rhomboideus  major  here  draws  the 
scapula  horizontally  towards  the  vertebrae,  and  the  spine  to  the 
scapula.  The  serratus  posticus  superior  simply  lifts  the  ribs  upon 
the  spine,  and  the  serratus  posticus  inferior  depresses  the  ribs. 
The  long-issimus  dorsi  creates  an  oblique  action  in  the  whole 
dorsal  portion  of  the  spine,  which  is  lateral  and  posterior. 
The  spinalis  dorsi  holds  the  spine  perpendicularly  erect  pos- 
teriorly. The  tracelo-mastoidcvs  draws  the  cervical  vertebrae 
obliquely.  The  complexus  draws  the  head  backward,  sets  it 
firmly,  and  holds  it  erect.  The  splenius  capitis  draws  the  head 
towards  the  dorsal  spine,  and  the  dorsal  towards  the  head. 

3.  In  the  lumbar  region^  wo  observe  that  the  latissimus  dorsi 
draws  the  shoulder  down  towards  the  lumbar  region,  and  that 
portion  of  the  spine  to  the  shoulder.  The  serratus  posticus 
inferior  simply  draws  down  tlie  ribs.  The  sacro-lumbalis  exerts 
a  powerful  oblique  action  in  the  whole  of  the  lumbar,  and  in  a 
part  of  the  dorsal  region.  The  longissimus  dorsi  exercises  an 
oblique  influence  along  the  wliole  of  the  lumbar  vertebrae. 

4.  In  the  scaptdar  region^  it  is  noticed  that  the  trapezius 
draws  the  scapula  upward  and  backward ;  that  the  levator  an- 
gnli  scapulae  lifts  the  scapula  towards  the  cervical  region,  and 
draws  the  spine  downward  towards  the  scapula;  that  the 
rhomboideus  minor  draws  the  scapula  towards  the  dorsal  spine, 
and  the  spine    to  the  scapula;   that  the   rhomboideus    major 
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B.  The  Rectuii  Ahdcraiinis  cut  off. 

simiis  dorsi  is   seen  to  draw  the  ^^1 

BDd  Id  its  Sheath. 

whole  spine  from  tlio  upper  dorsal  to 
the  lower  lumbar  vertobrre,  togetlier 

10.  Reotu.  AbdominU  of  the  Right 
Side. 

11.  Crurnl  Arch. 

with  theribs.in  an  oblique  downward   ^_ 

12.  Gluteus    MAgnua,  Slediui,   and 
Tensor  V.n^nic  Teiueris,  cov- 

direction;  and  that  the  longissimus  ^^^ 

ered  by  the  Faioia  Lata. 

dorsi  has  a  decided  indirect  actionj  ^^M 
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laterally,  over  both  the  dorsal  and  lumbar  portions  of  the  spine ; 
vhile  the  sacro-lumbalts,  acting  from  the  broad  edge  of  tlic 
pelvis  as  a  fixed  point,  powerfully  draws  the  body  over  laterally, 
as  well  as  exerts  a  lateral  effect  on  the  whole  lumbar  region. 

Effects  of  Eiectridty  on  the  Fibre-cells  in  the  Living'  Person. 

Extensive  researches  have  been  made  to  determine  the  precise 
action  or  function  of  muscular  fibre-cells,  and  the  effects  of 
electricity  upon  tliom.  The  action  is  peculiar.  The  distin- 
guishing characteristic  between  the  actions  of  animal  muscular 
fibre,  and  organic  contractile  fibre-cells,  when  under  the  in- 
fluence of  electric  currents,  is,  that  the  former  respond  promptly, 
while  the  latter  respond  oali/  after  an  interval,  and  that  deliber- 
ately. 

This  was  ascertained  by  Dr.  Nysten,  during  the  first  French 
Revolution,  when  the  guillotine  furnished  him  most  ample 
opportunities  for  just  such  observations.     More  recently,  Pro- 


Fl(.n.    MmcaltrFlbrn  — mscDiasdeoOiUunelcra. 

1.  If  ■  MuicuUr'Fibre  of  Ammai  Lift  enclaaed  in  its  iheath  of  mjroleiiuna ;  tliia  ii  a 

2.  Is  an  Ultiragle  Fibril  of  the  ssme,  highly  magniaed. 

3.  A  more  highly  magnifled  liin  of  No.  1,  showing  the  true  nature  of  the  Longitudi- 

nal Stria,  IS  well  aa  the  mode  <A  arraDgeiiient  ind  forawtion  of  the  tmnavprBe 
^ria.  The  myalemmB  is  so  thin  aa  to  permit  the  ultimate  fibrili  of  molecules 
to  be  seen  through  it. 

4.  Shows  I  Moseulsr  Fibre  of  orgmue  Ufe,  with  two  of  its  nucfai,  taken  from  the  mus- 

cular coat  of  the  human  urinaiy  bladder,  and  nugniaed  600  diameters. 
6.  Shows  agaio  a  Muscular  Fibre  of  organii:  ti/e,  (him  the  muscular  coat  of  the  stom- 
ach, msgnifled  the  Hme. 
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fessors  Kolliker,  Grerlach,  Heule,  Harless,  and  others  in  Gter- 
many,  mainly  confirmed  his  conclusions ;  but  like  nearly  all  early 
electro-physiological  investigations,  the  results  obtained  on  this 
point  did  not  exactly  agree,  because  each  experimented  with  a 
diflferent  kind  of  current,  and  hence  each  came  to  modified 
conclusions.  But  we  can  sum  up  the  final  and  most  reliable 
results  in  a  very  few  words,  viz. :  — 

The  muscular  fibre-cells  respond  more  readily  to  an  inter- 
rupted than  to  a  continuous  current,  and  hence  show  more 
action  under  induction  currents  than  under  continuous  galvanic 
currents.  If  the  latter  is  applied  to  them,  however,  there  is  a 
contraction  at  the  closmg  of  the  circuit,  during  its  continuance, 
and  at  its  opening.  The  intensity  and  duration  of  the  pro- 
duced movements  in  the  organic  fibre-cells  are  determined 
by  the  intensity,  interruptions,  and  duration  of  the  current's 
action. 

Furthermore,  if  an  active  electric  shock,  whether  Static,  Gal- 
vanic, or  Faradaic,  be  applied  to  a  voluntary  muscle,  it  instantly 
contracts,  and  then  as  instantly  relaxes.  But,  in  contrast  to 
this,  the  contractions  produced  in  the  fibre-cells  by  the  electric 
stimulus  are  not  simultaneous,  or  instantaneous  with  the 
closing  of  the  circuit,  but  only  after  a  little  time,  and  while 
there  is  still  action  of  the  current  upon  the  tissue  ;  and  this 
effect  lasts  a  little  after  the  cessation  of  the  current.  But  the 
most  remarkable  phenomenon  in  regard  to  the  movements  of  the 
fibre-cells  as  brought  about  by  electricity,  is,  tliat  they  occur 
only  in  an  order  which  corresponds  to  their  peculiar  physiological 
purpose^  wherever  they  properly  belong.  Thus,  if  we  moder- 
ately electrize  tlie  intestines,  then  only  peristaltic  movements 
are  induced  downwards ;  but  never  do  we  thus  get  movements 
from  the  rectum  towards  the  mouth.  If  the  ureters  are  Fara- 
daized,  the  wavy  movements  are  seen  to  be  from  the  kidneys 
towards  the  bladder,  but  never  in  the  opposite  direction.  Dr. 
Althaus  says  this  will  invariably  occur,  whatever  may  be  the 
kind,  intensity,  or  direction  of  the  electric  current,  and  what- 
ever may  be  the  point  of  the  cell-fibre  tract  to  which  the  elec- 
trodes are  applied. 
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(Esophagus. 

It  is  now  known,  from  experimental  demonstration  and  from 
results  in  practice,  that  electric  currents  here  produce  marked 
contractions,  both  in  the  longitudinal  and  circular  fibres  of  the 
contractile  fibre-cells,  or  of  muscle  fibres,  or  both.  At  least, 
such  contractions  are  produced  in  the  oesophagus,  whatever  be 
the  nature  of  the  structure  that  contracts.  It  is  said  that  the 
oesophagus  of  most  birds  consists  exclusively  of  fibre-cells; 
therefore  we  account  for  the  motions  produced  by  electricity  in 
the  throats  of  birds,  beginning  slowly,  and  lasting  after  the  cur- 
rent is  opened.  But  there  are  some  birds,  as  the  rodentia^  or 
gnawers^  such  as  the  eagle,  vulture,  and  parrot,  whose  oesopha- 
gus consists  of  animal  muscle  mainly,  or  only ;  and  hence,  when 
such  are  electrized,  there  are  seen  prompt  and  powerful  contrac- 
tions, and  at  the  opening  of  the  current  there  is  as  instantaneous 
dilatation.  But  this  does  not  obtain  so  clearly  in  man,  because 
in  the  human  species,  as  in  almost  all  mammalia,  the  oesophagus 
consists  of  both  organic  fibre-cells,  and  of  animal  muscular 
fibres.  Hence,  when  the  electric  current  touches  the  oesopha- 
gus directly  or  indirectly,  the  efiects  are  both  prompt  and  pro- 
longed; i.  e.,  they  partake  of  the  mixed  phenomena  arising 
from  the  contractile  fibre-cells  and  from  muscular  fibre.  If  the 
action  of  the  electric  current  be  prolonged  a  little,  or  is  made  a 
little  stronger,  then  the  contractions  are  not  limited  to  the 
throat  only,  but  extend  to  the  stomach. 
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CHAPTER    V, 

METHODS  FOB  THE  MEDICAL   EMPLOYMENT  OF 

ELECTBICITY. 


AUre  Jlammam  tfUalem. 


Precautions. 


First  of  all,  it  is  necessary  to  bear  in  mind  that  thero  is  the 
greatest  conceivable  difference  in  individuals  of  the  same  age 
and  sex  as  to  their  susceptibility  to  the  effects  of  all  electric  cur- 
rents ;  and  these  form  txco  classes  of  patients.  The  first  are 
those  where  there  is  exalted  sensibility^  and  where  only  the  most 
gentle  procedure,  and  that  with  the  most  feeble  currents,  is  at 
all  admissible.  In  this  class  we  may  also  include  thoso  with 
cxcjuisite  susceptibility  to  the  inrivorking  and  also  reflex  action 
of  the  current,  and  that  without  their  suffering,  or  even  scarcely 
noticing  it,  during  the  seance.    See  pp.  475-479  &.  Notes  in  App. 

The  second  class  of  persons  are  those  where  there  is  neither 
anaesthesia  or  paralysis,  and  yet  there  is  a  very  marked  indiffer- 
ence to  the  attempts  of  the  currents.  Some  do  not  feel  even  the 
stronger  currents ;  and  others  do  not  receive,  or  rather  give  no 
evidence  of  receiving,  any  impression  from  their  in-working.  For 
such  reasons,  great  precaution  is  necessary  in  the  employment  of 
electric  currents,  particularly  in  giving  the  first  seance  for  a  new 
patient,  imtil  we  study  the  temperament ;  even  then  we  cannot 


MEDICAL   EMPLOYMENT    OF    ELECTRiniT. 


281 


s  be  quite  sure  that  the  patieut  viH  bear,  or  need,  in  tlio 
eveuiug,  what  ho  took  in  tlic  morning. 

Accidents  from  tho  indiscriminate  use  of  electric  currents,  or 
from  carelessness  in  their  use,  or  where  absolutely  injudiciously 
applied,  as  to  the  case,  the  length  of  time,  the  strength  of  the 
current,  or  the  direction  of  the  current,  are  real  and  serious. 
When  it  is  not  managed  so  as  to  produce  good  effects,  it  may  be 
doing  an  evil  work.  Indeed,  the  very  same  cm-rent  that  is  not 
only  harmless,  but  beneficial,  for  one,  to  another  of  tho  same  ago 
and  sex  may  prove  so  powerful  as  to  ho  actually  injurious,  or 
so  inadequate  as  to  be  quite  inefficient.  There  may  be  pro- 
duced, then,  from  too  strong  a  dose  of  it,  or  too  prolonged  use 
of  it  at  a  time,  a  bruising,  or  soreness,  or  fatigue,  or  esalted  u-ri- 
tahiiity,  a  neuralgia,  or  oven  cerebral  congestion  and  hemorrhage. 
Now,  some  of  the  slighter  of  these  oEFects  are  possible  to  be  pro- 
duced at  the  most  prudent  first  seances;  but  in  such  a  case  the 
difficulty  can  bo  easily  eradicated  by  treating  it  at  the  next  time 
as  an  original  and  independent  derangement. 

The  author  fully  believes  that  where  electric  currents  are 
applied  to  the  patient  without  regard  to  the  laws  of  their  ac- 
tion on  living-  tissues,  they  may  hy  cliauco  produce,  instead  of 
amelioration  or  cure,  an  actual  aggravation  of  the  acute  or 
chrouic  malady,  wliich  degree  may  remain  (as  ho  believes  he 
has  seen  uumistakable  examples)  equally  as  persistent,  as  a  cor- 
rect use  of  the  same  currents  will  cause  a  bettering,  (hy  pro- 
ducing the  opposite  polarization  of  the  nerves,  fibrils,  and  muscle 
fibres,)  or  even  a  complete  restoration,  that  is  also  persistent. 
These  are  no  imaginary  evils.  Scarcely  a  week  passes  but  that 
some  poor  invalid  sufferer  presents  for  examination  or  treatment, 
who  dates  the  "  g^rowing  worse  "  from  a  given  time,  when  "  gal- 
vanized" by  some  travelling  "  efectropathisl;"  or  perhaps  an 
officious  neighbor  brought  a  battery  and  applied  the  currents  so 
shockingly,  perseveringly,  or  repeatedly,  that  the  hands  were 
cramped,  the  muscles  pained,  and  the  limbs  tetaiiized.  From 
that  time  the  paralysis  was  greater,  or  the  pain  along  the  course 
of  tho  nerve  trunks  more  acute,  the  aches  in  tho  joints  more  pro- 
found and  unbearable,  or  the  contraction  of  tho  limb  more  per^ 
24* 
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sistent.  The  would-be  doctor  may  give  bread  pills  tor  placebo^ 
or  dabble  with  ipecac,  rhubarb,  and  saffron,  but  never  with  the 
contents  of  the  surgeon's  case,  nor  yet  with  the  currents  of 
electricity. 

Before  commencing  the  treatment  of  a  new  case,  it  is  well 
first  to  ascertain  as  near  as  possible  the  extent  of  the  pain  or 
palsy,  deficiency  or  deformity  of  the  muscle  or  limb.  I  usuaUy 
make  a  record,  for  example,  of  the  angle  of  the  tonic  contrac- 
tion —  of  the  coldness  or  heat  of  the  limb  —  of  the  height  to 
which  the  patient  can  raise  the  hand  or  arm  laterally,  or  in 
front,  as  well  as  behind  the  back  —  measure  the  atrophied  limb 
very  carefully,  and  ascertain  the  precise  character  of  pain  or 
remaining  sensibility  and  muscular  response  to  various  stim- 
uli. In  the  lower  limbs,  in  case  of  sciatica,  rheumatism,  palsy, 
or  spasmo-paralysis,  it  is  important  to  find  the  angle  the  thigh 
can  make  on  tlie  body  —  how  far  apart  the  patient  can  separate 
his  feet,  or  his  knees,  by  his  utmost  effort,  &c.  Thus  to  scruti- 
nize severely,  in  the  commencement  of  each  case,  the  minutest 
peculiarities,  and  the  degree  of  these,  for  the  correct  application 
of  Galvanic  or  Faradaic  currents,  although  unable  to  accomplish 
an  improvement  in  some  cases,  yet  in  others  not  unfrequently 
the  very  first  five  minutes  may  obtain  a  partial  and  permanent 
bettering  that  would  not  otherwise  be  accredited. 

Especially  must  we  always  bear  in  mind  the  great  difference 
there  is  in  persons  as  to  susceptibility  to  the  influence  of  the 
different  currents ;  and  for  that  reason  alone  we  should  begin 
very  gently,  and  make  the  first  seance  as  short  as  the  obtaining 
of  some  given  end  is  had.  Some  persons,  we  find,  can  bear  the 
most  powerful  and  frequent  applications  of  any  form  of  currents 
without  experiencing  any  after-workings;  —  while  there  are 
many  others,  who,  after  a  single  active  trial,  experience  chills 
down  the  thighs,  or  drowsiness,  or  even  lassitude.  But  others 
more  frequently  find  from  it  a  most  refreshing  sleep,  where  they 
had  not  had  such  before  perhaps  for  months  or  years.  Even  an 
inability  to  sleep  may  appear  in  others  after  the  first  few  sittings  ; 
but  this  usually  gives  way  finally  to  most  comfortable  rest.  By 
watching  such  after-workings  we  shall  be  able  the  better  to 
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regulate  the  frequency  and  activity  of  the  seance.  All  these 
sensible  by-workings  and  after-workings  of  the  current  appear 
only  at  and  after  the  first  applications,  if  the  physician  rightly 
graduates  the  strength  of  the  current  to  the  endurance  of 
the  case. 

It  is  but  a  prejudice,  and  without  any  foundation  whatever,  to 
suppose  that  old  people,  little  children,  and  extremely  feeble  per- 
sons, should  not  receive  this  kind  of  medication.  Indeed,  in  my 
own  judgment,  these  are  the  very  persons  to  share  in  these  bless- 
ings, only  it  must  be  adjusted  to  their  endurance,  kind  of  health, 
or  derangement.  Dr.  Rcmak  says  it  is  his  experience  that  the 
galvanic  current  is  of  the  greatest  value  to  aged  and  infirm  per- 
sons, particularly  for  prematurely  old  men  and  women.  He  also 
found  it  of  very  peculiar  advantage  to  '^  atrophic  ^^  children. 
Probably  this  reference  is  simply  to  puny  children,  or  to  the 
marasmus,  rickets,  and  scrofulous  diseases  of  children. 

The  smart,  prickling,  or  painful  sensation  of  the  current  can, 
as  a  general  thing,  be  a  standard  to  guide  us,  or  at  least  aid  us  to 
judge,  as  to  how  much  the  patient  can  or  should  bear.  Yet  we 
must  bear  in  mind  that  there  are  cases,  also,  (as  paralysis  pro- 
ceeding from  the  spinal  marrow,)  where  the  sensitive  nerves  are 
so  utterly  unexcitable  that,  although  the  entrance  and  leaving 
of  the  current  causes  the  strongest  contractions,  the  currents  are 
not  felt  in  the  least.  In  such  a  case  we  must  not  proceed  trust- 
ing to  this  standard,  but  refer  to  the  number  of  elements,  and 
to  the  galvanometer ;  or,  if  using  induction  currents,  we  must 
regulate  the  soft  iron  within  the  helix. 

Methods  for  using  Static  Electricity. 

Friction  electricity  has  long  been,  and  still  is,  valued  for  arous- 
ing and  increasing  the  vital  powers  where  simply  sluggish.  The 
author  has  found  it  of  very  marked  advantage  for  some  invalids 
who,  after  great  sickness  or  calamity,  remain  in  a  low  state  of 
health,  and  yet  present  no  discoverable  reason  why  they  should 
not  get  better,  only  that  there  is  a  low  tone  of  the  nerves  and 
functions,  that  cannot  be  reached  by  medicines  or  regimen.    For 
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these  patients,  young  or  old,  the  positive  electric  cdr-bath^  taken 
sitting  or  reclining  in  an  insulated  easy-chair,  with  the  feet  upon 
the  insulating  stool,  for  half  an  hour  a  day,  and  occasionally 
alternated  by  sparks  draion^  is  a  rational  and  often  successful 
remedy.  The  machine  requires  to  be  turned  very  steadily  and 
quickly^  while  the  chain  or  rod  director  from  the  prime  conductor 
is  held  in  the  patient's  hands.  At  the  same  time,  see  that 
ample  provision  is  made  for  the  escape  of  the  negative  electricity 
—  i.  e.,  from  the  rubber  end  of  the  electrical  machine  to  moist 
ground,  or  to  some  mass  of  iron^  if  near  by.  This  can  l>e  done 
by  a  chain  leading  from  it  to  the  water  or  gas  pipe.  A  dry  brick 
wall,  we  must  remember,  will  not  always  do  this  well.  Now,  as 
the  patient  becomes  more  highly  charged  positively,  the  hair  will 
rise ;  and  should  the  room  happen  to  be  dark,  numerous  sparks 
and  luminous  appearances  will  be  observed,  because  the  atmos- 
phere about  the  patient  is  rendered  negative,  as  it  always  is 
about  a  highly  positive  body.  I  have  repeatedly  heard  the  pa- 
tients say,  in  the  course  of  five  or  ten  minutes  after  the  seance 
begins,  that  they  are  warmer,  and  feel  exhilarated.  The  circu- 
lation is  found  to  be  decidedly  accelerated ;  and  the  secretions, 
especially  the  perspiration,  become  more  active  and  general. 

To  give  the  negative  electric  air-bath^  wo  have  only  to  change 
the  conductors  so  that  now  the  prime  conductor  connects  with 
the  earth,  while  that  of  the  rubber  must  lead  to  the  patient. 
This  negative  electric  state  is  said  to  be  an  electric  antiphlogis- 
tic, acting  by  depriving  or  drawing  off  from  the  organism  its 
morbid  accumulation.  But  we  cannot  see  the  reason,  nor 
can  we  corroborate  these  deductions  from  any  experience,  as 
in  our  hands  the  testimony  on  this  point  has  always  resulted 
negatively.     (See  p.  98.) 

Sparks  may  be  given  to,  or  drawn  from,  any  part  of  the  body, 
but  they  can  be  most  readily  obtained  on  a  dry  surface ;  for  if 
the  skin  or  the  patient's  clothing  is  moist,  the  discharge  is  thus 
dissipated,  and  we  get  no  spark.  Electrization  by  this  means 
has  been  greatly  esteemed  by  some  experienced  physicians  for 
its  success  in  curing  chorea,  hysteria,  colds,  rheumatisms,  some 
forms  of  paralysis,  and  neuralgia. 
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While  the  patient  is  sitting  in  the  insulating  chair y  and  charged 
positively y  sparks  can  be  drawn  from  the  body  by  applying  any 
conductor  near  to  the  patient.  If  the  person  is  being  charged 
negatively,  the  same  manoeuvre  will  give  sparks  to  tlie  spot 
where  it  approximates.  In  either  case  there  is  a  vivid  flash  of 
light,  which,  so  far  as  it  goes,  is  a  streak  of  lightning.  This  is  al- 
ways attended  with  the  sound  of  a  sharp  crack,  as  the  negative 
electricity  instantly  combines  with  the  positive.  The  sensation 
of  a  spark  on  the  skin  is  like  that  of  a  slight  prick  of  a  pin ;  and 
this  pricking  sensation  is  in  proportion  to  the  length  of  the  spark, 
as  well  as  according  to  the  sensibility  of  the  part.  Hence  it  is 
necessary  to  proceed  gently  with  this  by  holding  the  ball  of  the 
conductor  against  the  skin,  or  very  close  to  ity  at  the  commence- 
ment, until  the  patient  gets  a  little  accustomed  to  its  sensation, 
when  the  discharger  may  be  carried  farther  off  to  give  longer 
and  stronger  sparks,  and  produce  a  greater  effect.  Giving 
sparks  does  not  have  so  much  effect  locally  as  drawing  the  less 
frequent  but  longer  sparks ;  for  this  latter  produces  a  local  accu- 
mulation of  high-tension  electricity  in  the  skin  and  sub-adjacent 
tissues  near  the  spot  where  the  ball  approaches  the  body.  Here 
is  the  simple  and  most  true  localization  of  electricity.  This 
method  of  applying  electricity  for  the  sick  has  been  much  em- 
ployed for  many  years  as  the  most  efficient  and  reliable  remedy 
for  given  cases,  by  Dr.  Golding  Bird,  in  the  "  Electrical  Room '' 
of  Guy's  Hospital.  The  method  there  adopted  was  as  follows : 
A  brass  ball-tipped  director,  (discharger,)  with  an  insulating 
handle,  was  furnished  with  an  adjustable  chain,  or  large  wire 
conductor,  which  is  put  in  thorough  connection  with  the  ground. 
This,  I  find,  is  more  readily  done  by  using  a  good-sized  chain, — 
say  half  inch,  and  silvered,  —  with  a  smooth  hook  on  its  end,  to 
be  readily  adjusted  on  the  metal  shank  of  the  discharger,  and 
passing  the  ball  of  the  discharger  gradually  and  wavingly,  more 
or  less  close,  up  and  down  the  spine,  within  about  an  inch  or 
so  of  the  surface  of  the  body  or  limb.  It  is  understood  that 
the  patient  is  being  retained  positively  charged  by  the  unceasing 
action  of  the  machine  from  friction,  that  keeps  up  the  supply  to 
the  body,  which  here  escapes  to  the  ball  and  chain,  and  so  to  the 
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earth.    By  holding  the  ball  very  near  the  skin,  the  sparks  are 
so  rapid  as  to  form  a  mere  interrupted  one-way  current. 

Shocks  from  the  Leyden  jar  are  much  employed  in  Europe  for 
amenorrhasa  by  directing  the  discharge  through  the  pelvis  of  the 
patient,  from  the  sacrum  to  the  pubis.  When  it  is  desirable  to 
discharge  the  shock  through  any  given  part  of  the  body  or  limbs, 
and  that  in  a  certain  direction,  we  use  a  double  discharger — 
i.  c.,  one  with  a  glass  handle,  and  with  two  arms,  that  may  be 
jointed  and  adjustable,  or  not,  but  the  arms  are  tipped  with 
bright  brass  knobs.  One  of  these  knobs  we  bring  in  contact 
with  the  point  or  region  where  we  wish  the  charge  to  enter  the 
body  or  limb.  Then,  if  the  outer  coating  of  the  charged  jar  has 
been  already  made  to  communicate  by  a  good  and  ample  con- 
ductor which  is  adjusted  so  as  to  lead  to  the  point  of  the  body 
or  limb  where  we  wish  the  charge  to  leave  the  body  or  limb,  and 
we  cause  the  second  knob  of  the  discharger  now  to  approach  the 
ball  on  the  top  of  the  Leyden  jar  which  communicates  with  the 
inner  coating  of  the  jar,  the  jar  is  instantly  discharged  throu^ 
the  part  of  the  patient  so  positioned.  If  the  clothing  and  person 
of  the  patient  are  moist  or  wet  from  perspiration,  it  will  require 
care  and  no  little  adroitness  to  succeed. 

Dr.  Cavello  early  published  a  small  essay  on  "  The  Uses  of 
Electricity  in  the  Practice  of  Medicine."  He  strongly  urged 
then  the  use  of  the  machine  in  cases  of  paralysis,  poor  siglit 
from  want  of  nerve  power,  nervous  deafness,  chorea,  epilepsy, 
and  for  restoring  tliosc  wlio  had  fallen  into  the  water,  as  he  had 
succeeded  best  in  all  these  with  friction  electricity.  Dr.  Cavello's 
method  was,  to  draw  the  sparks  throvgh  dry  felt  or  flannel.  The 
patient  sits  insulated  as  usual,  and  takes  the  chain  to  the  prime 
conductor  of  tlie  machine  in  his  hands  ;  a  piece  of  perfectly  dry 
flannel  is  j)laced  over  the  part  which  is  to  be  electrified ;  and, 
the  machine  then  being  put  in  action,  the  brass  ball  or  knob  of 
the  director  that  is  in  connection  with  the  earth  is  then  brought 
in  close  contact  upon  the  flannel,  while  it  is  regularly  and  slowly 
moved  along  the  part  affected,  and  thus  made  to  draw  a  succes- 
sion of  minute  sparks  through  the  cloth,  as,  for  example,  along 
each  side  of  the  spine,  over  the  roots  of  the  compound  nerve 
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trunks,  as  they  take  their  exit  from  the  cord.  We  may  sum  up 
the  uniform  local  effects  upon  the  skin  and  underlying  tissues, 
as  being  in  direct  proportion  to  the  eflBciency  of  the  machine, 
the  length  of  the  spark,  the  repetition  of  these  sparks,  as  well  as 
the  delicacy  and  sensitiveness  of  the  skin  of  the  part  operated 
upon. 

The  electric  shocks  it  is  well  known,  is  given  from  the  Ley- 
den  jar;  one  or  more  being  employed,  according  to  the  power 
required.  It  is  also  known  that  in  this  arranged  jar  there  can 
be  accumulated  a  considerable  quantity  of  electricity  of  the 
highest  tension,  and  that  on  a  comparatively  small  surface. 
The  jar  can  be  charged  either  positively  or  negatively.  To  charge 
it  positively,  the  brass  knob  at  the  top  of  the  jar  is  made  to 
communicate  with  the  prime  conductor  of  the  electric  machine, 
while  the  outer  coating  communicates  with  the  earth ;  then  some 
thirty  to  fifty  turns  will  charge  a  one-quart  Leyden  jar. 

Methods  for  employing  the  various  Electric  Currents. 

In  the  more  recent  German  and  Italian  medical  writings  we 
find  evidence  that  some  leading  men  there  are  giving  more 
special  attention  to  this  particular  department  of  "  therapeu- 
tics,^^ than  we  find  either  in  Prance,  England,  or  America. 
Dr.  Duchenne,  however,  was  the  first  to  partially  recognize  the 
great  fact,  that  there  are  certain  spots  along  the  surface  of  the 
body  and  limbs  thai  give  very  peculiar  response  to  the  electrode 
in  producing  more  ample  muscle  contractions  without  pain. 
Simidtaneously,  and  still  more  clearly,  was  this  remarkable  cir- 
cumstance discovered  by  Dr.  Robert  Remak,  of  Prussia.  He 
says,  "  After  numerous  trials  on  the  difierent  parts  of  living 
men,  I  am  prepared  to  say  that  I  believe  I  can  explain  those 
spots,  or  '  border  points,'  alluded  to  by  Dr.  Duchenne,  as  ob- 
served by  him,  but  in  only  two  muscles."  In  a  very  recent 
foreign  work  by  Dr.  Maurice  Meyer,  on  "  The  Uses  of  Electri- 
city in  the  Practice  of  Medicine,"  published  in  Germany,  there 
appears  the  following  description  of  his  method :  — 

"  2b  produce  electric  excitement  of  the  *  motory  nerveSy  or 
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of  the  muscles^  we  must  lay  wet  excitors  with  ctctive  induction 
currents  on  those  points  of  the  skin  which  lie  as  much  as  possi- 
ble immediately  over  the  said  muscles.  We  find  that  the  sur- 
face muscles  of  the  trunk,  as  well  as  those  of  the  extremities, 
by  operating  in  the  manner  thus  prescribed,  may  easily  be  made 
to  contract;  while  many  of  the  deeper  lying  muscles  may  be 
reached  in  the  region  of  their  source^  or  of  their  concourse, — for 
there  are  such  places^ — where  they  are  peculiarly  accessible  to  the 
direct  in-working  of  the  electric  current.  Where  this  is  not  the 
case,  we  must  apply  a  more  intense  current,  or  have  recourse  to 
Indirect  Faradaization^  which,  though  probably  less  efficacious, 
either  as  effect  or  as  remedy,  is,  however,  here  to  be  preferred." 
No  mention  whatever  is  made  of  placing  the  electrodes  with 
reference  to  the  oblique  course  of  the  fibres  of  the  muscles,  nor 
yet  is  there  any  allusion  to  the  action  obtained  as  being  through 
the  nerves,  but  direct  excitement  is  plainly  inferred.  The  fact 
of  muscle  border  points  has  here  too,  doubtless,  been  observed ; 
but  its  bearing  for  practice  was  not  discovered. 

I  have  elsewhere  said — and  it  should  be  particularly  borne 
in  mind  —  that  all  persons  are  not  in  a  like  degree  susceptible 
to  the  influence  of  the  various  electric  currents.  Not  only  does 
the  application  of  the  Faradaic  currents  show  a  surprising  diflFer- 
ence  between  one  person  and  another,  but  I  find  that  this  can, 
and  does,  vary  in  the  same  individual  from  day  to  day ;  yes, 
even  from  morning  to  evening.  This  result  of  actual  experi- 
ence should  have  a  place  and  bearing  in  the  mind  of  every 
physician,  as  regards  the  widely  varying  susceptibility  of  difler- 
ent  patients,  and  even  of  the  same  patient  at  different  times,  to 
the  influence  of  a  given  dose  of  the  various  medicines,  as  well 
as  to  Paradaism  or  Galvanism. 

There  are  cases,  we  know,  where  even  the  indiscriminate  ap- 
plications of  small,  wet  electrodes  to  the  surface  of  muscles,  and 
with  very  moderate  induction  currents,  such  as  are  quite  supporta- 
ble by  tlie  sentient  nerves,  will  sometimes  produce  a  contraction 
of  the  whole  muscle,  or  at  least  of  the  surface  fibres  of  that 
muscle.  This  result  is  obtained  most  readily  in  proportion  as 
the  skin  at  that  point  is  thin,  and  the  muscle  is  also  thin  and 
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lean,  yet  rich  in  nerve  fibrils  ;  as,  for  instance,  on  the  muscle  tror 
pezius^  or  the  pectoralis  majors  Here  we  can  generally  cause 
one  or  more  bundles  or  layers  to  play  at  will,  and  this  is  the 
species  of  phenomena  to  which  Dr.  Duchenne  refers,  to  prove 
the  direct  in-working  of  the  Paradaic  current  through  the  mus- 
cle fibres,  independent  of  the  nerves ;  for  he  advocates  the  doc- 
trine of  Hallcrian  irritability. 

If  we  test  the  muscle  biceps  brachii  with  moderate^  i.  e., 
painless  Paradaic  currents,  we  obtain  scarcely  any  visible  efiects 
by  placing  both  the  electrodes  on  the  ends  of  the  muscle  fibres  ; 
in  no  case,  however,  do  we  thus  effect  a  perfect  persistent  con* 
traction,  or  even  a  bending  of  the  forearm.  But  if,  now,  with- 
out increasing  the  strength  of  the  same  current,  we  remove  the 
electrodes,  and  place  one  on  the  middle  of  this  muscle,  while 
with  the  other  we  seek  the  point  wherp  tlie  musculo-cutanetis 
nerve  goes  behind  the  muscle,  —  this  taking  place,  as  is  well 
known,  in  the  region  of  the  upper  quarter  of  the  inner  border 
of  this  muscle,  —  it  may  happen  that  instead  of  obtaining  the 
expected  contraction  of  this  muscle,  and  consequent  bending  of 
the  forearm,  we  produce  effects  on  the  muscle  pronator  teresj  or 
even  on  the  flexors  of  the  fingers.  When  this  is  the  case,  we 
know  that  the  electrode  was  too  far  back,  and  the  current  has 
therefore  touched  the  nerve  medianus ;  or  we  may  even  obtain 
an  action  on  the  muscle  triceps  when  the  current  has  reached 
the  nerve  radialis.  In  either  case  we  must  move  the  electrode 
a  little  forward  and  upward,  when  we  shall  find  that  point  out 
of  which  a  fair  contraction  that  flexes  the  forearm  can  be  pro- 
duced, and  thai  without  the  least  pain^  if  no  large  branches  of 
skin  nerves  are  embraced  by  the  electrodes. 

Again,  if  we  make  a  similar  trial  on  the  muscle  trapezius  by 
placing  one  electrode  just  beneath  the  occiput j  so  as  to  rest  upon 
the  upper  end  of  this  muscle,  while  the  other  electrode  is 
planted  over  its  insertion  in  tlie  spina  scapula^  and  consequently 
in  the  direction  of  the  muscle  fibres,  we  obtain  no  efiects  of  im- 
portance, except  an  aching  pain  in  the  shoulder  blade,  or  in  the 
occipital  region,  i.  e.,  if  an  occipital  nerve  has  been  touched  by 
the  current.    But  if  we  now  leave  either  one  of  the  electrodes 
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where  it  is,  and  seek  with  the  other  over  the  anterior  border  of 
the  muscle,  in  front  of  the  shoulder,  for  that  point  where  the 
nerve  spinal  accessory  of  Willis  passes  under  the  edge  of  the 
trapezius,  we  at  once  obtain  a  very  powerful  and  painful  bend- 
ing of  the  head  backwards,  or  laterally,  or  else  a  lifting  of  the 
shoulder,  according  as  we  have  left  the  first  electrode  near  the 
back  of  the  head,  or  near  the  shoulder. 

If  we  make  the  trial  on  the  sierno-cleicUHnastoideuSj  by 
placing  the  electrodes  on  the  respective  ends  of  that  muscle, 
and  using,  as  in  the  former  trials,  the  Faradaic  currents  of  mod- 
erate strength,  we  obtain  no  nodding  of  the  head ;  but  if  we 
increase  the  current  we  get  a  contraction,  and  perhaps  this  is 
accompanied  with  some  pain  in  the  region  of  the  ramification  of 
the  main  auricular  branch  of  the  cervical  plexus.  But  if  we  place 
one  of  the  electrodes  on  about  the  middle  of  the  muscle,  and 
then  seek  with  the  other  along  the  outer  border  of  the  musde, 
that  poirU  where  the  nerve  accessorius  of  the  eighth  pair  passes 
under  the  back  edge  of  that  muscle,  we  inmiediately  obtain 
strong  and  painful  nodding  of  the  head,  accompanied  perhaps 
with  a  by-working  on  the  muscles  of  the  tongue  and  throat  that 
depend  upon  the  nerve  hypog'hssij  if  we  touch  or  include  that 
nerve  ganglion.    This,  however,  can  and  should  be  avoided. 

There  are  persons  with  peculiarly  torpid  facial  muscles,  on 
whom  the  placing  of  these  electrodes  with  this  current  in  the 
course  of  the  muscle  fibres,  produces  almost  or  quite  no  effect 
whatever  ;  but  contractions  are  quickly  produced  by  placing  one 
of  the  electrodes  on  the  middle  of  the  given  muscle,  while  the 
other  hunts  the  exact  spot  where  the  branch  of  the  nerve  facia- 
lis (j)ortio  dura^  enters  it.  This  is  readily  tried  on  any  one,  and 
safely  too,  by  testing  the  muscle  depressor  anguli  oris,  or  the 
vaw^oXQ  frontalis^  or  the  attoUens  auricula:. 

In  many  muscles  we  often  find,  as,  for  instance,  in  the  orbicu- 
laris  palpebrarum,  the  placing  of  both  electrodes  to  the  same 
muscle  is  not  always  altogether  advisable,  on  account  of  the  in- 
working  of  the  then  necessarily  strong  current  on  the  eyeball. 
The  isolated,  painless,  and  harmless  together-drawing  and  purs- 
ing of  this  muscle  is  better  obtained  by  placing  one  electrode 
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over  the  entrance  spot  where  the  nerve  enters  this  muscle, 
which  is  at  its  outer  border,  while  the  other  electrode  may  bo 
somewhere  near,  so  as  to  embrace  the  muscle  fibres,  and  that 
with  a  very  gentle  current,  for  the  great  excitability  of  these 
eye  muscle  nerves,  renders  it  quite  suflBcient  for  one  electrode,  or 
the  route  between  the  two  electrodes,  to  merely  graze  some  of  the 
nerve  twigs,  or  muscle  fibres  to  produce  its  complete  physiologi- 
cal action. 

If  we  return  to  the  muscle  pectoralis  major ^  and  place  one 
electrode  on  almost  any  part  of  tlie  muscle,  while  with  the  other 
we  seek  the  spot  at  its  upper  border  and  just  under  the  clavicle^ 
where  the  nerve  pectoralis  anterior  comes  from  under  that  bone, 
we  shall  produce  prompt  and  powerful  together-drawings  of  the 
whole  muscle.  And  this  can  be  done  if  the  first  electrode  is 
placed  on  the  muscle,  or  even  beyond  it.  Quite  analogous 
results  can  be  obtained  on  the  muscle  serratus  anticusj  or  on 
the  fleshy  muscles  of  the  forearm,  or  of  the  leg.  Here  we  can- 
not but  notice  some  difierence  between  the  excitability  of  the 
muscles  that  partake  in  the  acts  of  respiration  over  those  of  the 
extremities,  as  the  former  are  so  much  the  easier  to  afiect ;  but 
in  every  case  we  shall  observe  the  bearing  and  importance  of 
the  increased  efiects  produced  by  the  same  means,  used  by 
different  methods ;  i.  e.,  by  not  so  strictly  and  iiivariaby  follow- 
ing the  "  localized  method^^  according  to  Dr.  Duchenne,  but 
calling  to  our  aid  a&o,  on  every  proper  occasion,  the  appeal  to 
the  muscles  rather  through  the  nerve  branches  or  nerve  trunk. 
This,  in  my  judgment,  after  no  small  clinical  practice,  has,  I 
must  say,  a  decided  preference,  both  for  immediate  visible  or  sen- 
sible effects,  but  much  more  for  the  profound  and  lasting  impres- 
sion which  in  effect j  we  know  is  the  cure.  Herewith  I  wish  to 
urge  the  importance,  then,  of  not  being  always  satisfied  with 
simply  bringing  a  portion  of  the  superficial  muscle  fibres,  or  the 
smaller  terminal  nerve  fibrils,  under  the  influence  of  the  elec- 
tric current ;  but  we  are  to  endeavor  to  reach  also  the  nerve 
branching,  and  even  the  large  nerve  trunk  of  the  part,  that  this 
subtle  current  may  traverse  them  for  a  given  time  in  a  certain 
guided  direction ;  but  more  particularly  must  we  seek  that  point 
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where  the  motory  nerves  have  their  entrance  place  into  the  musck. 
It  is  from  such  a  point, — besides  these  general  and  specific  rtdesj 
a  point  or  points  on  the  surface  of  the  body  and  limbs,  whose  lati- 
tude and  longitude  must  be  familiarized  by  experience  in  prac- 
tice, and,  still  better,  by  systematic  pre-trials  on  the  recent  sub- 
ject, and  on  healthy  persons,  —  that  we  can  govern  the  action 
of  the  muscles  most  surely,  most  completely ;  and  besides  that, 
and  which  is  of  far  more  importance,  to  my  mind,  disturb  and 
break  up  the  abnormal  polarity  of  the  nerves  most  profoundly ; 
thus  leaving  them  in  a  condition  so  that  their  natural  equi- 
librium of  function  can  be  by  nature's  tendencies  again  estab- 
lished for  permanency. 

If  we  desire  to  embrace  in  the  current  all,  or  as  nearly  all  the 
larger  branches  of  the  nerve  as  possible,  we  must  place  one  elec- 
trode over  the  highest  reachable  place  for  the  entrance  nerve, 
and  the  other  over  the  forks  of  the  first  large  radiating  branches, 
as  they  enter  and  spread  in  the  muscle,  which  will  usunlly  require 
the  placing  of  the  second  electrode  not  far  from  the  first. 

What  was  said  in  regard  to  the  electrizing  of  the  muscle  or-- 
bicularis  palpebrarum  will  apply  in  some  degree  to  nearly  all 
muscles  whose  motory  nerves,  at  the  time,  possess  the  requi- 
site amount  of  excitability  ;  for  if  we  place  one  electrode  on 
one  of  the  border  points^  —  and  by  this  I  always  mean  the  en- 
trance place  of  tlie  largest  nerve  of  that  muscle,  —  the  other 
electrode  may  even  be  a  little  beyond  that  muscle,  and  yet  pro- 
duce some  cousidcra])le  effect ;  but  this  latter  has  no  value  in 
practice.  It  may  perchance  become  serviccal)le  where  we  intend 
to  place  two  muscles  in  motion  simultaneously  from  their  com- 
mon border  point  by  means  of  one  and  the  same  current.  The 
practised  medical  electrician  can  readily  trace  the  form  and  ex- 
tent of  each  of  the  muscles  on  the  face,  and  also  the  course  and 
extent  of  the  branches  of  the  portio  dura  even  within  the  mus- 
cle ;  and  besides,  there  often  can  be  defined  the  course  of  the 
branches  of  the  tri-facial,  which  are  sensitive  twigs,  by  the 
response  in  a  sharp,  lively  pain,  to  the  track  of  the  electrodes, 
wherever  they  lengthwise  or  obliquely  cross,  cover,  or  embrace 
the  fibrils  of  any  of  these  nerves. 
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Although  Dr.  Duchenne  appears  to  have  been  the  first  to 
notice  the  border  points^  or  what  he  called  "  spots,"  on  some 
one  or  two  muscles,  which  were  the  stemo-cleidchviastoideus 
and  the  trapezius^  yet  he  evidently  did  not  comprehend  the  law^ 
nor  even  the  cause  and  bearing  of  the  phenomenon.  This  obser- 
vation, too,  corresponds  very  much  with  the  "  painful  points  "  dis- 
covered in  neuralgic  cases  by  his  countryman.  Dr.  Valleix,  some 
dozen  years  before,  indeed  exactly  so  in  many  instances  ;  yet  it 
appears  to  have  remained  without  influencing  Dr,  Duchenne's 
general  or  special  "  methodical  localization." 

Not  only  from  his  work  do  we  judge,  but  those  who  have  seen 
him  operate  say  he  places  the  two  electrodes  (which  are  large) 
upon  the  surface  of  the  muscles  without  any  apparent  rule  or 
order,  and  thus  usually  succeeds  in  producing  visible  contrac- 
tions, it  is  true,  but  only  because  he  makes  use  of  tremendously 
strong  inducing  battery  currents.  We  are  to  understand  that 
he  always  operates  with  the  Faradaic  currents ;  but  to  drive  his 
large  helix  machine  he  employs  eight  jars  of  DanielPs  original 
batteries  !  No  such  induction  battery  arrangement  is  ever  used 
in  tliis  country,  that  I  know  of,  for  medical  purposes. 

It  appears  that  Dr.  Remak,  the  distinguished  medical  electri- 
cian of  Berlin,  and  Dr.  Duchenne,  the  great  French  medical 
electrician,  recently  met  in  Paris  and  made  trials  of  their  difier- 
ent  methods  of  operating  on  the  same  subjects,  for  the  same 
diseases,  and  with  the  same  induction  apparatus ;  which  was 
the  Duchenne  Machine  just  alluded  to.  The  patient  had  been 
suffering  with  lead-palsy.  Dr.  Duchenne  made  the  first  applicar 
tions,  and  as  soon  as  the  flexors  of  the  fingers  were  thus  put  in 
motion,  the  patient  expressed  insupportable  pain,  as  he  said,  and 
as  his  countenance  and  actions  also  indicated.  He  was  then 
requested  to  bring  the  muscle  biceps  into  contraction,  which  he 
did  by  placing  the  electrodes — which,  by  the  way,  were  large, 
wet  sponges,  stuffed  into  the  hollow  ends  of  common  me- 
tallic handles  —  on  the  surface  of  that  muscle  and  in  the  direc- 
tion of  its  muscle  fibres,  when  he  obtained  a  visible  contraction 
and  plumping  up  of  the  muscle  ;  but  there  was  m)  bending  of 
the  forearm  by  it,  while  the  features  of  the  patient,  in  the  mean 
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time,  betrayed  great  pain,  and  an  unwillingness  to  have  it  pro- 
longed. The  intensity  of  the  current  of  this  powerful  helix 
machine  was  then  weakened  down  as  much  as  possible,  aided 
by  means  of  a  glass  tube  containing  a  colunm  of  water,  which 
was  interposed  in  the  circuit.  Remak  then  took  the  same  elec- 
trodes to  electrize  the  same  muscle  of  the  same  patient.  He 
produced,  it  appears,  at  the  first  application  of  the  current  to  the 
nerve  trunk  and  border  pointy  an  accessory  action  on  tlie  nerve 
medianus ;  but  after  moving  the  upper  electrode  a  little,  a  per- 
fect and  painless  contraction  of  the  forearm  was  the  result^  while 
the  tetanic-like  contraction  indicated  the  true  source  of  the  phe- 
nomenon. The  patient  gave  a  thankful  and  astonished  look  at 
Dr.  Remak,  and  answered  his  questions  by  saying,  with  a  shy 
side  glance  at  Dr.  Duchenne,  that  he  had  not  experienced  the 
least  painful  sensation.  Next,  according  to  liis  own  method, 
Dr.  Remak  tested  the  muscle  pectoralis  and  the  rhoniboideus 
through  their  nerves,  which  he  caused  to  contract  most  power- 
fully, yet  without  the  least  pain.  It  appears  that  Remak  did  not 
deem  it  expedient  to  show  this  trial  on  any  other  muscles  and 
nerves  than  these  two,  which  Dr.  Duchenne  had  already  observed 
in  like  manner  before. 

Methods  for  using  the  Primary  Currents  of  Galvanism  and  the 

Secondary  Currents  of  Faradaism. 

A  few  remarks  advanced  by  Dr.  Duchenne  some  years  since, 
in  his  great  work  on  "  Localized  Electricity,"  respecting  the  in- 
utility, and  even  "  dantj^er,'*^  of  employing  the  primary  galvanic 
current  for  medical  purposes,  have  proved  an  effectual  guard 
agahist  its  remedial  use  of  late ;  so  that  almost  no  experience 
with  the  primary  current  has  been  obtained  for  the  last  ten 
years,  excepting  by  a  very  few,  whose  testimony,  however,  is  too 
high  to  be  either  overlooked  or  disposed  of  summarily.  The 
first  I  will  mention  is  that  of  Dr.  Robert  Remak,  of  Berlin, 
whose  indefatigable  labors  and  learned  deductions  command,  at 
least,  a  rej^pectful  hearing.  To  understand  this  Prussian  phi- 
losopher, we  must  observe  that  he  is  not  a  believer  in  the  "  vis 
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musculosa  insita,*^  He  is  evidently  a  very  learned  physician, 
and  ranks  as  one  of  the  most  eminent  physiologists  in  Germany, 
having  had  years  of  experience  in  the  use  of  the  secondary  cur- 
rents of  electro-magnetism,  and  magneto-electricity  in  medical 
practice ;  but,  by  an  unexpected  process  and  succession  of  results 
therefrom,  it  appears  that  ho  became  a  warm  advocate  for  the 
employment  of  the  so-called  "constant"  (or  primary)  ^^ gal- 
vanic electric  current,  for  therapeutical  purposes^  Being  the 
contemporary  of  the  no  less  distinguished  Dr.  Duchenne,  of 
France,  who  employs  almost  exclusively  the  interrupted,  alter- 
nated, "  secondary  currents  "  of  induction  for  medical  purposes, 
they  therefore  became  opponents  in  this  world-wide  discussion. 

According  to  Dr.  Duchenne,  "  a  weak  and  continuous  current 
of  galvanism,  when  '  localized^  on  the  skin,  will  produce  pains, 
erythema,  and  even  blisters ;  while  a  stronger  current  will  pro- 
duce, when  carried  into  the  substance  of  a  muscle,  only  feeble 
and  irregular  or  uncertain  contractions."  This,  at  least,  says 
Dr.  Duchenne,  "  is  the  result  of  an  experiment  which  I  made  on 
myself  with  a  battery  of  one  hundred  and  twenty  Bunsen's  ele- 
ments. This  constant  current  also  produces  the  evidences  of 
heat  in  the  profundities  of  the  organism,  all  of  which  phenomena 
are  wanting  if  we  use  only  fifteen  to  twenty  elements."  (!)  In 
the  fourth  chapter  he  gives  further  proof  by  citing  a  case  show- 
ing the  workings  of  the  steady  current  on  the  retina.  It  there 
appears  that  some  kind  of  a  new  electrical  apparatus  was  brought 
into  his  ofiice  by  the  inventor,  while  a  patient  was  in  the  operat- 
ing chair,  suflFering  from  a  paralysis  of  the  face.  He  thereupon 
made  trial  of  this  new  machine,  when,  lo !  the  patient  at  once 
almost  lost  his  sight.  In  the  second  case  there  also  was  brought 
in  to  him  a  new  galvanic  arrangement,  (his  own  invention,) 
known  as  the  "  Pile  d  rubansj^  just  as  he  was  treating  a  patient 
for  double-sightedness.  When  the  doctor  applied  the  current  of 
this  to  the  eyes  of  the  patient,  tlie  latter  jumped  up,  shook  his 
head,  and  then  exclaimed,  "  You  have  only  ane  head !  I  no 
longer  see  double."  This,  in  fact,  is  about  all  that  we  find  from 
Dr.  Duchenne  on  the  physiological  or  therapeutical  value  of  gal- 
vanism by  a  so-called  constant  primary  current.    True,  he  also 
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nieiitions  the  fact  tliat  tlio  constant  ourrcut  is  less  painful  than 
the  interrupted  induction  current,  and  as  producing  quick  ery- 
thema, and  even  blisters.  Spealting  of  the  constant  current  appa- 
ratus wliicli  he  employs  for  treating  diseases  of  the  retina,  — jnle 
d  riibans,  made  of  copper  and  zinc  ribbons,  moistened  with  the 
vinegar  of  wine,  and  hence  extremely  irregular  in  tension,  —  he 
says  it  (galvanism)  is  so  uncertain  in  action,  and  so  unmanoge- 
able,  that  it  is  quite  unsuitable  for  other  physiological  or  thera- 
peutical purposes.  Such  are  the  amount  and  result  of  his  ex- 
perience, according  to  his  own  showing,  i 

M.  Becquerel,  the  discoverer  of  the  more  true  pliysiolo^cal  ' 
action  of  the  primary  currents  of  galvaaism ;  M.  Duboia-Bey- 
mond,  the  discoverer  of  the  most  fundamental  laics  in  electro- 
physiology  ;  aud  M.  Remak,  who  first  put  these  into  praedce 
clinically,  and  thus  gave  a  tangible  starting  point  for  *'  galvano- 
therapeutics,"  —  are  names  the  medical  world  will  yet  more  aud 
more  recognize  and  cherish.  The  latter,  in  speaking  of  liis  first 
bedside  experience,  says, "  The  results  of  my  first  applications 
of  the  galvanic  current  wero  quite  contrary  to  what  I  and  other 
medical  men  had  been  led  to  suppose."  He  observed  that  the 
constant  current,  when  in  reasonable  strength,  and  managed 
with  common  sense,  instead  of  "  necessarily/  "  weakening  a  nerve, 
or  the  excitability  of  a  nerve,  could,  on  the  contrary,  be  so  guided 
as  to  increase  its  excitability,  to  a  certain  degree,  as  is  plainly 
shown  in  the  sensitive  nerves  by  an  increased  suBceptibility  even 
to  a  weaker  current ;  wliile,  in  the  motory  ncn'cs,  it  is  mani- 
fested by  the  increased  streiigth  of  (he  contractions  tliat  aie 
produced  by  the  occasional  interruptions  of  sucli  an  exiuting 
current  after  a  long  in-working.  He  also  early  observed  tHat 
the  natural  voluntary  capability  of  a  muscle,  or  Bet  of  muscles, 
to  contract  and  act  normally,  is  increased  more  rapidly  after 
being  first  a  little  excited  by  moderate  induction  currents,  as 
done  in  the  usual  manner  for  such  treatment,  and  then  u^ng 
the  steady  primary  current,  directed,  for  a  certain  length  of  Ume» 
both  through  the  nerve  trunk  and  the  afflicted  muscles.  To  il- 
lustrate his  particular  views,  he  gives  the  following  case :  — 

A  man  who  had  suffered  for  seventeen  years  from  violent  paiuK 
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in  the  arms,  hands,  and  feet,  accompanied  with  swellings  of  the 
joints,  especially  of  the  fingers  ;  in  fact,  it  was  a  case  of  old 
gouty  rheumatism,  with  contractions  and  nodosities,  of  long 
standing,  which  had  resulted  in  great  helplessness,  atrophy  of 
muscles,  and  trembling  in  the  limbs.  When  the  patient  was 
undressed,  there  was  a  visible  wasting  from  the  shoulders  to  the 
hands,  and  that  with  oscillating  motions  in  the  flexor  muscles, 
which  were  soft  and  flaccid,  with  the  exception  of  the  biceps^ 
which  was,  on  the  contrary,  so  hard  and  contracted  that  the  ex- 
tension of  the  arm,  or  the  lifting  of  it  above  a  horizontal  position, 
was  quite  impossible.  A  seance  was  decided  upon.  "  Some 
thirty-five  elements  of  DanielPs  batteries  were  switched  on  the 
key-board,  and,  by  means  of  small  brass-ball  electrodes  covered 
with  wet  wash-leather,  this  current  was  applied  through  the 
shoulder  and  arm,  in  all  for  about  six  minutes,  as  follows :  First, 
fram  the  nerve  thoracici  to  the  nerve  circumflexus  humeri  for 
one  minute ;  then  from  the  same  point  to  the  anterior  portion 
of  the  muscle  deltoides  for  one  minute ;  then  from  the  deltoideus 
posterior  to  the  nerve  circumflexus  and  fossa  suprorspinata  for 
one  minute  more."  It  will  be  observed,  he  says,  that  the  cur- 
rent had  so  far  been  running  mainly  in  an  upward  direction, 
with  only  some  changes  of  position  for  the  electrodes,  and  with 
momentary  recesses.  Now,  tlie  patient  was  required  to  try  the 
motions  of  the  arm,  and  it  was  at  once  evident  that  he  could 
move  it  about  easier  ;  and  not  only  so,  but  he  could  raise  it  bet- 
ter, and  with  less  pain  and  trembling.  Again  the  electrodes 
were  applied,  the  one  in  the  supra  clavicula  fossa,  while  the 
other  was  on  the  lower  portion  of  the  muscle  biceps,  and  now 
with  a  down-running  current :  thus  it  was  let  on  for  one  minute. 
Then,  after  a  recess  of  a  few  seconds,  it  was  again  let  on  in  the 
same  manner  for  one  minute  more.  Next,  the  one  electrode 
was  removed  to  the  upper  and  posterior  portion  of  the  deltoides, 
while  the  other  electrode  was  planted  on  the  lower  third  of  the 
muscle  triceps,  and  this,  with  an  up-running  current,  was  re- 
tained for  one  minute  more.     Thus  ended  the  first  seance. 

But  I  should  have  mentioned  that  by  this  the  patient  was  a 
little  '^  suppled,"  and  but  a  little.    I  also  wish  to  remark,  as  he 
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has  neglected  to  do  it,  that  when  the  electrodes  are  thus  sito- 
ated  over  a  nerve  trunk  or  bundle  of  muscle  fibres,  it  is  best  to 
disturb  them  a  little,  certainly  as  often  as  everj  ten  or  fifteen 
seconds,  in  order  to  produce  variations  of  density  in  the  oon- 
stant  current,  as  advised  by  Dubois-Reymond ;  and  if  the  one 
that  is  over  the  muscle  is  slid  along,  not  aU  the  timej  but  say 
from  three  to  six  times  during  each  minute,  so  as  to  cross  and 
embrace  the  different  bundles  of  muscle  fibres,  the  benefit  is 
found  to  be  all  tho  gi*eater.  On  the  next  day  he  says  that  pa- 
tient was  broiiglit  again  to  receive  further  treatment.  **  The 
seance  was  repeated  as  before,  but  he  could  bear  now  only 
twenty-five  elements  at  most ;  but  there  was  directed,  in  addition 
to  the  above,  for  each  side,  a  current  of  sixteen  elements  run- 
ning/row the  nerve  thoracivi  in  the  fossa  subclavicularis  to  the 
muscle  pectoralis  major,  or  that  portion  of  it  that  lies  over  the 
third  and  fourth  ril»s.  The  patient  is  now  evidently  better;  pain 
and  trembling  less ; — to  come  the  next  day.  Thus  for  a  fort- 
night he  was  treated,  first,  two  or  three  days  in  the  one  limb, 
and  then  the  same  in  the  other  limb,  and  that  with  a  general 
improvement,  except  in  the  enlarged  joints  of  the  fingers  and 
toes.  The  patient  has  been  able  to  be  about  for  the  past  six 
months,  and,  instead  of  relapsing,  is  still  decidedly  improving 
every  way  to  a  high  degree  of  health,  with  the  only  exception 
of  the  enlarged  joints." 

Dr.  Romak  introduces  the  following  case  to  show  again  the 
remedial  efiects  of  the  {iriniary  current  of  galvanism,  which  is, 
perhaps,  more  familiarly  known  to  some  as  the  "  constant  cur- 
rent." The  case  was  one  of  cramps,  with  a  rigid  persistent  con- 
traction of  the  middle  finger  of  the  left  hand,  which  had  fix)m 
time  to  time  gradually  extended  up  the  flexors  of  the  arm  to 
the  shoulder,  originating,  according  to  the  history  of  the  patient, 
doubtless,  from  a  central  source.  He  therefore  directed  at  first 
a  current  from  fiftecji  DanieU's  batteries,  in  his  usual  manner, 
through  the  shoulder  muscles,  when  he  observed  at  once  that 
the  u|)-running  current  i)roduccd  in  that  arm  a  twitch  at  the 
opening  of  the  circuit.  This,  he  says,  he  always  regards  as  a 
sign  of  abnormal  hyper-excitability,  not  produced  by  tho  cur- 
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rent,  but  a  manifestation  of  an  already  existing  susceptibility. 
He  continued  this  treatment  a  little,  when  the  arm  movements 
were  found  to  be  loosened  in  every  direction.  Similar  manoeu- 
vres were  then  repeated,  as  also  a  current  run  down  from  the 
muscle  pectoralisj  first  to  its  insertion  in  the  humerus^  and  then 
moving  by  gliding  the  positive  electrode  farther  and  farther 
down  the  arm  by  gentle  hitches,  —  done  every  few  seconds,  — 
following  the  course  of  the  muscle  nerves ;  whereupon  most 
remarkable  bettering  effects  were  found  to  have  been  produced. 
In  the  course  of  every  two  or  three  days  the  seance  was  thus  re- 
peated, always  directing  the  variations  of  the  current,  he  says, 
much  through  the  broad-spread  fibres  of  the  pectoral  muscles, 
which,  in  a  word,  was  followed  with  very  decided  and  lasting 
good  results.  He  states  that  he  introduces  this  case  merely  to 
show  by  the  results  thus  obtained,  the  confirmation  in  practice 
of  the  capability  of  this  current  of  galvanism  to  increase,  (even 
in  palsy,  rigid  contractions,  and  atrophy,  whose  central  source 
could  not  be  doubted,^  and  entirely  restore  again  the  normal 
action  of  those  blighted  muscles  and  limbs. 

When  treatmg  of  the  physiological  action  of  the  primary  cur- 
rent. Dr.  Remak  says,  "  I  found  from  the  multitude  of  my  elec- 
tric treatments,  and  especially  from  my  experience  with  such 
patients  as  had  been  previously  treated  by  some  other  surgeons 
with  the  induction  currents  of  magneto-electricity  or  electro- 
magnetism  ^'powerfully  localized  ^^  on  the  muscles,  according  to 
Dr.  Duchenne's  method,  and  particularly  in  those  cases  of  par 
ralysis  that  arose  from  a  central  cause ^  that  although  there  were 
readily  produced  a  plenty  of  tetanic  or  clonic  convulsive  move- 
ments in  the  affected  muscles,  by  means  of  the  induced  (secon- 
dary) current,  still  they  did  not  appear  to  restore  the  voluntary 
motive  power ;  but,  on  the  contrary,  they  sometimes  evidently 
lessened  this  where  it  already  had  existed  in  some  little  degree, 
and  that  this  capability  for  voluntary  action  appeared  to  be  thus 
actually  diminished  by  the  strong  induction  currents,  exactly  in 
proportion  as  the  given  case  of  paralysis  was  depending  at  the 
time  on  a  central  source."  (?)  Subsequently,  he  treated  alter- 
nate patients,  in  great  numbers,  by  these  two  different  kinds  of 
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electric  currents ;  and  the  total  results  completely  confirmed  him  ' 
in  favor  of  tlie  use  of  the  primary  current  of  galvanism,  if  used 
by  a  given  rule,  especially  for  those  cases  of  paralysis,  coutrao 
tions,  and  fixed  joints,  t/iat  depend  vpon  an  existing'  centrai 
lesion  I  This,  tlio  greatest  propositiou  of  Dr.  Remak,  the  author 
of  tliis  work  cannot  fully  indorse ;  it  savors  too  much  of  rash 
and  uniiualified  statement,  or  of  hazardous  treatment ;  still,  there 
is  doublless  involved  hero  a  great  pliysiological  principle,  tliat, 
we  hold,  should  be  watched  and  studied  more  and  more,  as  one  | 
of  the  very  fundamental  laics  of  both  disease  and  cure ;  vis., 
"  reflex  action." 

In  order  to  render  the  electro-muscular  contractions  i)roduced 
at  the  seance,  in  the  paralytic,  of  lastutg  and  curative  service, 
he  says  it  is  necessary  to  change  the  gross,  uncertain,  and  partial 
muscle-fibro  contractions  into  actual  twitchings,  or  strong  to- 
go Iheivlra wings  of  all  the  fibres  of  a  sick  muscle,  cither  through 
the  aid  cif  a  sentient  nerve  which  is  simultaneously  touched  by 
the  current ;  or,  if  this  cannot  be  done,  try  the  manoeuvring  of 
the  current  after  Volta's  or  Ritter's  method,  or  such  other  polar 
alternations  as  will  change  the  point  of  entrance  of  the  current, 
so  as  to  bo  first  at  this  and  then  at  that  pole,  whether  the  direo 
tion  of  the  current  is  also  changed  or  not.  lie  believes  that  the 
closure  of  a  moderate,  primary  current  of  electricity  tlirough  ; 
the  nerves,  in  any  case  of  "  paralysis  from  a  central  cause,"  pro- 
duces a  favorable  result,  only  and  provided  that,  at  each  closing 
and  opening  of  the  circuit,  during  the  seance,  we  arc  careful 
to  make  that  electrode  that  is  over  tlie  more  external  or  distant 
nerve  ramification,  to  vmy  in  pressure,  or  position  every  now  and 
then,  (i.  e,,  every  quarter  or  half  minute,)  so  as  to  wave  or  vary 
the  density  of  the  current,  both  before  and  at  each  putting  oa 
and  taking  off  the  electrode  from  the  skin. 

M.  Hildonhains  has  used  the  so^alled  constant  primary  cur-  j 
rent  of  galvanism  for  tlicrapeutical  purposes,  and  has  reported 
some  trials  made  under  the  auspices  of  M.  Rayer.  But  here 
was  used  a  very  different  apparatus,  and  this,  too,  in  a  very  dif- 
ferent method  from  Dr.  Remak's  practice.  The  former  em- 
ployed Pulvermacher's  chain,  which,  we  know,  is  composed  of  , 
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numerous  small  bits  of  copper  and  zinc,  that  are  moistened 
with  wine  vinegar  and  then  placed  upon  the  patient,  who 
wears  them  for  some  six  to  twelve  hours  together.  Thus  he 
aimed  to  make  up  by  time  with  a  weak  current,  what  the  latter 
sought  to  do  by  more  active  currents  in  a  shorter  time.  But 
there  appears  to  be  no  comparison  in  the  results.  The  apparatus 
that  Dr.  Remak  uses  (a  compound  DanielFs  battery)  gives  a 
very  constant  quantity  current,  with  little  heat,  that  is  entirely 
under  his  control  to  wave,  interrupt,  or  reverse  at  his  will,  and 
that  with  a  power  capable  of  changing  the  polarity  of  the  deep- 
est nerves,  of  producing  the  contraction  of  the  muscle  fibres, 
and  the  dilatation  of  the  vessels;  while  the  Pulvermacher's 
chain,  being  poorly  made,  and  worse  applied,  is  an  inconstant 
current,  working  when  and  where  it  may  happen.  This  proba- 
bly was  the  origin  of  the  once  celebrated  "  Chrisiie^s  Galvanic 
Rings  and  Belts^^^  that  so  flooded  our  country.  Dr.  Hilden- 
hains  advised  the  placing  of  one  pole  of  this  pile  on  the  central 
organ,  i.  e.,  on  the  spine,  while  the  other  end  of  the  chain,  or 
pile,  was  planted  on  the  diseased  part.  This  was  necessarily  a 
failure.  But,  no  doubt,  if  the  current  could  have  been  uniform, 
and  directed  only  for  certain  cases,  this  would  have  rendered 
essential  service  in  many  diseases. 

M.  Robert  Remak  made  his  pre-trials^with  constant  or  primary 
currents  of  galvanism,  with  reference  to  medical  practice, 
first  on  his  own  person.  It  appears  that  he  took  some  forty 
of  Daniell's  elements,  and  from  such  compound-battery  he  ap- 
plied the  current  to  his  arm ;  but,  finding  this  too  painful,  he 
then  used  only  thirty  elements.  Thus,  by  trials  repeated  first 
on  himself  and  then  on  others,  he  arrives  at  the  following  rules, 
(as  he  considers  them,)  which  are  condensed  from  his  work :  — 

1.  The  conduction  of  a  strong  and  somewhat  painful  current 
is  required  to  be  directed  through  a  nerve  trunk,  in  order  to 
produce  in  a  muscle  or  limb  a  general  tonic  together-drawing, 
or,  in  other  words,  a  fair  muscular  contraction. 

2.  If  a  current,  by  coursing  through  a  nerve,  succeeds  in 
producing  a  tonic  contraction,  then  this  contraction  could 
have  been  produced  whether  the  current  embraced  a  greater  or 
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less  extent  of  the  trunk  of  that  nerve.  For  instance :  if  wa  j 
test  the  nerve  medtanus,  it  is  sufficient  to  embrace  between  tho  I 
electrodes  only  that  portion  of  this  nerve  that  lies  along  the  bop-  I 
dor  of  the  lower  tliird  of  tlie  muscle  biceps ;  but  the  facility  of  i 
the  nei-ve  excitement  and  the  resulting  contraction,  increatet 
with  the  length  of  the  nerve  extent  that  is  included  between  the 


3.  A  tonic  contraction  can  be  produced  by  directing  a  weaker, 
steady,  and  continuous  current  of  electricity  tlirough  a  nerve 
trunk,  even  in  cases  where,  if  the  same  stream  is  applied  in  a 
similar  manner  hut  directly  over  tho  muscles  of  that  same  limb, 
it  is  not  ahlo  to  produce  even  an  ofjening  convulsion. 

4.  A  current  can  cause  insuITerabie  pain  without  a  tonic 
contractioii  being  produced  ;  while  in  another  person,  or  even  in 
tho  same  person  at  another  time,  that  same  current  produces 
strong  tonic  contractions,  and  scarcely  any  pain. 

5.  Tlie  production  of  the  tonic  conti'action  is,  however,  gener- 
ally facilitated  by  tlio  same  conditions  which  also  make  tiie 
"  closing  couTulsions  "  lighter  ;  and  that  is,  by  a  sudden  letting 
on  of  the  current.  But  there  are  also  cases  where  only  after  a 
moderate  and  partial  removal  of  the  electrode  from  over  the  nerve 
trunk,  where  it  has  been  applied  for  the  minute  before,  the  tonic 
contraction  commences  wi  the  reach  of  that  nerve,  and  lasts  as 
long  as  the  electrode  is  thus  lightly  touching  the  skin  with  a 
moist  contact. 

6.  From  twenty  to  thirty  of  Daniell's  elements  are  usually 
stttRcicnt  to  produce  a  visible  tonic  contraction  on  the  arm 
of  a  well  man.  But  there  are  persons  who  requij-o  even  double 
that  number  to  show  this  phenomenon.  When  a  tonic  con- 
traction is  not  produced  at  the  first  application  of  the  elec- 
trodes, it  usually  appears  on  the  second  application  ;  \.  e.,  after 
the  first  application  has  been  retained,  and  thus  allowed  one 
minute,  or  bo,  of  in-working  to  quicken  the  nerve  sensibility. 
This  occurs  in  those  cases  where  the  current  olitains  only  tha 
lighter  "entrance  convulsions"  when  applied  directly  to  tho 
muscles. 

T.  Most  young  people,  and  all  who  have  strong  muscles, 
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show  merely  tonic  contractions  in  the  reach  of  the  nerve  trunk 
that  is  traversed  by  the  current.  But  the  phenomenon  can 
change  in  the  same  person  on  diflFerent  days ;  i.  e.,  the  contrac- 
tion can  appear  either  in  the  reach  of  the  so  traversed  nerves,  or 
the  contraction  may  show  itself  in  the  antagonistic  nerve  and 
muscles  on  the  other  side  of  the  limb. 

8.  The  will  retains  so  much  influence  during  the  trial, 
that  it  caUy  when  exercised,  prevent  the  production  of  the 
antagonistic  contraction.  In  such  a  case,  however,  the  entrance 
of  the  current  is  generally  followed  by  tonic  contractions  in 
those  muscles  and  nerves,  towards  which  the  motive  purpose  is 
then  directed ;  while,  at  the  same  time,  the  antagonists  also 
experience  tension. 

9.  Moreover,  this  combat  between  the  flexors  and  exten- 
sors of  a  limb  appears  often  without  any  participation  of 
the  will,  Li  that  case,  it  is  seen  that  one  of  the  contractions, 
which  is  usually  the  flexors,  will  soon  dissolve  or  wilt  down 
again,  and  that  while  the  current  is  still  running,  so  that  the 
prevailing  contraction  goes  over  into  the  extensors,  or  vice 
versa, 

10.  Where  a  tonic  contraction  is  produced  and  maintained 
by  a  current  coursing  through  a  nerve,  we  do  not  succeed, 
by  means  of  the  will,  to  give  superiority  to  the  antagonistic 
contraction. 

11.  It  is  by  no  means  probable,  that  the  antagonistic  con- 
traction is  merely  the  consequence  of  a  psychological  act ;  for 
we  notice  the  phenomenon  equally  in  those  persons  who  are 
wholly  unacquainted  with  the  subject,  or  object,  of  the  test. 
Yet  it  is  equally  true,  that  it  is  difficult  for  many  persons  to 
entirely  avoid  exercising  the  will,  particularly  at  the  moment 
when  the  current  enters  the  nerve. 

12.  In  those  cases  where  the  antagonistic  contractions  oc- 
cur during  the  time  the  current  is  traversing  the  nerve  viedia- 
nus,  the  thought  naturally  arises  that  this  is  the  eflect  of  a  cur- 
rent transplanted  through  the  thickness  of  the  arm,  so  as  to  act 
stronger  on  the  accidentally  more  excitable  extensors  than  it 
does  on  the  flexors,    K  this  explanation  were  just  and  sufficient, 
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says  Bemak,  then  a  direct  excitement  of  the  antagonistic  nerre 
trunk  ought  to  produce  contractions  only  in  the  reach  of  its  own 
ramifications ;  and  the  same  should  happen  also  when  the  ex- 
citement includes  both  nerve  trunks  simultaneously.  But  in 
apparent  contradiction  is  the  following :  — 

Where  a  current,  when  traversing  the  nerve  medianuSj  pro- 
duces extension,  i.  e.,  a  contraction  of  the  extensor  muscles,  so 
as  to  open  the  hand,  yet  we  find,  as  soon  as  the  nerve  radialis 
alone  of  that  arm  is  placed  in  the  current,  or  where  the  media- 
mis  and  the  radialis  are  connected,  as  by  a  wet  bandage,  so  as 
to  be  under  the  same  electrode  which  is  placed  on  the  upper 
arm,  tliere  is  then  contraction  of  the  flexors.  The  same  work- 
ing and  effect  are  produced  when  the  end  of  the  wet  strip  is 
carried  from  any  point  on  the  nerve  medianus  that  is  included  in 
the  circuit,  to  any  point  or  part  of  the  extensor  side  of  the  arm 
or  forearm,  below  where  the  nerve  radialis  runs  out  to  its  ulti- 
mate ramifications.  This  same  effect  is  sometimes  produced 
when  a  wet  strip  is  carried  from  the  nerve  medianus  to  the  back 
of  the  hand  or  fingers.  This  simultaneous  excitement  of  the 
nerves  running  out  on  the  back  surface  of  the  arm  and  hand, 
when  continued  a  minute  or  so,  produces  not  merely  a  tempo- 
rary, but  also  a  lasting,  influence  on  the  tonic  contractions.  For 
if  now  the  wet  pad  is  removed,  and  the  arm  is  perfectly  dried, 
and  the  current  is  so  directed  as  to  course  through  tlie  nerve 
medianus  alone,  we  find  we  do  not  now  get  extension,  as  before, 
but  tonic  flexion  ;  and  it  continues  to  act  thus  until,  by  repeated 
special  voluntary  motions,  its  extensors  have  regained  their  capa- 
bility to  respond  to  the  excitement  in  the  usual  manner.  It  is 
quite  necessary  sometimes,  after  this  trial,  to  rub  the  fingers  and 
muscles  briskly,  to  bring  them  back  to  their  normal  sensibility 
and  capability. 

13.  However  difficult  it  might  be  to  find  a  common  law 
for  these  paradoxical  phenomena,  it  was  highly  probable  that 
they  could  arise  from  some  disturbance  in  the  equilibrium  of  the 
central  organs,  as  tonic  innervation ;  or,  perhaps,  the  excitement 
of  the  sentient  nerves  play  a  real  part  in  the  result.  This 
latter  suspicion  was  all  the  more  confirmed  by  this,  viz. :  that, 
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after  the  current  was  made  to  traverse  the  nerve  radialis  super- 
ficialiSj  —  which  is  a  sentient  nerve  branch,  —  near  to  the  radial 
artery,  there  is  then  occasionally  produced  an  extension  of  the 
hand ;  and  yet  this  eflFect  is  not  apparent  when  the  electrode  is 
not  on,  or  is  removed  rather  to  the  one  side  of  that  nerve,  even 
if  but  a  trifle. 

Such  results  obtained  as  pre-trials  on  man  were  then  followed 
by  the  following  trials  and  deductions:  first,  a  current  run- 
ning in  a  downward  direction  through  the  nerve  radialis 
super/icialis,  produced  the  extension  of  the  hand ;  when  the  cur- 
rent was  turned  so  as  to  run  upward  through  the  same  nerve, 
there  was  closure  of  the  hand.  In  anotlier  person,  in  health,  it 
was  observed  that  when  the  current  traversed  the  ncrv^e  medior 
nus  downward,  there  was  pain,  with  tonic  extension  of  the  hand ; 
but  when  turned  to  run  upward  in  the  same  nerve,  there  was 
less  pain,  but  now  tonic  flexion.  Thus  it  seems,  says  Remak, 
that  no  other  explanation  remained  than  this :  thai  these  tonic 
contractions  were  really  called  in  play  by  a  central  excitement^ 
which  itself  was  caused  by  the  action  of  the  current  on  the  senir 
tient  nerves;  and  that  all  those  variations  and  difierences  ob- 
served in  isolated  cases  arose  from  central  variations  mostly, 
but  also  in  some  degree  from  the  variations  in  the  susceptibility 
of  the  sentient  nerves  along  the  extent  of  their  ramification  — 
"  in  a  word^  this  is  none  other  but  a  true  refleooa^tiony 

In  1858,  he  made  other  trials,  and  having  already  had  much 
experience  in  the  medical  uses  of  electricity,  both  by  primary^ 
constant  currents,  (i.  e.,  seldom  broken,)  and  by  interrupted 
induction  currents,  he  seems  to  be  confirmed  in  the  opinion  of  the 
main,  central  source  of  these  contractions.  He  cites  the  case  of 
a  woman  who  had  long  suffered  from  hemiplegia,  in  whom  he 
succeeded  in  producing  tonic  contractions  of  the  paralyzed  ex- 
tensor muscles  of  the  arm,  by  means  of  the  so-called  constant 
galvanic  current  coursing  through  the  nerve  cruralis  and  its 
branches,  on  the  praralyzed  side. 

The  following  trial,  I  think,  is  a  very  instructive  one.  If  we 
take  even  a  sensitive  frog  thigh,  prepared  after  Galvani's  method, 
and  lead  the  current  on  to  the  nerve  or  muscles,  not  by  means 
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or  fixed  electrodes,  but  merely  by  wet  threads  hanging  from  tW 
electrodes,  or  wire  polos,  we  find  that  tbe  closing  contraction,  a 
also  all  tetanus,  are  avoided.     Mark  tbat,  for  it  is  both  iustructivt 
and  suggestive.    Even  when  a  stronger  current  is  employed  doc 
this  hold  good  —  an  end  that  M.  Matteucci  appears  to  ] 
greatly  sought  for,  as  thought  by  liim  so  desirable  for  given  pu^fl 
poses.     But  the  same  thing  is  observed  when  the  solid  electrodsl 
is  710/  pressed  hard  against  tbe  limb,  but  is  rather  held  but  ^"cryl 
lightly  to  it.     Hence  we  may  infer,  that  a  certain  pressure  of  tbe 
electrodes  over  the  nerves  and  muscles  is  requisite  to  prudacQ 
the  appreciable  varyiugs  in  the  density  of  the  artificial  current, 
which  again  produces  variations  in  tbe  native  animal  eleotric  I 
current,  and  this  brlnga  about  the  increasing  degree  of  muEclfl 
contraction. 

Tlicse  like  trials  make  it  highly  probable,  therefore,  that  the 
galvano-tonic   contractions,    caused  by  a  constant  primary  or 
secondary  current,  when  directed  through  a  nerve  trunk,  and 
observed  in  its  depending  musdes,  belong  mostly  to  those  plifr- J 
nomona  which  are  produced  by  variations  in  the  density  of  thcM 
employed   current.      This  explanation,  moreover,  throws  liglltl 
upon  the  fact,  that  a  steady  and  somewhat  protracted  applicalJo&f 
of  such  a  current  as  will  taiuse  a  closing  twitching  in  the  noarertl 
muscle  fibres,  —  that  is,  in  those  portions  tbat  lie  near  to  the  J 
larger  nerve  twigs,  —  forms  a  favorable  preliminary  to  the  pro 
duction  of  such  a  contraction.     Now,  if  the  excitability  of  thee 
fibres  or  their  nerves  is  not  considerable,  the  fibres  remain  i 
tionless,  i.  e.,  after  producing  the  closing  twitch.     But,  if  the  0 
citahility  of  these  fibres  or  their  nerves  is  considerably  increased^ 
then  tliey  will  show,  while  under  tho  action  of  the  current,  a  fin*! 
and  delicate  trembling  motion,  and  through  this  wavy  motion  a 
the  muscle  fibres,  prevent  tlie  nerves  from  being  afieuted  in  1 
equal  measure.     The  nerve  trunk  will  in  that  case  be  condition!}^ 
flie  same  as  if  it  were  alternately  brought  near  to  and  removed 
from  the  most  dense  current,  without,  however,  being  entirely  oni* 
of  the  sphere  of  its  influence  ;  that  is,  the  different  parts  of  the 
nerve  and  muscle  fibres  will   respond  to   currents   of  different 
density,  on  account  of  their  possessing  varying  degrees  of  resist- 
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ance;  and  again,  that  in  proportion  as  the  muscles  are  de- 
pending on  that  nerve,  they  take  on  a  contraction  which  may 
be  either  tonicj  i.  e.,  without  interruption,  or  whose  actually 
existing  variations  escape  observation  from  being  covered  up  with 
the  skin. 

Furthermore,  "  it  is  demonstrated  in  the  living  human  being," 
says  Dr.  Remak,  "  that  a  constant  primary  galvanic  current,  as 
from  thirty  to  fifty  Daniell's  elements,  when  directed,  say  through 
the  nerve  medianus  in  a  downward  course,  produces  the  more 
pain  and  less  extension  of  the  limb ;  while  if  an  upward  cur- 
rent is  used  on  the  same  nerve,  there  is  the  less  pain  and  more 
extension  of  the  limb ;  and,  moreover,  that  while  such  a  current 
is  so  running  through  the  nerve  medianus^  according  to  the  rule, 
and  perhaps  causing  at  first  an  extension  of  the  arm  and  hand, 
there  may  appear  in  the  same  case,  sometimes,  a  dropping  of  the 
hand,  i.  e.,  during  the  action  of  that  same  current ;  and  this, 
again,  may  be  quickly  succeeded  by  a  contraction,  caused  by  a 
still  further  action  of  the  same  current.  Again,  where  the  elec- 
trodes are  situated  over  the  nerve  trunk  and  its  ramifications,  in 
such  a  manner  as  to  lead  the  current  obliquely  from  the  flexion 
side  of  the  limb  to  the  extension  side,  even  if  with  a  less  cur- 
rent, there  appears  to  be  more  effect  than  a  stronger  current 
produces  when  the  current  is  directed  so  as  to  meet  the  nerve 
fibrils  from  without,  inwards.  And,  again,  while  it  is  true 
that  the  skin  ofiers  a  certain  degree  of  resistance,  still  are  we 
compelled  to  believe  that  the  sentient  nerves  participate  in  the 
results  that  at  first  sight  might  be  ascribed  solely  to  the  motor 
nerves ;  and,  finally,  that  under  certain  circumstances,  it  requires 
but  a  relatively  small  fibre,  nerve,  or  central  excitement,  to 
change  a  simpte  current  closing  twitch  into  a  true  tonic  contrac- 
tion. Electro-tonic  contractions  do  sometimes  appear  to  set  in, 
without  the  participation  of  the  sentient  nerves,  or  of  the  central 
organs ;  but  they  manifestly  more  generally  come  from  joint  ef- 
fects on  the  sentient  and  motor  nerves,  being  manifested  not  only 
in  the  reach  of  the  nerves  excited,  but  also  in  the  antagonizing 
muscles ;  and  this  phenomenon  cannot  be  satisfactorily  explained 
in  any  other  way.    The  central  in-working  of  the  constant 
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current,  as  appearing  from  the  foregoing,  and  so  far  as  made 
apparent  by  the  galvano-tonic  contractions,  might  be  ascribed  bj 
some  to  the  production  of  a  variable  sensation  of  pain  in  some 
cases  ;  but  pain  in  other  cases  does  not  at  all  appear." 

Dr.  Remak  says  his  own  experience  has  led  him  to  view  this 
class  of  results  produced  by  the  current,  in  the  muscle  fibres  and 
through  the  nerve  fibrils,  as  proceeding  directly  through  and  from 
the  central  organs,  entirely  independent  of  any  pain  excited  by 
the  current ;  and  that  there  are  also  some  other  clear  cases  of 
galvano-tonic  contractions,  whose  origin  is  exclusively  central. 
To  illustrate  this  he  mentions  the  case  of  a  woman  who  had 
been  suffering  for  eighteen  months  with  a  complete  hemi- 
plegia of  the  right  side,  together  with  a  total  loss  of  speech,  the 
results  of  an  apopleocia  cerebralis  which  attacked  her  in  childbed. 
But  after  mentioning  the  various  treatments  she  had  received, 
without  any  good  results,  he  then  proceeds  to  say  that  when 
he  caused  a  steady  current  of  from  twenty  to  thirty  Daniell's 
elements  to  bo  directed  through  the  nerve  cruraliSj  or  its  cuta- 
neous branches,  there  appeared,  after  twenty  to  thirty  seconds, 
involuntary  movements  of  the  palsied  hand  and  fingers,  that  con- 
tinued as  long  as  he  retained  the  application.  Then,  again,  the 
same  effects  were  produced  from  a  similar  treatment  of  the 
nerve  ischiaticus  !  Tliese  effects  were  evidently  not  temporary, 
but  enduring,  from  the  fact  that  the  patient  re-acquired  by  de- 
grees the  natural  influence  of  the  will  over  those  extensor  mus- 
cles of  the  leg  and  arm,  which  up  to  that  time  had  been  totally 
paralyzed ;  and  this  bettering  was  all  the  more  noticeable,  as 
he,  from  time  to  time,  called  forth  contractions  in  the  arm  from 
galvano-tonic  reflex  action  "  by  an  vp-mnnirtg  current  thravgh 
the  nerve  ischiaticns  —  alternated  sometimes  also  with  the  cur- 
rent run  in  the  usual  manner  on  the  arm  itself."  He  is  of  the 
opinion  that  this  kind  of  battery  in-working,  through  the  thigh 
nerve,  is  of  real  and  all  the  more  peculiar  influence  for  good, 
from  the  distance  and  direction  of  the  thus  produced  reflex 
motions  through  the  motory  apparatus  and  powers;  as  shown,  too, 
by  the  control  the  central  organs  afterwards  permanently  obtained 
over  the  palsied  limbs. 
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Another  important  fact,  that  is  obtained  by  liirn,  both  from 
these  trials  and  from  the  treatment  of  many  cases,  which  is  a 
gain  for  therapeutics,  is  this  —  that  a  constant  primary  current, 
of  a  supportable  and  reasonable  strength,  directed  through  the 
nerve  trunks  and  muscle  fibres  by  means  of  metallic  electrodes 
with  wet  coverings  of  buckskin  or  cloth,  applied  to  the  skin  of  a 
healthy  person,  is  far  from  producing'  any  sort  or  kind  of 
^palsying^^  influence  whatever;  but,  on  the  other  hand,  the 
increased  excitahility  of  the  affected  parts  from  the  working  of 
the  current  becomes  perceivable  in  the  sentient  nerves,  as  shown 
by  increasing  pain  ;  and  under  favorable  circumstances,  is  shown 
also  in  the  motory  nerves  by  tonic  contractions.  If,  therefore,  it 
is  almost  impossible  to  derive,  by  means  of  the  constant  current 
through  wet  covered  metallic  electrodes,  any  other  than  the  more 
vigorous  actions  of  the  muscles  through  nerves,  it  is  clear  that 
a  down4oning  or  paralyzing  effect  is  only  to  be  expected  or 
obtained  under  the  conditions  by  which  M.  Matteucci  tried  to  ac- 
complish it,  viz.,  by  means  of  wet  strips  of  linen  used  as  elec- 
trodes to  let  on  the  current  in  the  utmost  gentle  and  gradual 
manner  possible,  and  to  maintain  it  long,  and  then  to  take  it 
off  in  the  same  slow  and  cautious  way,  so  as  to  avoid  produ- 
cing any  twitchings,  or  tonic  contractions,  by  avoiding  the  least 
possible  approach  to  interruptions,  or  variation  in  the  density  of 
the  in-working  constant  current. 

Here  I  must  also  mention  that  we  should  take  care  not  to 
ascribe  the  absence  of  sensation,  absence  of  closing  twitcliing, 
or  absence  of  tonic  contraction,  to  the  necessary  want  of  ac- 
tion in  the  current ;  and  therefore  it  is  of  paramount  impor- 
tance for  those  employing  the  constant  galvanic  currents  for 
therapeutic  purposes  to  always  include  a  galvanometer,  or  some 
kind  of  electrometer,  as  the  galvanoscope,  in  the  same  circuit, 
80  as  to  indicate  somcy  but,  better  still,  the  precise  degree  of 
activity  of  the  current ;  or  employ  Garratt's  graduated  battery. 

As  a  general  rule,  I  think  the  comparative  excitability  of 
nerve  trunks ^  as  uniformly  shown  by  pain  or  contraction,  appears 
greater  the  nearer  the  excited  portion  of  the  nerve  lies  to  the 
brain.     This  holds  good  not  only  as  regards  single  nerves,  but  it 


is  applicable  to  all  the  nerves  of  the  liumaa  oi^insm. 
witli  tiie  inotory  nerves  it  appears  to  he  a  rule  that  here,  also, 
the  excitability  decreases  in  jji'oportion  as  it  is  made  farther  from 
the  brain:  thus  tonic  con ti-actions  can  be  produced  on  tlie. 
human  hand  with  so  much  the  more  facility  the  nearer  the  eleerj 
trades  are  placed  to  the  brain  over  the  trunk  of  the  nene  metl^ 
anus  on  the  upper  arm. 

LabUe  stream  workings  are  those  that  are  produced  by 
of  small  metallic  electrodes  covered  with  wet  wash-leather,  flan- 
nel, or  linfii.and  wliich  are  either  hitched  along  over  the  surface^i 
say  every  five  seconds  or  so,  on  and  in  the  course  of  the  nervB^', 
or  held  more-and-less  firmly  against  the  skiu,  so  as  to  cause 
either  case  frequent  or  constant  changes  in  the  density  of 
cun-ent. 

Stabile  stream  workings  are  those  vsed  for  down-toning 
i.  e.,  for  purposes  exactly  opposite  to  excitability.  For  Uiis  pi 
pose  wc  must  always  choose  large,  soft,  and  moist  elcctrodt 
which  must  be  gently  and  very  gradually  applied,  and  then  helitJ 
with  an  even  pressure  and  moderate  current,  and  then  removf 
again,  after  the  time,  say  from  one  to  five  minutes,  with 
same  dcgi-ee  of  pi-ccaution. 

There  is  a  nice  difference,  also,  to  be  observed  between  the  «ij] 
trance  and  leaving  muscle  contractions  and  the  closing  and 
iitg  contractions.     These  first,  as  we  liave  seen,  occur  at  the  u 
stant  the  current  of  the  battery  begins  to  course  tlirough  tli6: 
nerve  and  flesh  ;  wliile  the  others  occur  at  the  instant  the  ci 
rent  is  interrupted,  opened,  or  broken,  (as  these  latter  terms 
synonymously  employed.)     But  the  term  '^entrance  contri 
tion  "  refers  to  the  putting  on  the  electrode,  while  the  current 
still  running,  and  the  term  "  leaving  contraction  "  refers  to 
removal  of  the  electrode  tn/tik  the  current  is  still  runuiag. 
the  otlier  hand,  the  term  "closing  contraction"  refers  to  the' 
closing  or  making  the  circuit,  as  by  the  metallic  switch  contact 
of  the  key-board  ;  and  the  "  opening  contraction"  refers  to  tlie 
opening  or  breaking  of  tlie  circuit  by  opening  the  same  metallic 
key  of  the  key-board.    The  latter  division  i*  stronger  in  effeii 
than  the  former,  probably  because  the  electro-tonic  state  is  more 
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readily  induced  by  the  very  sudden  change,  than  by  the  more 
gradual  application  and  removal  of  the  electrode.  Therefore 
we  obtain  a  rule  in  practice,  that  where  we  wish  to  lone  up,  or 
produce  increased  excitability^  the  quick,  metallic  making  and 
breaking  of  the  current  is  best.  Also,  for  this,  the  choice  of  a 
brisk  current  through  hard,  moist,  and  moderate-sized  electrodes 
is  best.  While,  for  toning  down^  the  gentle  putting  on  of  the 
electrodes,  and  taking  them  away  again  after  a  more  lengthy 
application,  and  this  while  the  even  current  is  still  running,  is 
always  to  be  preferred ;  so,  for  this  end,  we  should  also  choose  the 
large,  fine,  and  softest  sponge  electrodes,  and  employ  the  most 
gently  managed,  even,  and  moderate  current. 

We  shall  sometimes  find  that  we  can  obtain,  even  from  a 
medium  labile  workings  a  moderate  degree  of  down-toning  in 
abnormally  exalted  nerves.  But  we  must  not  be  too  confident 
that  the  stabile  in-working  of  the  constant  current  through  a 
nerve  produces,  by  the  induced  electro-tonus,  a  diminishing  of 
capability  or  of  sensibility  under  all  conditions  and  to  any  ex- 
tent. Rather  will  we  meet,  in  practice,  with  the  more  uniform 
facts  that  invite  us  to  the  view  that  the  reestablish  ment  or  the 
increase  of  the  somewhat  existing  electro-tonus  in  the  nerve 
fibrils  and  muscle  fibres,  by  means  of  stabile  currents,  is  the  very 
best  means  for  bringing  the  nerves  into  a  condition  most  suitable 
for  the  normal  or  natural  conduction  of  both  peripheral  and 
central  impressions. 

It  is  now  ascertained,  as  I  am  inclined  to  believe,  that  the  cur- 
rent variations^  even  when  small,  are  sufficient  to  produce 
changes  in  the  density  and  uniform  direction  of  the  native  nerve 
current,  and  are  more  powerful  and  efiectual  to  arouse  an  in- 
creased susceptibility  in  the  nerve,  for  the  future  working  of  the 
applied  current,  than  the  stabile  in-working  acting  even  for  a 
longer  time.  Our  experience  also  teaches  that  the  increase  of 
susceptibility  in  a  nerve,  appearing  at  a  labile  in-working,  is  seen 
not  only  at  the  entrance  and  leaving  of  the  same  current,  but 
even  with  a  weaker  current ;  so  that,  for  instance,  where  a  nerve 
is  not  susceptible  to  the  action  of  a  given  primary  current,  —  say 
from  ten  elements, — yet  it  will  be  made  to  acquire  this  aptitude 
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after  a  short  in-working  of  forty,  then  tliirty,  then  twenty  ele- 
ments, for  a  few  seconds  each,  so  that  the  nerve  will  now  respond 
promptly  to  the  ten.  This  increase  of  excitability,  brought 
about  by  the  current,  is  most  easily  traced,  for  example,  on  the 
muscle  biceps  J  or  on  the  facial  muscles.  We  therefore  lay  it 
down  as  a  rule,  that  a  current  which  at  first,  as  in  cases  of  palsy, 
produces  neither  an  entrance  or  leaving  contraction,  can  be 
made  to  show  it  after  having  an  in-working  for  thirty  to  sixty 
seconds  of  the  same  current  strength,  and  tliis  all  the  more 
prompt  the  longer  the  current  has  so  worked.  Indeed,  very 
similar  results  as  these  last  are  obtained  when,  in  the  same  man- 
ner, we  use  the  induction  secondary  currents  of  fine  vibrations 
as  if  a  primary  current. 

From  the  repeated  results  at  the  electric  seance  of  paralyzed 
patients,  we  find  that  the  previous  employment  of  say  a  half- 
quantity  induction  current,  —  that  is  sufficient  to  produce  mus- 
cular contractions,  although  the  electrolytic  action  of  this,  aa 
shown  in  the  galvanometer,  being  nearly  at  zero,  —  increases  the 
susceptibility  of  the  nerve  and  muscles  for  the  after  in-working 
of  the  constant  primary  current,  certainly  as  far  as  that  is  shown 
by  pain,  redness,  and  twitchings  at  the  entrance  and  leaving  of 
the  current.  Furthermore,  we  find  that  the  susceptibility  of  the 
muscles  and  nerves  to  the  action  of  induction  or  Faradaic  cur- 
rents, and  to  constant  or  Galvanic  currents,  is  about  the  same ; 
but  there  are  cases  among  healthy  persons,  and  others  still  more 
marked  among  the  paralytic,  where  the  action  of  this  current 
or  that,  decidedly  prevails. 

It  is  but  a  natural  query,  arising  from  many  observations  of 
Galvanic  and  Faradaic  treatments,  wlietlicr  the  change  thus  pro- 
duced in  the  electro-tonus  of  the  nerve  and  its  depending  mus- 
cles does  not  play  an  essential  part  in  those  cases  where  are  shown 
the  most  wonderful  and  otlierwisc  unaccountable  curative  effects 
of  the  various  electric  currents ;  altliougli  it  is  more  in  harmony 
with  our  present  knowledge,  and  the  prevailing  opinions,  to  say 
that  the  electrolytic  working  of  the  current  produces  tlie  res- 
toration. 

"  Volta^s  Alternatives. '^^  —  We  look  upon  these  manoeuvres,  in 
given  cases,  as  some  of  the  most  powerful  means  we  possess  for 
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producing  an  in-working  of  the  current  in  the  fibrils  of  the 
nerves,  and,  in  the  ultimate  muscle  fibres,  for  increase  of  excita- 
bility. Yet,  according  to  Dr.  Remak,  we  must  always  make  a 
rigid  distinction  between  the  excitability  of  a  nerve  or  muscle 
and  its  capability ;  for  these  two  terms  are  not,  in  these  con- 
nections, the  same. 

I  have  never  as  yet  been  able  to  discover  any  diminution  of 
susceptibility  from  the  moderate  use  of  this  method  of  using  a 
current,  as  to  strength,  say  twenty  DanicU's  elements,  or  half 
power  of  induction  currents ;  and  as  to  time  of  each  alternat- 
ing, say,  for  an  average,  every  fifteen  to  thirty  seconds ;  and  as 
to  length  of  seance^  say  five  or  ten  to  fifteen  minutes,  —  so  far 
as  it  was  shown  by  pain  and  prickle,  by  contractions,  and  other 
sensations.  Not  only  so,  but  there  is  usually  an  increased  re- 
sponse to  the  manoeuvres  of  the  electrodes ;  for  where  a  motor 
nerve  is  embraced  in  the  current  that  did  not  at  first  show  anv 
muscle  twitch,  it  will,  after  a  very  few  turns  of  the  current- 
changer,  respond  by  strong  contractions  in  its  depending  muscles, 
or  in  their  antagonists.  This  proves  M.  Marianini's  observation 
to  be  correct,  that  "  the  induced  opening  contraction  always  indi- 
cates an  increased  preparation  for  the  response  to  the  production 
of  the  opposite  current."  We  also  find  that  this  increase  of  sus- 
ceptibility is  augmented  all  the  more,  tlie  more  suddenly  that 
change  in  the  current  is  produced. 

"  3%c  Tetanus  of  Ritter  "  —  so  often  quoted,  but,  after  all,  seen 
only  in  the  dead  frog  —  I  believe  has  never  been  observed  in  liv- 
ing men ;  i.  e.,  after  employing  the  constant  current  for  reme- 
dial purposes :  nor  is  any  moderate  working  of  a  current  able  to 
render  either  a  nerve  or  muscle  not  susceptible  to  the  entrance 
of  the  same  or  tlie  opposite  current.  But  still  I  believe  this 
might  be  produced  by  an  unwarrantable  and  abusive  use  of  a 
very  powerful  and  painful  current,  repeatedly  applied  and  re- 
versed by  a  metallic  currentKjhangcr,  if  persisted  in  for  some 
time.  So  is  a  guano  island  desolate ;  and  when  guano  is  too 
powerfully  applied  to  a  field  or  orchard,  it  is  well  known  that 
it  kills  ;  but  in  that  very  power ^  when  rationally  employed,  con- 
sists its  undeniable  fertilizing  capabilities. 

27 
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Polar-toorking  of  either  the  primary  or  secondary  current  is 
a  term  given  to  whatever  eflFects  are  produced  at  the  site  of  the 
two  electrodes,  at  the  entrance,  during  the  stay,  and  at  flie 
leaving  of  the  current.  This  term,  therefore,  covers  those  older 
terms  of  "  convulsion  pole,"  "  painful  pole,"  and  also  those 
changes  which  were  produced,  or  rather  were  supposed  might 
be  produced,  by  a  protracted  application  of  the  electrode  in  the 
same  spot. 

Grapengeisser,  Matteucci,  and  Remak,  particularly,  state  that 
the  action  of  the  zinc  pole  of  the  constant  or  primary  current, 
as  of  Daniell's  battery,  is  the  strongest.  We  find  that  the  down- 
nmning  of  such  a  current  produces  stronger  twitching  at  the 
closure  of  the  circuit,  during  the  closure,  and  at  the  moment  of 
taking  it  away;  while  the  up-running  current  produces  more 
twitchings  and  longer  enduring  contractions,  both  at  the  making 
and  breaking  of  the  current.  Tliis  rule  applies  not  only  to  the 
superficial  nerves  at  the  borders  and  surface  of  the  muscles, — 
as  this  can  be  distinctly  seen  by  trials  on  the  muscle  biceps, — 
but  it  applies  also  to  the  deeper  ramification  of  the  motor  nerves, 
even  those  situated  deep  inside  the  body  of  the  muscle. 

Introrpolar  workings  of  electric  currents  arc  those  which  become 
apparent,  even  in  healthy  persons,  in  the  territory  of  the  ultimate 
ramifications  of  a  nerve  that  is  being  embraced  in  the  electric 
current ;  as,  for  examj)Ic,  where  the  current  has  been  applied 
and  maintained  in  the  contrary  direction  to  tlic  natural  nerve- 
current  ;  and  thus  a  modification  in  the  latter  is  produced. 

Extra-polar  uiorking  of  a  current  is  simply  that  whicli  is  pro- 
duced outside  of  the  direct  route  between  the  two  electrodes, 
and  which  is  manifested  by  sensations  or  motions  not  properly 
arising  through  the  nerve  fibrils  embraced  by  the  current.  These 
effects  are  more  easily  traced  in  sentient  than  in  motory  nerves. 
Under  this  head  we  will  call  attention  to  the  fact  that  any  one 
can  observe,  viz.,  that  when  employing  strong  induction  cur- 
rents, as  upon  the  nerves  and  muscles  of  the  arm,  if  the  elec- 
trodes are  pressed  hard  upon  or  over  the  motor  nerve,  it  lessens 
the  pain,  and  at  the  same  time  causes  the  contractions  to  take 
place  stronger  and  deeper.     Tliis  is  a  strange  phenomenon.     It 
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has  been  thought  by  some,  that  the  constant  primary  current, 
and  also  the  secondary  current,  does  not  act  by  a  true  central 
reflex  action,  but  rather  by  the  painful  excitation  of  the  peri- 
pheric nerves,  such  as  are  pairing  oflF  with  their  fellows  of  mo- 
tory  nerves,  and  thus  causing  contractions  by  a  kind  of  local 
reflex  action.  But  if  this  be  so,  how  can  we  explain  the  fact 
just  mentioned  as  to  the  Faradaic  phenomenon  ?  According  to 
this  view,  when  lightly  applied  electrodes  with  strong  induction 
currents  cover  the  region  of  a  nerve,  then  there  should  be  more 
contraction,  because  more  pain.  But  we  see  that  by  pressing 
the  electrodes  deep  into  the  flesh,  the  pain  is  less^  while  the  con- 
traction is  so  much  the  greater.  It  cannot  be  an  exclusive 
action,  then,  of  that  sort. 

We  find  that  good  electro-muscular  contractions  are  not  al- 
ways to  be  produced  either  through  the  employment  of  Faradaic 
or  Gralvanic  currents  even  on  the  nerve  trunk,  or  on  a  pure  mo- 
tory  nerve,  until  its  branches  in  the  muscles  themselves  have 
reacquired  their  excitability  by  the  action  of  the  current,  i.  e., 
by  the  extrorpolar  working  of  the  current,  which  is  possible  even 
on  the  motory  nerves ;  but  this  is  realized,  probably,  only  under 
certain  conditions  of  the  peripheric  extension  workings  pro- 
duced by  the  current. 

Polar  alternatives  are  those  alternating  motions  in  the  man- 
aging of  the  electrodes  during  a  seance^  that  is  simply  the  re- 
moval or  disturbance  of  one  electrode  while  the  other  remains, 
and  tlien  the  removal  of  the  latter  while  the  former  remains, 
and  so  on,  either  alternately,  double  alternately,  or  treble  alter- 
nately ;  i.  e.,  three  times  lifting  the  one,  and  then  the  other  tliree 
times,  &c.  By  such  manoeuvres  we  are  enabled,  by  means  of  one 
and  the  same  galvanic,  or  even  electro-magnetic  current,  to  ex- 
pose two  different  muscle  groups,  or  nerve  groups,  in  an  unequal 
labile  excitement  —  a  means  of  great  value  in  a  portion  of  cases 
that  present  for  treatment.  Those  phenomena  which  appear  in 
very  excitable  muscles,  belong  to  the  local  workings  of  current 
variations  in  the  nerves  and  muscles  together,  as  where  a  current 
is  directed  through  the  motory  nerve  peroneus,  which  occasions, 
even  at  its  leaving,  a  contraction  in  the  depending  muscles; 
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while  a  current  of  equal  or  greater  strength,  directed  in  precisely 
the  same  manner  through  the  muscles  themselves,  shows  no  sign 
of  contraction.  If,  now,  we  place  one  electrode  on  the  muscle 
and  the  other  electrode  on  the  nerve  trunk,  then  the  lifting  up 
of  the  latter  electrode  will  produce  contraction,  while  the  lifting 
up  of  the  other  will  leave  the  muscle  still  at  rest ;  and  this  dif- 
ference between  the  two  will  be  the  greater,  the  more  care  we 
take  to  produce  waving  or  staggering  of  the  current,  just  as  the 
electrode  is  leaving  the  skin. 

"  Alternations  of  Ritter  "  may  be  understood  by  placing  Jhe 
two  electrodes,  say  the  one  on  the  nerve  medianusy  and  the 
other  over  the  nerve  radialiSj  in  the  neighborhood  of  the 
bend  of  the  elbow  where  those  nerves  come  nearest  the  skin, 
and  then  make  contact  from  a  battery  of  some  thirty  to  fifty 
DanieU's  elements,  for  there  will  appear,  as  a  general  tiling,  im- 
mediate contraction  for  flexion,  which  may  also  last  while  the 
current  runs,  producing  a  fair  bending  of  the  arm  from  the  ac- 
tion of  the  flexors.  Sometimes,  however,  this  appears  rather  in 
the  extensors.  But  if  the  direction  of  the  same  current  is  now 
reversed  by  means  of  the  metallic  key  of  the  key-board,  and 
that  while  the  electrodes  remain  as  they  were  upon  the  same 
spots,  then  the  previous  contraction,  after  a  momentary  recess 
occasioned  by  the  turning  of  the  current,  appears  again,  (^and 
now  with  increased  strength ^^  or  even  will  show  it  in  the  antago- 
nizing muscle  groups.  Now,  in  case  this  latter  result  obtains,  if 
the  current  direction  be  changed  again  very  suddenly,  as  before, 
tlicn  the  previous  contraction  comes  in  again,  and  this  "al- 
ternation "  appears  so  much  the  more  readily  in  proportion  to 
the  suddenness  and  frequency  of  the  changed  directions  of  the 
current.  Occasionally  these  results  do  not  appear  until  after 
the  changing  has  been  repeated  several  times.  Sometimes, 
moreover,  these  alternations  of  the  current  are  attended  with 
contraction  of  the  flexors  from  the  up-running  current,  while 
the  down-running  current  produces  contraction  in  the  extensors ; 
and  this  order  of  events  follows  the  regular  turnings  of  the 
current. 

Labile  workings   of  primary,  and  also  of  secondary  elec- 
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tro-magnetic  currents,  can  be  most  easily  produced  by  changing 
the  position  of  one  or  both  the  electrodes  up  or  down  on  the 
nerve  course,  or  over  the  muscle  fibres,  so  as  to  increase  and 
diminish  alternately  the  distance,  and  hence  the  amount  of  sub- 
stance and  resistance  there  is  between  the  poles.  This,  I  find, 
often  proves  actively  remedial,  even  where  it  does  not  cause  any 
visible  contractions ;  and  that  too,  sometimes,  where  very  active 
convulsive  twitchings  had  been  repeatedly  produced  in  the  same 
case  previously  by  "  hap-hazard  "  magneto-electric  treatments, 
that  were  attended  with  no  durable  improvement,  but  perhaps 
only  with  a  diminishing  of  the  little  voluntary  capability  that 
before  remained  ;  also,  where  stabile  primary  currents,  of  equal 
strength,  refused  to  act. 

Labile  contractions  are  those  which  are  produced  in  the  mus- 
cles, or  in  the  muscle  nerves,  simply  by  variations  in  the  density 
of  the  electric  current  that  passes  through  a  given  fibre,  or 
group  of  fibres,  or  twig  of  nerve  that  ramifies  the  fibres,  (but 
without  actual  interruption,)  according  to  the  law  laid  down  by 
M.  Dubois-Reymond,  namely,  that  a  muscle  responds  by  con- 
traction not  only  to  the  interruption  of  the  current,  but  also  to 
a  variation  of  the  current.  These  labile  contractions  can,  there- 
fore, be  produced  when,  from  the  efiects  of  the  current,  the 
nerves  and  muscles  have  acquired  a  certain  degree  of  excitability, 
and  if  we  then  give  to  one  or  both  electrodes  the  least  move,  or 
by  gliding  them  along  a  little  without  actually  removing  either 
of  them  from  the  skin,  the  muscle  fibres  over  which  the  mov- 
ing electrode  approaches  go  into  contraction,  while  those  other 
fibres  of  the  same  muscle,  or  other  muscles  that  the  electrode 
leaves,  at  the  same  time  cease  to  contract.  If,  now,  the  button- 
like electrode,  that  is  covered  with  wet  cloth  or  wash-leather,  be 
moved  along  in  a  wavy  or  undulating  manner  over  the  course  of 
the  nerve ^  then  all  the  muscle  fibres  depending  on  that  nerve  will 
be  afiected  ;  i.  e.,  if  they  are  in  a  state  of  sufiiciently  high  excita- 
bility. Those  fibres  near  by  and  immediately  touched  will  also 
be  influenced,  but  in  a  less  degree.  On  the  whole,  the  working 
will  often  appear  to  be  the  strongest  in  the  muscle  fibres  them- 
selves.   We  can  produce  analogous  labile  excitement  in  the 

27* 
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iicrve  tnmk  that  occasions  tonic  contractions  of  varied  degrees, 
according  to  the  resistance  the  given  current  meets  in  its  way. 
Labile  contractions  can  also  be  produced  by  directing  one  elec- 
trode so  as  to  glide  over  the  point  of  insertion  of  the  tendon 
into  i\iQ  farther  end  of  the  fibres  of  the  muscle. 

We  are  led  to  notice  that,  for  instance,  in  lean  persons,  when 
the  platysma  myoides  is  caused  to  contract  by  Faradaic  or  Gal- 
vanic excitement,  the  skin  of  the  neck  is  raised  into  sharp  folds, 
over  the  contracted  fibres  of  that  muscle,  from  the  transversal 
arrangement  of  the  electrodes  above  the  clavicle.  Now,  as  soon 
as  one  of  the  electrodes  is  swept  along,  we  get  the  labile  con- 
tractions in  the  successive  fibres  over  which  it  passes.  But  the 
contractions  are  still  stronger  if  the  electrodes  are  situated  so 
as  to  be  according  to  the  anatomy  of  that  muscle ;  i.  e.,  longi- 
tudinal with  its  fibres,  if  the  electrode  movements  regard  that 
mainly,  although  obliquely.  In  such  muscles  as  are  attached 
fleshily  to  the  bones  of  the  joints,  the  mechanical  effect  of  the 
current  is  almost  nothing  when  the  electrode  passes  transversely 
across  the  fibres  of  them.  But  we  can  increase  this  effect,  as, 
for  instance,  on  the  extensor  muscles  of  the  relaxed  and  down- 
hanging  hand,  by  a  proper  position  or  support^  as  of  the  forearm^ 
so  that  the  current  will  then  simj)ly,  from  that  little  aid,  produce 
a  full  lifting  of  the  hand  to  a  horizontal  })osture,  while  the  elec- 
trode moves  along  rather  obliquely  across  the  direction  of  those 
extensor  muscle  fibres  on  the  forearm,  and  thereby  changing 
even  the  labile  contractions  into  a  gradually  increasing  tonic 
together-drawing  of  the  fibres  of  the  extensor  muscles,  and  thus 
producing  a  good  stretch  of  the  hand. 

Sometimes  we  notice  the  lal)ile  contractions  of  the  contractile 
tissues  and  muscle  fibres  will  appear  only  at  the  moving,  and  not 
at  all  at  the  stationary  electrode.  This  is  according  to  the  ex- 
citability of  the  contractile  fibres  that  come  respectively  under 
the  electrodes.  If  the  trial  is  reversed,  i.  e.,  if  the  previously 
moving  electrode  is  now  held  at  rest,  while  the  other  one  is 
caused  to  vary  and  move  a  little,  then,  even,  will  the  very  same 
fibres  twitch  which  are  under  or  near  the  electrode  that  is  at 
rest.     This  can  be  tested  in  another  way  on  a  large  scale,  as 
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with  whole  muscles  or  nerve  groups,  if  we  place  one  electrode, 
for  instance,  on  any  point  of  the  upper  or  forearm  we  choose, 
as  on  the  nerve  medianus^  while  the  other  electrode  is  made  to 
move  over  the  nerve  radialis^  or  its  motory  branches  in  their 
muscles.  The  flexors  will  at  first  remain  at  rest,  while  only  the 
extensors  will  get  into  a  state  of  labile  movement ;  i.  e.,  after  a 
time,  when  they  have  acquired  a  sujflScient  touing-up  from  the 
current  stimulus,  (which,  however,  sometimes  fails  to  occur,) 
but  which  can  be  easily  ascertained  by  a  revcrson  of  the  trial. 
Even  in  cases  of  nerve  and  muscle  sickness,  and  where  the  exten- 
sors are  deprived  of  all  voluntary  capability,  neither  are  able  to 
be  excited  more  by  localized  Faradaic  currents  directed  to  those 
muscles,  still  will  their  labile  excitement,  under  the  same  con- 
ditions, bring  about  a  contraction  in  the  antagonizing  flexor 
muscles,  and  this  simply  because  the  flexors  were  in  tliat  case 
already  more  susceptible  to  the  influence  than  were  the  exten- 
sors. But  even  where  the  excitability  of  two  groups  of  nerves 
or  muscles,  as,  for  instance,  those  of  the  flexors  and  extensors  of 
the  well-rested  and  healthy  forearm,  —  as  far  as  it  can  be  ascer- 
tained by  the  application  of  a  similarly  directed  and  equally 
strong  current,  that  shows  at  the  entrance,  and  leaving  no  re- 
markable diSerence  of  result,  —  even  then  will  every  directed 
current  by  a  uni-polar  moving  electrode,  which  embraces  those 
two  nerve  groups  or  muscle  groups,  leave  at  rest  the  parts  that 
are  in  contact  with  or  near  to  the  stationary  electrode;  but 
at  the  same  time  there  will  be  produced  within  the  reach  of 
the  movinffj  staggering  electrode,  visible  labile  contractions. 
M.  Remak  finds  from  his  practice,  as  well  as  from  his  pre-trials, 
that  the  primary  current  of  galvanism  possesses,  through  a  vary- 
ing density,  a  kind  of  working  that  reaches  the  blood  vessels  that 
radiate  through  the  muscles,  causing  them  to  enlarge  and  con- 
tract alternately,  so  as  to  produce  a  visible  swelling  of  the  mus- 
cle fibres  themselves,  and  increasing  their  endosmotic  capability ; 
in  which  respect,  he  says,  the  primary  constant  current  differs 
from  the  induced  secondary  current  of  Faradaism,  for  this  lat- 
ter, he  thinks,  decreases  this  endosmotic  capability,  whenever  it 
is  long  or  often  '^  actively  "  applied.    For,  he  says,  as  soon  as 
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the  muscles  are  under  an  abnormal  centi-al  influeuce,  we  see 
there  is  a  state  and  action  produced  in  the  ultimate  fibres,  that 
leave  behind  a  lasting  eleclro-tonus  and  muscle  stifliiess,  exactly 
the  same  as  can  be  produced  where  it  is  not  already  in  th«' 
patient,  by  the  too  active  use  of  eleclro-mag-aetisni. 

Judging  from  all  electro-therapeutic  experience,  \Fe  are  led 
conclude  that  tlie  so-called  constant  or  primary  current  of  gal- 
vanism can  place  the  nerves  of  a  given  case,  even  after  an  almost 
stabile  in-working  on  them,  in  a  condition  most  favorable  for  the 
exertion  of  the  voluntary  influences  of  the  will ;  or,  in  other 
words,  to  convey  the  natural  messages  of  volition ;  and  this,  in 
plain  words,  means  to  reestablish  the  lost  capabilily  for  normal 
action.  This  constitutes  tfie  cure.  Furthermore,  we  find  that, 
for  instance,  in  one  portion  of  the  cases  of  atrophy,  the  wi 
muscles  can  certainly  be  plumped  and  rendered  more  firm 
warm  by  the  occasional  practice  in  them  of  labile  contraction) 
But  this  increase  in  size  is  seen  to  be  limited  to  those  fibres 
portions  of  the  muscle  which  take  on  this  response  to  the  acti< 
of  the  current ;  from  this  it  is  quite  apparent  that  the  enlarging 
or  growing  of  tlie  muscle  fibre  groups  is  produced  hy  an  actual 
absorption  of  liquids  along  the  sides  of  the  muscle  fibres,  whoss- 
endosmotic  capability  has  been  thus  increased  by  this  cjurenl 
or  method  of  using  it.  The  same  can  he  done,  but  with  mi 
difiiculty,  by  means  of  wcll-manaped  electro-magnetic  curreni 

By-workirigs  of  the  cvrrent.  —  Under  this  head,  and  with 
due  deference  to  the  views  of  Dr.  Duchenno,  we  should  fii 
state  our  profound  conviction  that  it  is  impossible  to  be  quite 
sure  of  ever  limiting-  the  ofiects  of  any  Galvanic  or  Faradaic  cur- 
rents to  a  single  nerve  or  muscle  only.  Rather  is  it  apparent  in 
practice,  that  in  every  case  a  more  or  less  simultaneous  excite- 
ment of  both  the  sentient  or  skin  nerves,  and  of  the  motor 
muscle  nerves,  as  well  as  of  the  neighboring  contractile  tissues 
also,  is  unavoidable ;  to  say  n  otliiug  of  central  reflex-action,  which 
some  of  the  most  experienced  and  distinguished  electro-physi- 
ologists and  therapeutists  also  claim  as  a  uniform  result.  The 
influence  of  the  applied  current,  we  find,  will  spread  sometimes 
more,  sometimes  less  on  either  side,  as  well  as  beyond,  the  straighf  | 
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line  between  the  acting  electrodes ;  and  this  seems  to  take  place 
all  tlie  more  through  the  adjacent  and  more  moist  tissues,  the 
longer  the  current  is  kept  in  action  at  one  spot.  Where  we  are 
working  a  current  over  a  nerve  trunk,  or  the  muscle,  the  only 
way  almost  that  I  have  found  to  determine  whether  the  stream 
is  capable  of  gaining  the  proposed  end,  is  to  test  whether  the 
interruption  of  the  current  excites  any  contraction  through  the 
motory  nerves.  In  many  cases  we  find  the  evidence  of  good  in- 
working  through  the  sensitive  nerves,  by  an  eccentric  sensation, 
which  is  a  sign,  whether  all  the  radiating  fibrils  of  the  nerve  are 
excited  in  an  equal  manner. 

There  are  a  very  great  number  of  by-workings  of  the  primary 
current  that  are  not  so  important.  There  is,  however,  an  eflFect 
of  this  kind  whenever  an  active  current  is  applied  about  the 
head  or  neck,  which  causes  flashes  of  light,  dizziness,  silver 
taste,  or  sound,  besides  a  tendency  to  tilt  the  head  over  towards 
the  removed  electrode,  for  it  is  not  during  the  steady  working  of 
the  current  that  these  results  obtain,  so  much  as  at  the  putting 
on  or  taking  oflf  the  electrodes.  These  effects  are  to  be  avoided, 
i.  e.,  not  to  be  often  repeated  with  strength  at  once,  as  a  mere 
experiment,  but  nevertheless  are  to  be  observed  in  practice  as 
valuable  evidence  of  svjfficiency  of  current  for  the  given  case^ 
and  that  the  action  of  the  current  is  certainly  going  on. 

By-working  of  either  primary  or  secondary  currents  on  the 
heart  is  rarely  produced  ;  indeed,  I  can  say  that  I  have  never  as 
yet  seen  any  kind  of  such  effects,  either  in  healthy  or  sick  per- 
sons, from  any  of  my  ordinary  rational  applications,  such  as  are 
required  in  treatments.  But  I  would  never  risk  the  trial  very 
powerfully,  either  for  experiment  or  for  treatment. 

There  are  not  unfrequently  kinds  of  after-workings  of  this 
current  in  well  persons,  and  in  sick  persons  also,  which  should 
be  mentioned.  In  one  case,  perhaps,  several  hours  after  the 
seance,  there  will  be  sensations  in  the  joints  very  similar  to  those 
produced  at  the  time,  by  the  in-working  of  the  current;  in 
another  patient,  there  will  be  the  silver  taste  often  repeated ;  in 
another,  there  will  be  sensations  like  those  from  the  vibrations 
of  induced  or  secondary  currents ;  in  others,  a  prickling  in  a 


distant  part  or  limb,  wliicli,  perhaps,  shows  itself  repeatedly ;  or 
there  is  a  glow,  or  even  a  perspiratiou,  where  the  skiii  lias  before 
been  peculiar  for  its  dryness.  lu  other  rare  cases  there  are  even 
automatic  movements  of  particular  muscles,  or  groups  of  mus- 
cles, that  are  repeated  from  time  to  time.  Now,  whenever  any 
of  these  phenomena  occur,  wo  can  rest  assured  that,  whether  ti»i 
patient  is  benefited  by  our  treatments  or  not,  Uie  needed  dej 
of  profound  electro-uenous  excitability  is  certainly  not  wantii 

Messieurs  Becquerel,  Duhois-Reymond,  and  Remak,  arc  sever- 
ally of  the  opinion  that  tho  properly  managed  primary  constant 
current  of  galvanism  can  produce  good  and  effective  service  in 
spasmodic  diseases,  not  because  of  the  paralyzing  cS'ects,  nor 
from  that  tendency,  but,  says  the  latter,  "  because  iu  certain 
cases  ii  restores  to  the  central  organs  their  power  of  dominion 
over  the  actions  of  the  nerves  and  muscles,  the  want  of  whii 
produces  or  allows  clonic  spasms  and  cramps ;  in  other  ci 
because  it  removes,  by  electi'olytic  in-workings,  the  periplierio 
central  irritation,  where  such  is  possible,  through  which 
cases  of  spasmodic  conditions  are  produced,  and  maiutaiuei 
often,  until  the  organism  ia  self-destroyed," 

In  some  eminently  practical  observations,  Dr.  Remak  furtbf 
says  that,  on  account  of  the  great  variations  iu  the  cxcitcmei 
of  the  motory  and  sensitive  nerves  of  patients  paralyzed  froi 
central,  or  even  local  peripheric  causes,  it  is  absolutely  necessary 
for  the  physician  who  proposes  to  apply  the  primary  current  of 
galvanism,  as  a  remedy,  to  be  first  well  equipped  witli  every 
facility  necessary  to  give  him  a  perfect  command  over  the  cum 
as  to  strength,  the  varying  of  its  intensity,  interruptions, 
versing  its  direction,  and  as  to  electrodes  of  dilTerent  sizes 
material,  as  also  the  simultaneous  and  similar  command  of  at^j 
ample  induction  or  Faradaic  current.     Ho  needs  those,  he  saj 
at  least,  to  work  up  the  sunken  escitabihty  of  the  nerves,  so 
to  produce  powerful  contractions,  and,  at  tho  same  time,  not 
torment  the  sensitive  nerves,  nor  yet  to  fatigue  or  exhaust 
muscles.     He  mentions  that  he  has  found  the  c\irrontrchaiiger 
of  the  key-board  of  great  use  in  clearing  away  the  tonic  contrao- 
tioQB  of  paralysis,  and  of  old  rheumatisms.     He  says  such  CDO- 
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tractions  are  not  relieved  by  an  exclusive  excitement  of  the  once 
antagonizing  muscles  now  paralyzed,  nor  of  the  muscle  nerves. 
He  then  urges,  in  this  connection,  how  little  use  is  the  mere 
local  excitement  of  the  muscles,  and  the  nerve  branches  that  arc 
among  the  muscle  fibres,  in  all  those  cases  where  the  excitement 
of  the  larger  nerve  trunks  is  in  effect,  at  least  for  the  time, 
utterly  lost.  On  the  other  hand,  he  shows  the  real  curative 
effects  of  localized  Faradaic  treatments  in  those  cases  where  the 
excitability  of  the  large  nerves  is  truly  diminished^  but  not  en- 
tirely gone  as  in  lead  palsies,  for  here  we  find  the  excitability  of 
the  branches  in  the  muscles  quite  gone.  Even  in  some  cases  of 
**  progressive  muscular  atrophy  "  he  found  tlie  excitability  of  the 
nerve  trunks  less  than  the  ultimate  twigs  that  were  in  the  mus- 
cles, although  then  far  wasted  by  the  progressive  palsy.  He 
here  recommends,  therefore,  first  of  all,  and  in  every  case,  to 
ascertain  and  define,  for  one's  own  mind,  the  exact  amount  of 
excitability  of  the  nerve  trunk,  and  then  proceed  to  the  restora- 
tion, now  in  this,  and  then  in  the  central  direction,  as  we  may 
find  indicated,  or  to  give  the  best  results. 

Tlie  degree  and  extent  of  the  true  electro-muscle  excitement, 
according  to  the  results  of  comparing  trials,  appear  to  be  in 
proportion  to  the  sum  of  the  motory  nerve  branches  or  fibrils  that 
are  embraced  by  the  current  —  i.  e.,  that  lie  under,  near  to,  and 
between,  the  electrodes.  Dr.  Reraak  interprets  the  weak  or  par- 
tial surface-workings  of  the  electric  current,  from  being  applied 
along  the  course  of  the  muscle  fibres,  as  only  the  consequence  of 
an  excitement  of  the  few  superficial  nerve  twigs  embraced,  and 
which  he  terms  ^^ eztrormuscular  action ;^^  while  the  deeper  total 
muscle-workings  of  the  current,  which  are  produced  when  di- 
rected into  the  muscle  by  its  largest  nerve  trunk,  he  terms 
"  inlrormuscular  action^  Dr.  Duchenne  terms  the  former,  as  we 
have  shown,  immediate^  or  "  direct,  Faradaization ; "  and  the 
latter,  mediate,  or  "  indirect,  Faradaization,"  for,  as  we  have  also 
said,  Duchenne  believes  in  the  Hallerian  irritability.  Remak 
believes  that  nerves  are  absolutely  essential  to  muscular  con- 
traction. 

Without  giving  details,  I  will  say  that  it  has  been  fairly  demon- 
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strated  that  the  blood  vessels,  including  both  the  arteries  and 
the  veins,  of  the  thigh  of  a  living  animal,  as  of  a  frog  or  rabbit, 
which  has  been  subjected  to  the  immediate  action  of  a  very 
"  strong  current  of  induction  "  for  some  ten  minutes,  do  then 
actually  dilate.  It  has  been  thought  that  we  are  therefore  justi- 
fied in  expecting,  at  least,  with  this  temporary  enlargement  of 
the  vessels  of  the  muscles,  a  proportional  increase  in  the  supply 
of  blood  and  nutriment  from  such  treatments.  But  the  nature 
of  this  dilatation  of  the  vessels  is  a  question  to  be  considered. 
When  a  weaker  current  is  brought  to  bear  upon  the  muscle, 
and  for  a  shorter  time,  and  that  through  the  border  pointy  — 
which  means,  simply,  through  its  motory  nerve,  —  it  is  equally 
certain  that  the  blood  vessels  are  both  dilated  and  contracted  by 
the  different  influences  of  the  current.  Therefore  the  intra- 
muscular excitement  of  the  nerve  fibrils  and  muscle  fibres,  as 
well  as  the  vessels  through  the  border  spot  or  nerve,  is  al- 
ways preferable,  or,  at  least,  is  less  objectionable,  particularly 
wherever  we  wish  to  avoid  those  undesirable  motory  or  sensitive 
by-workings  which  generally  accompany  the  excitement  of  the 
larger  nerve  trunks.  We  know  we  can  contract  and  momenta- 
rily tetanize  the  facial  muscles  as  a  whole,  in  groups,  or  singly, 
and  that  without  causing  much  pain  from  the  nerve  trunk  of  the 
portio  dura,  or  its  large  primary  branches. 

Drs.  Diichenne  and  Remak  have  both  of  them  Faradaizcd  the 
diaphragm  of  man,  the  former  operating  through  the  phrenic 
nerve.  The  latter  says,  "  The  diaphragm  seems  to  be  a  partici- 
pator in  the  acts  of  respiration  even  more  than  any  other  of  the 
thoracic  muscles,  and  is  susceptible  to  immediate  electric  excite- 
ments. I  have  produced  by  Faradaic  currents,  on  some  healthy 
young  men,  instantaneous,  violent,  and  painless  contractions  of 
the  diaphragm,  which  were  indicated  by  the  vaulting  of  the  ab- 
dominal parietes  on  placing  one  electrode  '  in  the  pit  of  the 
stomach,'. while  the  other  was  on  the  most  prominent  curvature 
of  the  seventh  and  eighth  ribs  on  the  right  side.  It  was  interesting 
to  observe  the  phenomenon  while  the  currents  were  retained 
there,  for,  immediately  after  the  current  was  applied,  the  tonic 
contraction  (which  was  inferred  from  the  arching  of  the  abdomen) 
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ceased,  even  while  the  current  was  still  running.  This  was 
then  gradually  succeeded  by  a  to-and-fro  flapping  of  the  parie- 
tes  of  the  abdomen,  and  at  the  same  time  these  persons  expressed 
a  conscious  feeling  of  hickup.  This  clearly  proved  that  the 
diaphragm  was  assuming  its  natural  rythmatic  contractions, 
even  in  the  midst  of  the  action  of  the  electric  currents,  and 
while  struggling  with  them.  When  the  electrodes  were  re- 
moved, the  diaphragm  took  on  its  normal  functions." 

The  rule  is  then  obtained,  that  in  order  to  electrize  the  mus- 
cles truly,  methodically,  and  at  the  same  time  beneficially,  either 
by  Faradaic  or  Galvanic  currents,  we  must  become  familiar  with 
tlie  bifurcation  of  the  nerves,  which  is  synouymous  with  the 
^^ border points^^  that  simply  mark  the  entrance  places  of  the 
large  nerves  into  the  muscles.  This  knowledge  is  most  readily 
obtained  from  experience  in  practice,  and  from  trials  on  healthy 
persons  ;  or  on  very  recent  subjects,  as  can  be  done  only  in  hos- 
pitals or  almshouses.  Since  the  motor  nerves  almost  invariably 
enter  the  muscle  on  its  sides,  we  will,  in  doubtful  cases,  or  if 
but  little  experienced,  or  in  such  as  where  the  immediate  affec- 
tion of  the  nerve  is,  on  the  whole,  not  probable,  act  more  judi- 
ciously by  moving  the  metal  ball  electrode^  covered  with  wet  wash- 
leather,  along  the  borders  of  the  muscle,  back  and  forth,  until 
the  spot  is  found  and  manifested  by  a  good  contraction,  than  by 
simply  resting  large  sponge  electrodes  any  where  over  the  mus- 
cles, and  regarding  only  the  muscle  fibres,  according  to  the 
method  of  Dr.  Duchenne. 

The  operator,  although  inexperienced  in  all  this,  will  soon 
discover  that  he  can  produce  a  together-drawing,  or  contraction, 
of  the  muscle  biceps^  for  instance,  or  of  the  muscle  deltoideSy  or 
of  the  muscle  pectoralis  major^  far  easier  by  applying  the  one 
small  and  wet  electrode  to  the  spot  of  nerve  entrance,  and  with 
the  other  so  situated  as  to  direct  the  electric  stream  lengthwise 
and  somewhat  obliquely  across  the  muscle,  than  if  he  seeks  to  act 
only  with  reference  to  the  long  direction  of  the  fibres  of  the  muscle. 
I  need  hardly  remark  that  in  cases  where  the  revival  of  para- 
lyzed muscles  is  sought  for,  we  then  more  especially  must  choose 
those  points  for  the  site  or  nucleus  of  wavy  movements  for  one 
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electrode,  which,  by  trials  on  healthy  persons  or  on  the  very  recent 
subject,  are  shown  to  produce  the  most  prompt  and  powerful  ef- 
fects. By  this  method,  then,  we  succeed  more  surely,  use  less 
current,  accomplish  more  in  less  time,  and  occasion  less  pain ; 
and  in  the  more  doubtful  cases  of  apoplectic  pai*alysis,  we  also 
avoid  any  great  degree  of  hazardous  excitement  of  sensitive 
nerves,  which  will  yet  be  more  generally  acknowledged  to  pro- 
duce a  uniformly  greater  or  less  degree  of  reflex  action. 

We  have  learned  from  Sir  Charles  Bell,  as  well  as  from  our 
own  trials,  that  the  muscles  do  not  distinguish  between  the  sen- 
sation of  heat  and  cold ;  and,  besides,  every  surgeon  is  familiar 
with  the  fact  how  little  pain  the  muscles  experiejice  when  bemg 
cut  through ;  yet  it  may  be  possible  to  produce  pain  in  muscles 
by  means  of  the  electric  excitement.  Dr.  Duchenne  observed 
that  the  electrization  of  raw  muscle  surface  in  a  wounded  fleshy 
patient  produced  only  a  dull  kind  of  sensation,  but  no  actual 
pain.  I  have  already  spoken  of  the  manner  in  which  large 
muscles  can  be  brought  into  a  painless,  active  contraction ;  and 
these  form  no  exceptions,  but  are  rather  the  daily  experience  in 
my  practice. 

Dr.  Romburg,  in  his  learned  and  excellent  work  on  Nerves 
and  their  Diseases,  distinguishes  two  great  classes  of  conditions 
of  the  sensitive  nerves  of  muscles  —  the  one  fif/percrst/ietic,  the 
other  ayiccsthetic.  The  normal  shortening  of  the  muscles  dur- 
ing movements  of  the  members  takes  place,  it  is  true,  with- 
out causing  much,  if  any,  sensation.  But  we  learn  further,  from 
M.  Weber's  researches,  what  part  the  muscles  take  in  the 
sense  of  feeling'  of  tension,  as  when  carrying  burdens,  as  also  in 
the  pains  we  foci  during  cramps  in  the  calf  of  the  leg,  during 
inflammations  of  the  muscles,  &c*  Now,  this  is  a  difficult  ques- 
tion to  solve,  whether  in  all  these  cases  the  sensation  experienced 
proceeds  from  the  abnormal  state  of  the  muscle  fibres  themselves, 
or  from  their  surroundings  of  sheathing  tissues.  According  to 
the  researches  of  Dr.  Rcmak,  the  tendinous  prolongations  of  the 
thin,  flat  muscles,  as  of  the  diaphragm,  the  latissmns  dorsi^  of 

♦  Ludwig's  Physiology,  vol.  i.  p.  360. 
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the  eye  muscles,  and  others,  present  to  ocular  demonstration 
numerous  nerves  of  medium  size,  composed  of  such  fibres  as 
led  him  to  believe  that  they  are  none  other  than  nerves  of  sen- 
sation. I  have  frequently  demonstrated  on  healthy  young  men, 
who  were  my  students,  the  possibility  of  managing  the  electrodes, 
even  with  a  moderate  current,  so  as  to  bring  the  depressor 
anguli  oris  to  a  tetanic  contraction  without  causing  the  least 
feeling,  as  they  themselves  stated. 

A  man  presented  for  treatment,  or  rather  for  advice  as  to 
the  expediency  of  the  electric  treatment,  whom  I  found  to  be 
afflicted  with  true  apoplectic  paralysis  involving  the  portio  dura. 
When  testing  the  nerves  and  muscles  of  the  face  very  gently, 
we  found  a  small  branch  of  the  nerve  supra  orbicularis  to 
run  within  a  very  trifling  distance  of  the  border  point  of  the 
mxMs^Q  frontalis ;  that  is,  from  the  entrance-spot  of  the  motory 
nerve  into  that  muscle.  The  two  points  are  not  half  an  inch 
apart ;  yet  when  one  is  touched  by  the  electrode  it  occasions  pain ; 
when  the  other  is  touched  there  is  a  complete  contraction  of  the 
whole  muscle.  The  other  muscles  of  the  face  are  very  similarly 
related,  and  for  good  reasons.  It  is  thus  that  we  discover,  even 
on  the  smallest  muscles,  this  pleasing  result :  that  the  currents  of 
Galvanism,  or  of  Faradaism,  whose  application  insures  the  most 
powerful  effects  through  the  motory  nerves  —  which  are  mani- 
fested by  contractions  —  are  also  often  the  very  ones  that  are 
productive  of  the  least  sensation  or  pain. 

The  operator,  after  all,  cannot  entirely  avoid  the  sentient 
nerves.  It  would,  therefore,  be  really  desirable  to  have  some 
means  of  uniformly  avoiding  or  alleviating  this  annoyance  and 
real  drawback  in  electric  treatments.  Dr.  Duchenne  recom- 
mends the  bringing  of  the  two  electrodes  together  before  apply- 
ing them  to  the  skin.  This  is  well  to  be  remembered.  Wo 
may  (as  is  my  own  method)  also  apply  the  electrodes  first,  and 
then  introduce  the  soft  iron  within  the  helix  very  gradually, 
while  using  Faradaic  currents ;  or  if  Galvanic  currents,  begin 
with  the  switch  on  a  low  key,  or  no  key,  and  then  by  running 
up  the  scale  until  the  number  of  batteries  is  indicated  by  the 
produced  prickling  sensation. 
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Where  the  smaller  branches  of  sentient  nerves  cannot  alwB] 
be  avoided,  and  as  the  fine  plush  of  skin  nerves  is  everj'  wherft.* 
present  to  greet  the  electrode,  I  usually  employ  a  strong  pressuft 
of  the  electrodes  on  the  skin,  to  lessen  the  skin  sensation  aiij'i 
pain  ;  and  this  proves  a  most  effectual  means,  as  can  be  tested> 
on  the  forearm  or  on  the  interossei  muscles.     Patients  usually 
assure  me  that  they  do  not  feel  any  thing  really  disagreeable ;  and 
yet  perhaps  the  muscles  are  in  full  play  from  the  influence  <^ 
the  current.     Others  say  that  the  sharp  prickling  or  buruinj 
sensation  produced  by  the  too  light  or  careless  application 
the  moist  ball  electrode  ceases  as  soon  as  it  is  more  firmly  held 
and  then  in  its  stead  there  comes  a  dull,  but  more  supportable, 
deep-seated,  indescribable  sensation.     It  is  necessary  at  the  same 
time  not  to  make  the  pressure  too  great,  for  this  will  increase 
tlio  pain  rather  than  diminish  it,  not  only  from  the  pressure 
but  by  conveying  the  current  to  the  periosteum  of  some  undi 
lying  bone.    It  is  also  important  and  necessary  ever  to  give 
parts  wc  wish  to  operate  upon  a  firm  and  easy  resting  posture, 
such  as  will  also  make  the  border  point  of  the  muscles  acces- 
sible, where  it  is  possible  to  be  done.     Nor  must  we  bo  too  ready 
to  remove  or  incessantly  slide  the  electrode  this  way  or  that  oil, 
the  skin,  unless  it  is  to  avoid  a  painful  sentient  nerve,  or 
move  to,  or  more  surely  fix  xipon  the  e.tact  spot  we  have  been  led 
to  believe  is  the  most  suitable.     The  bettor  way  is  to  choose  the 
spot,  and  then  apply  that  electrode  boldly  and  firmly  at  once,  and 
hold  it  with  a  steady  hand  from  second  to  second,  or  minute  to 
minute,  or  less,  but  never  more.     These  directions  apply,  how- 
ever, more  especially  to  the  treatment  of  paralysis.  (See  p.478,C.) 

My  adwcc  is  to  commence  with  throwing  aside  the  awkward 
yet  every  where  provided  and  used  metallic  electrodes  or  '*  han- 
dles," as  they  are  called.  The  custom  has  been  to  hold  these  tn 
the  hands,  or  to  stuff  wet  sjMiiges  in  their  outer  ends,  and  thufl 
apply  them  to  the  body,  or  else  drop  one  of  them  into  a  batli  tub, 
togetlier  with  the  feet  or  bauds.  But  all  this  is  unphilosophical, 
hap-hazard,  and,  in  plain  words,  sheer  empiricism.  It  is  better 
to  make  use  of  fixed  insulating  electrodes  provided  with  mctalliO' 
oval  ends  or  surfaces,  that  vaj-y  both  in  form  and  size.    Of  theses 
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some  should  be  covered  with  large  and  very  fine  sponges ;  others 
with  very  small ;  while  others  should  be  covered  with  thick  wash- 
leather  ;  each  must  be  thoroughly  wet  or  moist  (as  well  as  scru- 
pulously clean)  when  used.  The  moisture  employed  may  be 
water  or  salt  water.  In  my  own  practice  I  use  pure  water  exclu- 
sively for  the  last  moistening  of  the  electrode  sponge  or  leather. 
I  employ  in  anaesthetic  and  paralytic  cases  three  sizes  of  me- 
tallic oval-shaped  electrodes :  the  first  is  half  an  inch  in  diame- 
ter ;  the  next  is  one  inch  ;  the  next  is  two  inches.  For  the 
ifUerossei  and  other  narrow  places,  I  have  others  wedge-shaped, 
so  that  they  can  be  easily  crowded  down  between  the  phalanges ; 
and  these  are  very  useful,  also,  where  the  nerve  trunk  lies  deep, 
and  we  wish  to  bury  the  current-giver  deep  into  the  thick  flesh. 
Such  electrodes  are  preferable  for  cases  of  paralysis,  and  wher- 
ever there  is  nerve  or  muscle  anaesthesia.  But  for  almost  all 
kinds  of  hyperaesthetic  cases  of  nerve,  joint,  or  muscle  affection, 
then  the  broad,  soft  and  moist  sponge  electrodes  are  rather  to  be 
chosen.  Success  in  this  practice  greatly  depends  upon  these 
nice  points.  Mr.  Thomas  Hall,  the  electrical  instrument  maker 
of  this  city,  has  made  for  me,  and  other  physicians  and  surgeons, 
a  great  variety  of  very  handy  and  useful  electrode  instruments 
of  this  sort.  (See  Chapter  III.)  Thus  I  have  endeavored  to  give 
here  the  general  principles  and  some  of  the  minuticB  to  be  ob- 
served in  managing  the  electric  sitting'  of  a  patient ;  but  other 
very  important  rules  will  be  found  in  Chapters  III.,  IV.,  VI., 
VIL,  Vm.,  and  X. 

Other  Methods  for  using  the  Induction  Currents. 

Dr.  Duchenne,  of  Bologne,  is  unquestionably  entitled  to  the 
honor  of  having  first  of  all  introduced  into  medical  practice  the 
excitement  of  single  muscles,  or  muscle  groups  by  electric  cur- 
rents. The  precepts,  however,  which  are  contained  in  his  large 
work  on  the  method  of  application  of  "  localized  electricity  " 
appear  far  from  being  sufficient,  either  in  number  or  explicit- 
ness.  Dr.  Duchenne,  we  observe,  distinguishes  two  classes  of 
operations ;  first,  the  mediate  electrization  of  the  muscles,  through 
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their  nerre  trunks;  socond,  an  immediate  electrization,  i.  e., 
applying  the  electrodes  directly  to  the  single  muscle,  or  bundle 
of  muscles.  The  electrodes  are  in  every  case  to  be  placed  as 
near  to  each  other  as  possible,  while  each  of  the  two  classes  of 
electrizations  requires  otherwise  different  management.  The 
technical  terms  he  employs  on  page  47,  to  designate  his  par- 
ticular method  are,  direct  muscular  Faradaization^  and  indirect 
muscular  FaradaizatioUy  —  which  consist  in  causing  every  mus- 
cle or  bundle  of  muscles  to  contract  singly,  by  placing  the  moist 
electrodes,  or  excitors,  as  he  terms  them,  on  those  points  of  the 
skin  '^  which  correspond  with  the  surface  of  the  muscle  to  be 
Faradaized.''  Nothing,  he  says,  is  easier  than  tliis  way  of 
Faradaizing,  especially  on  tlie  surface  regions  of  the  body  and 
limbs,  when  the  operator  is  acquainted  with  certain  anatomical 
facts ;  but  that  it  is  more  difficult  with  respect  to  the  deeper 
layers  of  muscles,  although  almost  all  of  them  can  be  reached 
at  certain  places  by  direct  excitement.  The  excitors  should 
always  be  placed  on  tlie  fleshy  part  of  the  muscles,  but  never  on 
the  sinews  or  tendons  of  the  muscles.  To  Faradaize  a  muscle 
completely,  it  is  necessary  to  embrace  the  whole  surface  of  it  by 
the  excitors.  The  current  must  be  strong  in  proportion  to  the 
thickness  of  the  muscle.  "  As  the  wet  excitors  touch  only  the 
outer  surface  of  the  muscle,"  says  Dr.  Duchcnne,  "  and  as  the 
nerve  cords  reach  the  muscles  of  the  upper  surface  regions  only 
by  traversing  through  the  lower  surface,  we  feel  confident  tliat 
the  contractions  of  muscles  arc  not  produced  through  the  help  of 
nerve  cords."  But  the  direct  Faradaization  of  the  facial  mus- 
cles is  very  difficult,  on  account  of  the  there  numerous  nerves ; 
but  after  all  he  thinks  it  possible  to  avoid  the  latter,  by  simply 
moving  the  excitors  gradually  along  in  the  direction  of  the  mus- 
cle fibres. 

These  precepts  and  methods  of  Dr.  Duchcnne  show  plainly 
that  he  resis  on  the  supposition  that  it  is  possible  to  make  the 
muscles  contract  without  the  intervention  of  their  nerve  fibres; 
but  perhaps  not  exclusively  so :  at  least  he  does  not  follow  or 
confine  himself  to  his  own  prescribed  rules ;  but  at  the  end  of 
the  chapter  just  alluded  to,  he  says  we  must  not  Uiink  it  enough 
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to  know  the  rules  there  given,  and  to  be  an  anatomist  in  order  to 
be  able  to  produce  the  contractions  of  single  muscles,  or  bun- 
dles of  muscles,  but  that  there  are  a  number  of  details  into 
which  we  must  be  initiated,  the  description  of  which  he  can- 
not, however,  take  up  as  yet,  for  by  so  doing  he  would  over- 
step the  limits  he  was  obliged  to  lay  down  for  himself.  Then, 
again,  he  says  there  exists  in  every  muscle  an  anatomical 
pointy  on  which  the  exciters  are  to  be  placed,  if  we  wish  to 
obtain  a  perfect  contraction.  It  is  also,  often  .necessary  to  give 
to  the  members  a  certain  position,  for  the  electrization  to  succeed. 
For  an  explanation  of  these,  he  proposes  to  give  his  attention  as 
soon  as  he  finishes  his  electro-physiological  researches.  It  is 
now  five  years  since  that  work  was  published ;  but  no  such  maps, 
charts,  or  explanations  have  as  yet  appeared.  It  is  to  be  regret- 
ted that  such  statements,  so  replete  with  suggestive  interest  to 
medical  practice  as  well  as  to  science,  made  by  one  so  com- 
petent, have  not  been  more  fully  elucidated. 

Faradaization. 

This  term  originated  with  Dr.  Duchenne ;  and  I  now  proceed 
to  give  an  account  of  his  "me^Aorf"  of  using  inductian  currents j 
as  explained  in  his  large  and  popular  work,  De  F Electrisation 
localisSe^  et  de  son  Application  d  la  Phi/siolog^ie,  la  Pathologic^ 
et  Id  Therapeutique^  Paris,  1855.  He  first  states,  "  that  if  the 
skin  and  the  metallic  electrodes  are  both  perfectly  dry,  then 
the  currents  of  induction  do  not  penetrate  into  the  subjacent 
tissues,  but  reunite  on  the  surface  of  the  epidermis ;  and  that 
in  this  case  there  are  produced  sparks,  (!)  with  a  special  crepi- 
tation, but  no  physiological  effects."  Now,  we  must  mark  this 
statement  of  his,  for  evidently  he  is  employing  a  machine  for 
producing  induction  currents,  such  as  we  Jiever  think  of  employ- 
ing in  this  country  for  medical  purposes.  His  method  and  rules 
will  not  therefore  always  apply  to  us,  nor  shall  we  be  liable  to 
meet  with  his  mishaps,  nor  yet,  perhaps,  with  his  marvellous 
cures. 

It  may,  therefore,  be  laid  down  as  a  rule,  first  of  all,  that 
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the  electricity  which  requires  a  given  rule  and  regulation  for  ita 
employment,  as  also  those  physiological  and  remedial  results 
that  are  brought  about  by  any  prescribed  method  of  use,  are  de- 
terminedj  in  part  at  least j  by  the  kind  and  efficiency  of  apparatus 
used  to  provide  the  giiwn  electricity.  This  proposition  maybe 
transposed  thus :  A  correct  rule  for  using  one  kind  of  electricity 
does  not  always  necessarily  apply  for  the  use  of  another  elec- 
tricity, whether  it  relates  to  the  kind  as  static  or  dynamic  —  to 
mtensity  or  quantity  —  to  Galvanic  or  to  Faradaic  electricity  — 
to  constant,  inconstant,  or  alternated  currents ;  lior  will  there 
follow  the  same  safety  or  danger,  failure  or  success.  With  our 
eye  on  the  kind  and  power  of  current  employed  by  Dr.  Duchenne, 
we  will  proceed  to  pass  in  review  his  leading  propositions  and 
modus  operandi. 

When  dry  excitors  arc  applied  to  the  skin  that  is  also  dry,  he 
says,  there  is  produced  a  sensation  of  heat  or  burning  only ;  but 
if  the  skin  is  likewise  thick,  then  there  is  no  kind  of  sensation. 
If,  then,  the  electrodes  are  wet,  or  the  skin  is  wet,  neither  spark, 
nor  crepitation,  nor  sensation  of  heat  is  produced  ;  but  a  phenom- 
enon according  to  the  position  of  the  electrodes.  If  they  are 
planted  over  the  body  of  a  muscle,  then  there  is  a  contraction 
of  that  muscle,  or  at  least  of  the  superficial  portion  of  it,  together 
with  a  sensation  that  is  not  peculiar  to  the  skin,  but  that  always 
more  or  less  accompanies  the  electro-muscular  contraction.  He 
defines  this  sensation  as  being  like  that  produced  by  acting  on  a 
muscle  that,  for  example,  has  been  laid  bare  by  a  wound,  so  as 
to  be  no  longer  covered  by  the  skin. 

Again,  if  the  electrodes  are  positioned  over  the  course  of  a 
mixed  nerve,  then  contractions  of  all  the  muscles  animated  by 
this  nerve  arc  produced.  Hence  the  proposition  for  his  two 
grand  different  methods  of  proceeding :  first,  by  applying  the 
electrodes  directly  to  the  body  of  the  muscle  ;  second,  by  apply- 
ing them  rather  to  the  nerve  trunk  that  animates  those  muscles. 
The  first  method  he  designates  as  "  direct  inuscular  Faradaiza- 
tion^^^  the  second  method  as  ^'  indirect  muscular  Faradaization.^^ 
In  both  cases  he  directs  that  the  electrodes  and  the  skin 
should  be  wet.     For  this  purpose  he  employs  mostly  large  wet 
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iqKiuges,  which  are  in  part  stufifed  into  the  ends  of  holloiv  metallic 
cylinders,  or  handles,  which  are  insulated  on  wood.  But  for  lim- 
iting the  electric  force  to  and  in  a  muscle  of  a  smaller  size,  such 
OS  the  lambricales,  tnierossei,  or  muscles  of  the  face,  he  employs 
"  amall  conical  electrodes,"  which  he  more  frequently  terms  "  ex- 
cilors"  but  which  are  simply  poles,  or  electrodes.  These  should 
always  be  covered  with  wet  leather,  as  huclcskin,  or  with  moist 
sponge.  Very  recently,  Dr.  Duchcnno  has  observed  that  if  tbo 
electrodes  are  applied  to  certain  spots  on  the  skin,  the  contrac- 
tions of  the  muscles  are  much  more  surely  find  easily  produced 
than  if  the  excitors  arc  applied  to  other  points  on  the  skiu;  and 
these  places  he  has  termed  "points  of  election." 

But  it  was  left  for  Dr.  Remak,  of  Berlin,"  to  point  out,  and 
for  Dr.  Ziemssen  to  demonstrate,  clinically  and  anatomically, 
those  defined  spots,  which  are  found  to  correspond  with  the 
points  of  entrance  of  the  motor  nerves  into  the  lateral  borders 
or  edges  of  the  muscles.^  The  latter  marked  upon  the  skin  of 
the  patient,  with  nitrate  of  silver,  such  lines  and  spots  as  proved 
electro-muscular  responsive, —  to  the  there  placed  electrode, — 
and  then,  after  death,  by  dissecting  the  motor  nerve  branches 
to  their  entrance  into  the  bundles  of  muscle  fibres,  he  thus 
found  that  these  two  series  of  experiments  agreed  with  each 
other  perfectly,  in  every  respect.  Hence  Remak  and  Ziemssen 
are  both  of  the  opinion  that  there  is  no  muscular  contraction 
by  exactly  direct  localized  electrization  of  the  muscles,  as  Dr. 
Duchenne  claims,  but  contend,  on  the  contrary,  that  in  every 
case  the  contraction  is  brought  about  by  the  interposition  or 
cooperation  of  the  musclo  nerve. 

Dr.  D\ichcmic  remarks  that  to  practise  muscular  Faradaization, 
both  direct  and  indirort,  requires  exact  anatomical  knowledge 
of  the  position  of  the  nerves.  In  the  arm,  for  instance,  the 
electric  stimulus  can  be  limited  to  the  median  nerve,  on  the  in- 
ner and  inferior  third  of  the  humerus.  It  can  be  limited  to  the 
ulnar  nerve,  on  the  space  between  the  olecranon  and  the  internal 
condyle.    The  radial  nerve  is  accessible  to  the  electrode  at  the 
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junction  of  the  two  upper  thirds  of  the  humerus  with  its  lower 
one  third.  The  muscubxtUaneous  nerve  may  be  reached  high 
in  the  axilla.  On  the  thigh,  we  may  reach  the  crural  nerve  in 
the  groin,  just  outside  the  femoral  artery ;  the  two  popliteal 
nerveSy  in  the  popliteal  space  under  the  knee.  The  sciatic  nerve 
is  accessible  most  perfectly  (but  most  inconveniently)  within  the 
pelvis,  i.  e.,  through  the  posterior  wall  of  the  rectum;  on  the 
outside,  also,  just  back  of  the  great  trochanter,  and  between  that 
and  the  tuberosity  of  the  ischium.  This  latter  is  the  more  usual 
spot  chosen. 

The  trunk  of  the  facial  (portio  dura^  nerve  can  be  reached 
from  the  external  opening  of  the  ear,  or  after  the  nerve  emerges 
from  the  stylo-mastoid  foramen  just  under  the  ear,  by  placing 
one  electrode  between  the  mastoid  process  and  the  condyloid 
process  of  the  lower  jaw.  But  he  thinks  neither  of  these  ways 
should  be  resorted  to  in  cases  of  paralysis  of  the  portio  dura, 
because  from  that  point  in  the  ear  the  feebler  currents  produce 
no  eflfects  on  the  muscles  of  the  face  ;  while  if  we  employ  requi- 
site currents  to  produce  an  cflFect  on  the  face  muscles,  the 
electric  stimulus  is  then  inevitably  conveyed  to  the  superficial 
temporal^  or  to  the  auriculo-temporal  nerve  from  the  third  branch 
of  the  trigeminal  (tri-facial  or  fifth)  nerve  ;  whereby  a  very  an- 
noying pain  is  also  produced.  He,  for  that  reason,  advises 
seeking  the  nerves  that  branch  from  the  portio  dura^  where 
they  emerge  from  the  parotid  gland  ;  or  else  limit  the  position 
of  the  electrodes  to  the  individual  muscles  that  are  affected. 
He  says  he  finds  a  slight  difference  in  the  exact  situation  of  some 
of  these  face  motor  nerves,  in  some  persons,  but  that  the  elec- 
trodes will  soon  discover  them. 

In  the  supra-clavicular  region,  the  electrodes,  if  placed  di- 
rectly over  the  collar  bone,  act  on  the  brachial  plexus.  If 
placed  on  the  summit  of  the  supra-clavicular  triangle,  they  are 
then  over  the  external  branch  of  the  spinal  accessory  nerve  of 
Willis.  The  phrenic  nerve  is  reached  on  the  anterior  surface 
of  the  scalenius  anticus. 

Dr.  Duchenne  also  maintains  that  both  nerves  and  muscles 
possess  very  different  degrees  o{  excitability ;  and  for  that  reason 


it  is  necessary  to  adjust  the  strength  of  the  current  to  the  given 
excitabilittf' of  tho  nerve  and  muscle  to  be  treated.  He  also 
mentions  a  difference  of  muscular  sensation  in  different  musclce 
while  contracting.     This  he  termed  "  muscular  consciousness." 

To  Faradaize  the  s/an  he  recommends  three  principal  pro- 
cesses. The  first  is  by  tlio  "  electric  hand ; "  i.  e,,  of  the  oper- 
ator. Tho  imtient  takes  one  electrode  in  the  liaiid,  and  holds  It 
during  tho  seance,  while  the  physician  holds  the  other  electrode 
in  his  leisure  hand.  After  having  dried  the  skin  with  flesh 
powder,  the  operator  passes  tho  back  of  his  hand  over  the  sur- 
lace  to  bo  eicited.  A  lively  crepitation  is  the  only  phenomenon 
produced,  except,  perhaps,  over  the  forehead  aud  face,  where  it 
becomes  painful.  It  is  the  advice  of  tho  author,  whenever  this 
is  done,  that  tho  operator  use  the  sarao  band  that  holds  the 
electrode,  so  as  to  prevent  the  passage  of  so  liigb  an  induction 
current  through  his  own  person,  whicii  is  thus  to  himself  highly 
injurious  and  unsafe  to  be  so  long  continued,  or  often  repeated. 

Tlie  second  process  is  by  means  of  solid  or  "  smooth  metallic 
exciters,"  which  arc  adjusted  to  insulating  handles.  Tlio  skin 
is  to  bo  dried  as  before  ;  hut  if  the  epidermis  is  very  tliick  or 
hard,  as  ou  the  palms  of  the  bands,  then  the  skin  may  ratlicr  be 
a  little  moist.  Wlicu  it  is  necessary  to  produce  a  strong  effect 
on  a  certain  point,  the  excitoi-s  are  held  for  a  given  time  lightly 
in  contact  with  the  skin.  These  solid  metallic  escitors,  he  says, 
are  often  insufBcient  for  the  palms  of  the  hands  and  solos  of 
the  feet,  whatever  intensity  of  current  may  be  used.  In  such 
cases  a  bit  of  wet  wasli-leather  over  the  faee  of  tho  brass  elec- 
trode will  render  it  at  once  effective. 

The  third  process  of  Dr.  Duchenne  is  by  means  of  the  metal- 
lic wires,  or  "  brush  electrode  "  —  a  bundle  of  fine  wires  adjus- 
table in  tho  hollow  end  of  the  common  electrode.  Tlie  skin 
is  quickly  and  more  op  less  lightly  tapped  or  beaten  with  the  ends 
of  this  wire  brush,  while  held  perpendicularly  to  tlie  surface  of  the 
skin.  But  sometimes  it  is  necessary  to  retain  them  longer  in 
contact  with  the  skin,  as  in  cases  of  palsy  of  sensation.  Indeed, 
Dr.  Duchenne  recommends  this  for  many  cases  of  ansBStbesia, 
neuralgia,  aud  muscular  rheumatism. 
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To  Faradaize  the  internal  ear,  ho  advises  one  electrode  to  be 
on  the  back  of  the  neck,  and  filling  the  ear  tube  with  warm 
water,  then  introducmg  into  the  water  thus  filling  the  exter- 
nal car,  the  wire  tip  of  the  primary  or  secondary  conductor  of 
an  induction  machine,  and  maintaining  it  in  the  midst  of  the 
water,  while  the  current  flows,  but  without  touching  the  sides  of 
the  ear  passage  if  possible,  nor  yet  the  membrane  of  the  tym- 
panum. But  this  is  so  difficult  to  be  done,  so  disagreeable  to 
the  patient,  and  so  ineffectual,  that  the  author  has  instituted  an 
entirely  different  method,  by  employing  an  ear  electrode  of  ivory 
sponge  and  silver  wire,  to  convey  the  galvanic  current,  instead 
of  Faradaic  current,  in  this  treatment  for  noises  and  deafness, 
which  is  more  practical,  agreeable,  and  more  frequently  success- 
ful.    See  page  243. 

For  Faradaizing  in  partial  amaurosis,  loss  of  taste,  and 
premature  diminution  of  sight,  he  advises  "  the  employment 
rather  of  the  continuous  galvanic  current,  because  it  exercises 
a  very  much  more  remarkable  influence  on  these  organs  than 
can  be  produced  by  the  induction  currents  of  electro-magnet- 
ism." But  how  does  Dr.  Duchenne  (and  other  writers  who 
seem  to  take  all  his  propositions  without  question)  reconcile 
such  facts,  declared  by  himself?  This  is  no  declaration  of 
another  —  no  ex  parte  testimony.  A  late  English  writer  testi- 
fies that  he  has  found  the  best  effects  from  the  use  of  modemte 
galvanic  currents  in  affections  of  the  special  senses  ;  and  yet,  in 
the  same  work,  he  cautions  against  the  employment  of  these  same 
currents  on  the  large  nerves  and  muscles  of  the  limbs,  for  fear 
of  the  effects  reaching  the  brain !  I  cannot  account  for  this 
opinion,  if  given  from  experience  in  practice,  unless,  as  in  the 
former  case,  —  i.  e.,  when  using  galvanic  electricity  about  the 
face,  —  care  was  taken  to  use  the  smaller  intensity,  also  the  occa- 
sional, or,  perhaps,  more  frequent  interruptions  of  the  current, 
as  it  certainly  should  be  only  so  employed  ;  while  in  the  latter 
case  a  stronger  inverse  current  was  allowed  to  traverse  a  nerve 
trunk,  or  group  of  muscles,  persistently  for  some  indefinite 
time,  which  would  almost  neccssai'ily  do  injury  rather  than  good. 
To  apply  any  considerable  current  of  galvanism  to  the  nerve 
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trunks,  muscles,  back,  or  head  of  a  patient,  and  retain  it  there 
for  some  time,  regardless  of  the  condition  of  variation^  of  den- 
sity of  current,  or  of  interruption,  direction,  or  alternation,  &c., 
would  be  a  foolhardy  and  highly  hazardous  experiment.  In  my 
opinion  no  such  current  should  ever  traverse  the  part  more 
than  one  minute  at  a  time,  at  the  longest,  although  repeated 
again  and  again  in  the  same  place  and  manner.    See  D,  Note  3. 

The  Faradaizing  of  the  diaphragm  for  quickly  producing  arti- 
ficial respiration  is,  according  to  Duchenne,  best  done  by  apply- 
ing the  one  electrode  over  the  phrenic  nerve j  which  takes  its  rise 
from  the  third,  fourth,  and  fifth  cervical  pairs,  and  is  to  be 
reached  on  the  anterior  edge  of  the  scalenus  anticus,  and  just  at 
the  back  edge  of  the  middle  of  the  sterno^teido-mastoideus  mus- 
cle, while  the  other  electrode  is  placed  at  the  pit  of  the  stomach, 
with  a  down-running  current.  Let  the  electrodes  be  wet 
sponges  with  large  surface.  The  instant  they  are  applied,  the 
artificial  respiration  is  usually  produced;  the  thorax  heaves, 
and  the  air  rushes  forcibly  into  the  lungs  ;  thus  by  applying  and 
removing  one  electrode  as  often  as  this  phenomenon  is  repeated, 
it  is  possible  to  keep  up  a  respiratory  process  for  a  time,  even 
after  death.  Perseverance  must  be  the  motto  here ;  for  in  all 
cases  of  apparent  death  from  water,  strangulation,  lightning, 
asphyxia,  from  chloroform,  opium,  carbonic  acid  gas,  &c.,  to 
establish  and  maintain  respiration,  t5  often  found  to  save  life. 

For  the  Faradaization  of  the  pharynx^  he  uses  the  long  han- 
dle electrode  with  "  olive-shaped  tip^'*  which  is  to  be  introduced 
into  the  pharynx  in  median  line,  while  the  other  wet  electrode  is 
placed  on  the  nape  of  the  neck.  He  cautions  against  the  acci- 
dent of  allowing  the  excitors  to  touch  or  rest  against  the  lateral 
sides  of  the  pharynx,  for  the  pneumogastric^  glosso-pharyngealy 
and  spinal  accessory  nerves  might  be  touched  by  the  current, 
and  thus  afiect  the  vital  organs. 

The  Faradaization  of  the  larynx  is  done  by  means  of  the 
same  olive-shaped  instrument,  which  is  passed  down  (without 
the  current)  as  far  as  the  posterior  and  inferior  portion  of  the 
larynx,  while  the  other  excitor,  as  in  the  previous  cases,  is  then 
placed  on  the  nape  of  the  neck ;  or  it  is  better  sometimes  to  be 
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situated  outside,  front  of  the  throat,  on  a  level  with  the  cryco- 
thyroid  muscle.  Thus  situated,  they  may  receive  the  current 
gently  at  first,  and  at  the  same  time  the  sponge  is  moved  about 
a  little.  But  he  says  the  indirect  method  is  easier,  and  often 
eflFcctual.  One  excitor  is  in  that  case  placed  over  the  inferior 
constrictor  muscle  on  the  anterior  portion  of  the  throat,  and  so 
reaches  the  inferior  laryngeal  nerve. 

The  Faradaization  of  the  bladder  is  advised  for  paralysis  of 
that  organ.  Dr.  Duchenne  employs  a  kind  of  sound  of  gutta 
percha,  which  insulates  two  movable  wires  in  its  two  channels, 
wliich  is  much  like  a  double  catheter.  Tiiis  is  first  carried  into 
the  bladder,  and  then  the  wires  are  pressed  forward  through 
the  double  canula,  and  having  a  spring  or  band  for  that  pur- 
pose, they  diverge  as  they  advance,  until  their  tips  are  widely 
separated.  The  bladder  being  empty,  as,  indeed,  he  advises  it 
should  be,  the  contact  or  closure  of  the  circuit  is  then  made, 
when  the  portion  within  the  cavity  of  the  bladder  is  moved  about 
so  as  to  be  applied  for  a  few  minutes  to  all  the  sides  of  that 
viscus.  It  is  then  withdrawn  in  the  reverse  manner,  i.  e.,  the 
current  is  first  discontinued,  the  adjustable  wires  are  withdrawn 
within  the  insulating  canula,  and  then  the  whole  is  withdrawn 
much  as  an  ordinary  catheter.    (See  pp.  398, 680,  and  E,Notel.) 

Faradaizing  the  rectum,  and  also  the  muscles  of  the  anus 
for  preventing  involuntary  stools,  or  prolapsus  of  the  rectum, 
and  for  the  paralysis  of  the  sphincter  and  levator  ani,  he  recom- 
mends the  use  of  another  olive-shaped  excitor,  kept  exclusively 
for  this  purpose.  While  the  one  electrode  is  within  the  rectum, 
let  the  other  be  on  the  skin  near  or  over  the  circular  muscle 
fibres,  if  the  patient  can  bear  it.  He  advises  the  precaution  of 
first  clearing  the  rectum  by  an  enema,  before  the  operation. 
Besides,  the  instrument  excitor  should  be  well  insulated,  except 
at  its  olive  tip,  as  the  margins  of  the  rectum  and  sphincter  ani 
are  most  exquisitely  sensitive  to  any  electric  excitation,  and 
therefore  will  otherwise  produce  unbearable  tenesmus.  This  is 
always  to  be  very  carefully  avoided. 
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Electro-Chemical  Bath. 

Sir  Humphry  Davy  observed,  as  long  ago  as  in  1807,  that 
if  he  immersed  his  fingers  in  a  glass  vessel  filled  with  dis- 
tilled water,  connected  with  the  negative  pole  of  a  galvanic  bat- 
tery, alkalies  were  excreted  from  his  body  and  deposited  in  the 
pure  water ;  but  if  the  positive  polo  was  in  contact  with  the 
water  and  fingers,  then  phosphoric,  sulphuric,  and  hydrochloric 
acids  were  deposited,  and  could  be  detected  in  the  distilled  water. 

Electro-chemical  baths,  known  as  "  Dr.  Vcrgonn's,"  and  which 
figured  in  all  the  country  for  a  while,  were  but  the  hasty  result 
of  an  IDEA,  put  forth  to  the  world  by  M.  Poey,  who  relates  the 
origin,  treatments,  and  consequences.  It  seems  tliat  in  1852,  a 
man  occupied  with  electro-silver  plating  in  the  city  of  New  York, 
having  had  his  hands  in  a  solution  of  the  nitrate  and  cyanure  of 
gold  and  silver,  a  severe  ulcer  was  produced,  which  proved  very 
obstinate  of  cure  under  the  most  active  remedies.  At  last  the 
patient  plunged  his  hand  into  the  electro-chemical  bath,  at  the 
positive  pole,  that  was  being  employed  at  tlio  time  for  silver 
plating.  After  holding  it  there  for  a  quarter  of  an  hour,  it  was 
found  tliat  the  metal  plate  connected  with  the  negative  pole  waa 
covered  with  a  thin  layer  of  gold  and  silver.  Then,  by  a  few 
more  such  applications,  repeated  day  after  day,  the  electro- 
chemical bath  proved  sufficient  for  the  cure  of  the  ulcer.  Upon 
that  hint  was  based  an  idea  which  soon  grew  into  an  hypotliesis 
of  great  magnitude. 

Dr.  Poey,  of  some  southern  city,  soon  prepared  a  paper  on  the 
subject,  which,  ui  1855,  was  laid  before  the  French  Academy  in 
Paris,  in  which  he  asserted  "  that  it  is  possible  to  extract  metallic 
substances  out  of  the  human  body  by  the  aid  of  electricity, — 
whetlier  such  poisons  had  been  taken  as  remedies,  or  had  been 
lodged  in  the  body  by  absorption  from  exposure  in  some  of  the 
different  arts  and  trades." 

The  electro-chemical  bath  is  administered  as  follows;  The 
patient  is  placed  sitting  upon  a  bench  of  wood,  which  is  fixed 
low  in  a  deep  and  largo  metallic  bath  tub ;  all  of  which  is  in- 
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sulated  from  the  ground.  Tlie  tub  is  then  filled  with  wannish 
water  until  the  patient  is  up  to  the  neck  in  it.  If  it  is  supposed 
that  the  patient  is  poisoned  with  mercury,  or  with  silver,  or  gold, 
then  the  water  is  acidulated  with  nitric  or  hydrochloric  acid ; 
but  if  lead  is  to  be  extracted,  then  sulphuric  acid  is  added  to  the 
water  bath,  in  the  place  of  the  other  acid.  The  galvanic  elec- 
tricity must  be  large,  both  as  to  quantity  and  intensity,  and  the 
long-continued,  even  current  is  the  kind  for  this  purpose.  The 
negative  pole  is  connected  with  the  foot  of  the  bath  tub  by  a 
binding  screw,  while  the  positive  electrode  is  placed  in  the  hands 
of  the  patient.  The  positive  electrode  is  made  of  iron,  and 
covered  with  wet  wash-leather  or  cloth,  to  diminish  the  calorific 
action  of  the  large-sized  scries  of  batteries  necessary  to  run  it 
M.  Poey  goes  on  to  give  a  graphic  description  of  the  mode  of  its 
action.  He  says  the  current  circulates  through  the  patient  from 
head  to  foot,  thus  traversing  all  the  internal  organs,  not  exceplr 
ing  the  bones,  takmg  along  with  it  every  particle  of  metal  which 
may  exist  in  the  organism  ;  then,  by  restoring  the  metal  to  its 
primitive  form,  and  depositing  it  over  the  whole  surface  of  the 
sides  of  the  bath  tub  from  the  neck  to  the  feet,  but  always  more 
abundantly  over  against  that  part  of  the  body  where  the  metal 
is  supposed  to  exist.  As  an  instance  of  this,  M.  Poey  afiirms 
that  he  once  saw  from  a  patient  who  complained  of  pain  in  the 
arm,  in  consequence  of  having  taken  mercury,  the  exact  size 
and  shape  of  the  arm  depicted  or  clectrotyped  upon  the  side  of 
the  bath  nearest  that  arm,  from  the  deposit  of  the  metallic  mol- 
ecules which  came  out  of  the  limb.  He  also  affirmed  that  he 
had  drawn  from  the  femur  and  from  the  tibia  of  a  patient  a 
large  quantity  of  mercury,  which,  according  to  some  physicians, 
had  actually  existed  in  these  bones  for  fifteen  years ! 

But  to  deny  that  the  electro-chemical  bath  is  devoid  of  all 
effects  on  the  human  body,  aside  from  the  alleged  extraction  of 
metals,  is  but  folly  ;  yet  at  the  same  time  there  are  the  strongest 
reasons  for  doubting  its  utility  or  safety,  as  it  has  been  thus 
far  tested.  More  than  one  instance  has  come  under  our  own 
observation  of  the  injurious  consequences  attending  tliis  unphil- 
osophical  use  of  such  galvanic  power. 
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Magnets  as  Remedy. 

"  Loadstone  "  and  Magnets  have  for  centuries  been  supposed 
to  have  some  influence  on  the  human  body,  particularly  in  dis- 
ease ;  but  it  has  always  been  in  the  absence  of  any  tangible 
demonstration.  Professor  Faraday  submitted  his  own  body  to 
the  trial,  by  Dr.  Keil,  —  who,  at  the  time,  was  advocating  those 
views, — with  most  powerful  and  formidable  permanent  magnets, 
but  without  any  appreciable  result.  M.  Pereira  states,  that  as 
early  as  the  days  of  JEtius,  which  was  in  A.  D.  550,  it  is  record- 
ed that  this  then  marvellous  "  loadstone "  was  bound  upon  the 
sick  part.  Dr.  Alfred  Smee  has  pursued  a  scries  of  experiments 
for  investigating  this  matter  to  some  satisfactory  result.  He 
placed  the  web  of  a  frog's  foot,  and  then  the  tail  of  a  fish,  under 
the  field  of  the  microscope,  and  there  exposed  them  to  the  in- 
fluence of  very  powerful  magnets,  but  without  producing  the 
slightest  eSects  upon  the  circulation  of  the  blood,  or  upon  the 
capillaries.  He  says  he  has  also  subjected  the  various  organs  of 
sensation  to  its  influence,  but  never  has  been  able  to  produce 
the  slightest  efiect  upon  the  eye,  ear,  nose,  tongue,  or  skin.  Nor 
was  he  more  successful  in  his  experiments  on  cell  life,  for  all 
these  trials  gave  negative  results.  From  such  trials,  by  one  so 
competent,  we  may  safely  infer  that  terrestrial  magnetism  either 
has  no  kind  of  influence  at  all  over  the  functions  of  animal 
life,  or  is  so  limited  as  to  be  usually  an  exception  rather  than  a 
rule. 

Msthesiometer. 

For  the  purpose  of  aiding  in  the  diagnosis  of  certain  forms  of 
nervous  diseases,  Dr.  Sievking  constructed  this  little  instrument, 
by  whom  it  is  at  length  described  and  recommended.*  Its  em- 
ployment is  based  upon  the  principle,  that  the  capability  of 
distinguishing  the  distance  between  two  points^  applied  exactly 
and  simultaneously  to  the  skin,  at  difierent  parts  of  the  body, 

*  British  and  Foreign  Medioo-chinirgical  Review,  1858,  p.  280. 
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varies  with  the  tactile  sensibility  of  the  respective  regions.  This 
power,  in  healtli,  always  follows  the  general  laws  of  si/mme(rg 
that  we  find  governing  the  body. 

The  absolute  impairment  of  tactile  sensibility  may  be  asce^ 
tained  by  comparing  a  given  result  with  the  tables  of  Professor 
Weber,  which  are  now  contained  in  most  new  books  on  physi- 
ology. Thus,  if  a  person  in  health  is  able  to  recognize,  as  two 
disthict  impressions  at  the  tips  of  his  fingers,  points  of  only  one 
tenth  of  an  inch  apart,  it  follows,  that  if  we  find  him  unable  on 
one  or  both  hands  to  distinguish,  say  more  than  four  tenths  of 
an  inch  ♦apart,  then  there  must  be  a  serious  impairment  of 
nervous  susceptibility  to  the  reception  or  conduction  of  tactile 
impressions. 

The  nature  of  the  impediment  must,  of  course,  be  determined 
by  other  evidences.  But  here  it  is  manifest  that,  by  applying 
an  instrument  to  measure  the  exact  tactile  sensibility  of  differ- 
ent parts  involved,  or  supposed  to  be  involved,  in  a  paralytic 
affection,  we  secure  a  more  trustworthy  standard,  so  far  as  it 
goes,  to  judge  of  the  profoundness  or  extent  and  character  of 
the  affection  than  if  we  trust  to  the  patient's  description  of  sen- 
sations, or  simply  to  the  ruder  mode  of  pricking  or  pinching  the 
skin,  as  heretofore  employed.  There  are  three  classes  of  circum- 
stances in  which  the  aesthcsioscope,  or  "  dividers,"  may  be  use- 
fully employed  as  a  help-diagnosticator  :  — 

1.  In  suspected  actual  paralysis,  to  determine  the  amount 
and  extent  of  anaesthesia. 

2.  As  a  means  of  diagnosis  between  actual  paralysis  of  sensa- 
tion, and  mere  "  subjective  anaesthesia,"  in  which  case  we  know 
the  tactile  powers  are  unaltered. 

3.  As  a  means  of  determining  the  progress  of  any  given  case 
while  under  electric  treatment,  or  where  waiting  for  treatment, 
whether  for  the  better  or  not.  Now,  it  would  be  superfluous  te 
give  illustrations  of  all  these  three  classes  of  cases,  showing  where 
this  might  afford  us  some  assistance.  The  first  and  the  third 
speak  for  themselves,  and  to  obviate  any  misunderstanding  of 
the  second,  an  instance  is  subjoined. 
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Case.     M ,  aged  fifty-two,  sufiered,  for  six  months  before 

the  first  consultation,  fi'om  numbness  and  formication  about  the 
left  hand,  with  severe  nocturnal  pains  along  the  tips  of  the 
fingers,  and  at  their  metacarpal  ends.  The  patient  rarely  had 
pain  in  the  thumb,  and  none  in  the  palm  of  the  hand.  There 
was  fi'equent  vertigo.  Now,  to  determine  the  character  of  this 
numbness,  the  aesthesioscope  was  tried,  and  the  patient  was 
found  to  be  able  to  distinguish  one  tenth  of  an  inch  equally  well 
at  the  tips  of  the  middle  and  third  fingers  of  both  hands  ;  i.  e., 
of  the  sick  hand  as  well  as  the  well  hand.  The  instrument 
therefore  aided  in  the  determination  of  the  diagnosis,  by  show- 
ing that  the  sensation  of  numbness  was  purely  subjective,  but 
doubtless  originating  in  the  encephalon,  as  does  tinnitus  aurium, 
yet  not  the  actual  result  of  a  true  paralytic  affection. 

This  instrument  is  essentially  what  is  known  to  mechanics  as 
a  "  beam  compass."  It  consists  of  a  square  rod  of  brass,  four 
inches  in  length,  graduated  and  marked  into  inches  and  tenths 
of  inches.  At  one  end  of  this  is  a  fixed  point  one  inch  long 
projecting  at  right  angles,  while  another  such  point  is  arranged 
80  as  to  slide  along  on  the  graduated  beam,  much  hke  a  shoe- 
maker's measure.  Certain  precautions  are  necessary  here  in 
order  to  insure  trustworthy  results.  And,  first,  it  is  important 
that  the  patient  should  not  know  what  is  expected ;  therefore  he 
should  not  know  why  the  instrument  is  applied ;  and  the  points 
should  not  be  seen  by  him,  so  that  the  eye  may  not  influence 
his  answers  to  the  tactile  impressions.  It  is  of  all  importance, 
moreover,  to  make  the  two  points  to  touch  the  skin  exactly  at 
the  same  time,  or  there  will  thus  be  produced  two  successive 
impressions,  which  would  alter  the  value  of  the  result.  We 
may  use  a  pair  of  common  dividers,  or  carpenter's  compasses, 
in  the  same  way  and  for  the  same  end. 


844  ELECTBO-THERAPEUTICS. 


CHAPTER    VI. 

HYPERESTHESIA,  —  FiX  A  TiTED  NEBVE  AOTIOITS  AHD 

PAINS. 

"  General  Principles ''  as  regards  the  Nerves  in  Health  and  in 

Disease. 

Our  knowledge  of  the  exact  functions  of  the  different  parts  of 
the  nervous  system,  —  of  nerve  batteries,  nerve  telegraphs,  gan- 
glia stations,  and  other  curious  nerve  arrangements,  —  we  must 
confess,  is,  on  tlie  whole,  scanty  and  imperfect.  Some  certain- 
ties, it  is  true,  we  positively  do  possess  ;  and  some  strong  proba^ 
bilities,  also,  which  almost  amount  to  certainties.  Thcro  is  a 
pathological  range  of  evidences  from  the  brain,  spinal  cord,  and 
the  nerves,  (omitting  the  great  sympathetic  nerve  and  its  rami- 
fications, for  we  know  but  little  of  its  disorders,)  that  is  fairly 
made  out,  and  is  well  understood  by  some,  at  least ;  and  we  are 
at  present  in  the  right  way  for  increasing  our  knowledge  of  this 
intricate  subject  by  the  greatly  increased  facilities  for  accurate 
research,  and  from  the  more  careful  collection  of  facts,  and  ri^d 
induction  of  particulars,  which  will  lead  us,  or  those  who  follow 
us,  to  a  safe  and  useful  generalization.  But,  perhaps,  adopting, 
as  I  do,  the  views  and  language  of  Dr.  Thomas  Watson,  in  the 
main,  without  expounding  such  views  upon  these  intricate  mat- 
ters, it  would  be  impossible  for  me  to  explain,  as  it  would  be  for 
others  to  clearly  understand,  the  reasoning  I  entertain  respecting 
many  of  the  manifest  deviations  of  nerve  functions,  and  of  tlie 
diseases  of  the  brain,  spinal  cord,  and  the  nerves.  We  find  that 
we  are  perpetually  asking  ourselves,  when  we  see  the  ordinary 
healthy  functions  of  the  nerves  disordered,  Is  this  disorder  the 
result  of  disease  in  any  part  of  the  nervous  matter  itself  ?  or  is 
it  merely  sympathetic  of  disease  or  derangement  in  other  parts? 
For  there  are  few  diseases  of  any  kind  which  do  not,  in  some 
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degree,  modify  or  disturb  the  due  exercise  of  the  offices  of  the 
brain  and  nerves ;  and  it  is  very  difficult  often,  and  sometimes 
it  is  impossible,  to  determine  whether,  and  how  far,  the  disturb- 
ance is  primary  or  secondary.  But  let  us  now  attend  to  our 
creed :  — 

First.  Tlie  nervous  centres  consist  of  the  cerebrum  and  cere- 
bellum^  the  medulla  oblongata^  and  the  medulla  spinalis^  while 
the  ganglia  are  the  centres  of  the  great  sympathetic  system  of 
nerves.  The  "  nervous  system  "  is  thus  made  up  of  those  masses 
of  nervous  matter  called  nervous  centres^  and  of  all  the  nerves 
of  the  organism  therewith  connected,  "  as  a  means  to  an  erulj^ 
upon  which  we  are  utterly  depending  in  every  department  of  our 
organism  and  being.     (See  pp.  222,  264.) 

Second.  I  include  the  cerebral  hemispheres,  together  with 
the  lobes  of  the  cerebellimi,  under  the  common  term,  the  brain. 
So  shall  I  speak  of  the  medulla  oblongata  and  the  spinal  marrow 
in  the  single  phrase,  the  spinal  cord^  or  as  the  cranei-spinal  axis, 
their  endowments  appearing  to  differ  more  in  relation  and  degree 
than  in  kind.  The  office  of  all  their  proper  functions  may  be 
included  in  three  words  —  sensation,  thought,  motion. 

I  am  inclined  to  the  belief  that  the  gray  portions  of  the  ner- 
vous centres  (which  are  much  the  more  vascular)  fonn  the  part 
in  which  their  own  peculiar  powers  reside,  or  are  generated ;  and 
that  their  white  or  fibrous  portions  are  like  the  white  and  fibrous 
nerves,  being  merely  proper  conductors  of  the  nervous  influence. 
I  incline,  also,  to  the  opinion  that  the  influence  which  originates 
in  tlie  graj/  nerve  matter,  and  is  transmitted  by  the  white,  is 
analogous,  but  not  identical,  with  some  modifications  of  elec- 
tricity. We  already  know  that  some  of  the  effects  of  this  influ- 
ence may  be  very  exactly  imitated,  by  means  of  galvanism,  in 
animals  very  recently  dead ;  that  is,  while  there  is  yet  a  spark  of 
vitality  left  to  modify  or  cooperate  with  it,  l>u4  never  after. 

Third.  I  believe  that  the  faculties  of  sensation,  of  thought, 
and  of  the  dominion  of  the  will,  —  i.  e.,  volition,  and  the  power 
of  originaiing  motion,  —  belong  to  the  brain ;  in  all  probability, 
to  the  cerebrum  alone.  The  precise  office  of  the  cerebellum  is 
^till  involved  in  obscurity  and  dispute. 
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Fourth.  It  forms  a  part  of  my  views  that  the  motive  power 
resides  in  the  spinal  cord.  The  muscles  furnish  the  instrumenU 
of  power  and  motion.  Now,  there  is  a  certain  class  of  musdes 
which  contract  without  our  willing  their  contraction,  and,  gene^ 
ally,  without  our  being  conscious  that  they  are  contracting. 
Such  are  the  heart,  the  muscular  fibres  of  the  alimentary  canal, 
and  of  the  bladder,  &c.  These  are,  therefore,  called  involuntary 
muscles.  There  is  another  and  larger  class  of  muscles,  which, 
in  health,  obey  the  bidding  of  the  will,  and  serve  the  purposes  of 
grasping,  locomotion,  and  bodily  effort.  These  are  considered 
and  called  voluntary  muscles.  Then  there  is  still  another  dis- 
tinct set  of  muscles,  of  which  the  ordinary  or  habitual  action  is 
involuntary,  yet  which  do  submit,  also,  to  the  occasional  inte^ 
posing  control  of  the  will.  Of  such  are  the  muscles  of  respira- 
tion, which  act  while  we  are  asleep,  or  otherwise  unconscious ; 
also  of  such  arc  the  sphincters,  which  regulate  the  entrances  and 
outlets  of  the  body.  The  habit  of  these  is  involuntary,  but  the 
occasional  action  is  prompted  and  governed  by  the  will.  But 
sometimes  the  involuntary  action  rebels  against  the  willed  action, 
and  overcomes  it.  The  muscles  contract  in  spite  of  the  will 
Nay,  any  of  those  muscles  which  ordinarily  move  only  in  obedi- 
ence to  volition,  do,  sometimes,  under  the  influence  of  strong 
emotibn  or  of  disease,  contract  independently  of  any  eflfort  of  the 
will,  and  even  in  opposition  to,  and  in  defiance  o/,  all  voluntary 
power. 

It  seems  now  fairly  ascertained  that  the  movements  of  those 
muscles  which  acknowledge  the  empire  of  the  will,  depend  es- 
sentially upon  some  momentary  change  in  the  condition  of  tlie 
spinal  cord.  This  change  (whatever  may  be  its  nature)  is  capa- 
ble of  being  effected  in  three  several  ways,  — 

1.  By  volition  or  emotion,  originating  in  the  brain,  and  this 
sending  down  a  nerve  telegraphy  which  travels  with  electric 
speed  to  the  spinal  cord,  whence,  the  requisite  change  having 
been  as  instantly  produced,  the  motive  influence  passes,  with 
proportional  rapidity,  along  the  nerves  which  connect  the  cord 
with  the  muscles  to  be  moved. 

2.  The  nervous  change  that  is  productive  of  motion  may  be 
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wrought  in  the  cord  —  whether  the  brain  be  attached  to  it  or 
not  —  either  by  mechanical,  chemical,  or  electric  agencies,  oper- 
ating directly  upon  the  cord  itself. 

8.  The  given  change  that  produces  motion  may  be  wrought  in 
the  cord  by  an  influence  that  is  carried  to  the  cord,  and  not 
from  the  brain,  but  from  the  extremities  of  nerves  distributed 
upon  the  internal  or  external  surfaces  of  the  body.  The  action 
of  this  nervous  circle,  whereby,  I  say,  an  influence  is  first  carried 
from  the  surfaces  of  the  body  along  some  nerves  to  the  spinal 
cord,  —  whence,  again,  an  influence  is  transmitted,  or,  rather, 
reflected^  as  it  were,  to  other  certain  muscles  along  certain  other 
nerves, — is  named,  by  Dr.  Marshall  Hall,  the  reflex  function 
of  the  spinal  cord.  The  apparatus  in  our  organism,  that  is  sub- 
servient to  this  function,  is  named  by  him  the  "  excito-motory 
system ; "  the  nerves  which  carry  the  impression  to  the  cord,  are 
incident,  "  sentient,^^  or  excitor  nerves  ;  those  which  convey  the 
motive  impulse /rowi  the  cord,  he  calls  reflex  or  "  motor  "  nerves. 

Again,  this  reflex  action  of  nerves  is  independent  of  the  will ; 
and  although  often  attended  by  consciousness  and  sensation,  yet 
it  is  often  exercised  when  there  is  neither  of  these  ;  it  governs  the 
orifices  by  which  air  and  food  are  introduced  and  excrements 
are  voided.  The  infant  breathes  and  nurses  by  it,  while  the 
adult  uses  his  will  for  bringing  nutriment  into  his  mouth ;  in 
both  cases,  however,  after  the  food  has  reached  a  certain  point, 
the  act  of  swallowing  is  regulated  by  this  same  nervous  functian. 
Nevertheless,  most  of  these  muscular  acts  are  capable  of  being 
directed,  increased,  or  moderated  by  sheer  vohmtary  will.  The 
reflex  power,  on  the  other  hand,  extends,  both  in  health  and  in 
disease,  to  the  entire  system  of  the  strictly  voluntary  muscles. 
During  health  it  is  manifested  only  in  the  maintenance  of  what 
is  called  their  balance  or  "  tone ; "  i.  e.,  their  natural  tension  and 
firmness.  In  disease,  on  the  contrary,  we  see  this  power  act 
upon  them  sometimes  with  most  terrific  energy. 

There  are  physiologists  who  have  said  that  the  cerebral  matter 
is  incompressible,  in  consequence  of  the  bony  dome  that  con- 
tains it.  This  I  do  not  believe.  I  am  not  unadvised  of  the 
other  grounds  upon  which  they  rest  these  conclusions.    Not- 
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witlistanding,  a  pressure  of  the  brain  there  certainly  is.  The 
surface  of  the  brain,  seen  through  the  circular  opening  made  in 
the  bone,  is  observed  to  pvdsate  —  and  to  pulsate  with  a  twofold 
motion.  With  every  systole  of  the  heart,  the  brain-surface  pro- 
trudes a  little,  and  it  again  subsides  with  the  succeeding  diastole. 
This  shows  that  the  tension  of  the  arteries^  produced  by  the 
given  contractions  of  the  ventricles  of  the  heart,  exerts  a  degree 
of  pressure  upon  the  contents  of  the  cranium. 

In  the  second  place,  the  brain  has  also  an  alternate  move- 
ment, correspondhig  with  the  movements  of  the  thorax  in 
breathings,  —  rising  with  every  act  of  ejiy)irationy  and  sinking 
with  every  act  of  inspiration.  This  I  have  demonstrated.  Now, 
during  expiration,  the  blood  escapes  less  freely  from  the  head 
through  the  veins;  and  thus  again  vascular  fulness  is  found 
connected  with  evidence  of  pressure  on  the  contents  of  tho  bony 
dome.  When  we  reflect  that  more  blood  may  be  forced  through 
the  arteries  into  the  brain  than  the  venous  capillaries  readily 
transmit  and  thus  remove  again,  it  is  easy  to  conceive  of 
varying  pressure  upon  the  nervous  mass  within  the  skull, 
which  may  arise  from  plethora,  blood  poison,  or  deficient 
nerve  power.  This  may  arise  also,  on  the  other  hand,  from  a 
reverse  state  of  things,  i.  e.,  where  there  is  too  little  bloody 
or  "  poor  blood,"  etc. ;  for  then  the  venous  capillaries  take  it 
away  too  readily,  —  i.  c.,more  readily  than  the  arteries  supply  it, 
—  and  tlierc  must  be  insufficient  pressure^  as  well  as  a  tcant  of 
brain  nourishment.  In  point  of  fact,  we  knoiv  of  some  changes 
in  the  circulation  through  the  l)rain,  which  have  the  effect, 
invariably,  first,  of  modifying,  and,  at  length,  —  if  they  are  con- 
tinued,—  of  arresting  the  cerebral  functions.  If  no  blood,  or 
if  impoverished  blood,  be  sent  through  the  arteries  to  the  brain, 
death,  in  the  way  of  syncope^  ensues ;  if  venous  blood,  or  blood 
poisoned  with  bile,  or  uric  acid,  circulates  in  those  brain  blood 
vessels,  it  leads  to  death  by  coma.  But,  whatever  be  the  nature 
of  the  unknown,  and,  perhaps,  fugitive  pliysical  conditions  of 
the  nervous  centres  thus  capable  of  disturbing,  or  even  abolish- 
ing, their  functions,  it  is  useful  to  keep  in  our  minds  a  distinct 
and  clear  conception  of  the  facty  that  there  must  be  some  such 
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physical  condition.  It  is  plain,  that  excess  of  pressure  may 
cause  fatal  coma,  or  defect  of  the  usual  pressure  fatal  syncope, 
and  yet  no  evidence  of  the  operation  of  the  cause  be  left  in  the 
dead  brain. 

It  is  certain,  then,  that,  whether  the  cerebral  pulp  yields  or 
not,  there  is  a  constant  alternation  of  a  greater  and  then  of  a 
less,  compressing  force  exerted  upon  it  during  life.  It  is  not 
improbable  that  this  continual  variation  of  the  compressing 
force  may  be  essential  to  the  performance  of  the  cerebral  func- 
tions. IAslj  not  the  brain  be  thus  incessantly  charged^  says  Dr. 
Watson,  if  indeed  it  be,  as  has  been  suggested  by  no  less  a  phi- 
losopher than  Sir  John  Herschell,  "  an  electric  pile  constantly 
in  action,"  discharging  itself  by  the  nerves  at  brief  intervals, 
"  when  the  tension  of  the  nervo-elcctricity,  developed,  reaches  a 
certain  point"?  However  this  may  be,  it  is  equally  certain 
that,  at  times,  or  under  certain  conditions,  the  compressing 
force  on  the  brain  may  greatly  transgress  its  natural  range  and 
limits  in  either  direction,  —  i.e.,  it  maybe  too  great  or  too 
little.  Tlie  functions  of  the  nervous  centres  are  thus  liable  to 
be  deviated,  perverted,  or  lost,  both  when  the  pressure  becomes 
excessive,  or,  on  the  other  hand,  when  the  brain  pressure  is 
insufficient. 

In  speaking  of  Hj/percesthesia,  and  the  diagnosis  of  diseases  of 
the  nervous  system,  and  more  especially  of  the  sensory  nerves^ 
Dr.  T.  Laycock  says,  "  Pain  is  preeminently  the  symptom  by 
which  we  become  conscious  of  disease  in  the  organism  ;  it  is,  in 
effect,  the  sentinel  that  warns  us  of  impending  danger." 

By  the  term  hypersesthesia,  this  condition  of  the  nerves  is 
meant,  viz.,  an  exalted  susceptibility  to  impressions ;  a  condi- 
tion expressed  by  tenderness; — pain  and  tenderness  are  its 
characteristics.  Not  in  virtue  of  a  change  in  the  tissues  that 
surround  the  nerve  fibrils,  and  thus  involving  them  as  in  inflam- 
mation ;  but  in  virtue  of  a  change  that  is  limited  to  the  nerves, 
in  some  part  of  their  route  from  centre  to  periphery.  The  pain 
that  arises  from  a  morbid  state  of  the  nerves  only,  and  the  pain 
that  arises  from  a  morbid  condition  of  the  tissues,  to  which 
those  nerves  minister,  are,  therefore,  expressive  of  two  widely 
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different  morbid   states ;  the  one    is   neuralgic  sensibility, 
other  is  the  pain  and  teiiderness  of  an  inllamniation.     Be 
thus  widely  different  in  their  nature,  they  ret^uire  a  widely  d 
fct-ent  treatment. 

The  correct  diagnosis  of  tho  two  conditions,  and  a  trt 
matti  of  the  value  of  the  given  pain  and  tenderness,  as  \i 
symptoms,  are  of  the  very  first  importance.     The  seat  of  neun 
gic  pain  is  frequently  in  the   termination  twigs;   but  Uiat  j 
rarely  the  seat  of  the  cause.     It  is  to  the  tmnk  of  the  nerve,  i 
to  the  sensory  tract  of  the  cerebro-spinal  axis, that  we  mustlook 
for  tliis.     In  the  pain  of  inflammation,  the  cause  is  local ;  and 
when  it  is  external  there  arc  tumor  and  rubor.     The  morbid  con- 
dition, givmg  rise  to  hyperjesthcsia,  may  he  seated  in  the  nerve 
fibril,  or  in  the  central  axis  ;  and  it  may  be  cither  primary  or 
secondary.     Any  cause  which  exalts  tlio  sensorial  function  ia 
either  point,  gives  rise  to  hyperaesthesia,  as  a  mechanical  injur| 
or  contact,  or  congestion  of  the  neui-ine.     Nerves  of  scnsatioi 
passing  through  foTcmina  in  the  bones,  or  winding  arouitd  bont 
or  tendons,  are  peculiarly  liable  to  the  first-mentioned  cause 
Hence  the  nerves  of  the  face  are  so  much  more  frequently  neu 
ralgic  than  others.     Spicula  of  bone,  or  of  cartilage,  or  analogooj 
deposits  in  or  on  the  sero-fibrous  envelope  of  the  spinal  cord,  ai 
of  this  character.     With  regard  to  other  causes  of  hypera 
thesia,  the  most  frequent,  and  most  important,  is  a  propagatioi 
of  irritation  from  the  peripheral  twigs  to  the  central  axis  ;  thffl 
a  diffusion  of  that  irritation  tluoiigh  the  gray  or  white  malte 
BO  that  it  then  involves  other  nerve  fibrils,  and  a  consequent  ex| 
tension  of  the  pain  and  tenderness  to  other  sensory  nerves.    liViS 
thus  explain  the  pains  experienced  in  tho  hips  and  tliighs  froiA^ 
congestion  of  the  uterus.     This  transmission  and  diffusion  of 
irritation  riiai/  be  from  contiguity,  as  in  the  case  just  mentioned, 
or  from  functional  connection,  as  between  the  mamnue  aad 
ovaria,  or  uterus ;  or  the  sympathy  may  arise  between  parts  de- 
riving tlieir  innervation  from  a  common  system  of  nerves,  as 
the  uterus  and  stomach.    Hence  the  anatomical  and  physiologi- 
cal relations  of  the  organs   affected  must  enter  largely  into  out  J 
consideration,  when  establishing  the  diagnosis  between  neural^l 
and  inflammatory  p;uu  and  tenderness. 
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Hypercesthesia  of  the  vagus^  or  pneumogastric  nerve^  espe- 
cially of  its  (Esophageal  and  gastric  branches^  is,  perhaps,  the 
most  common  of  all  neuralgic  affections ;  and  this  frequency 
ought  not  to  create  surprise,  when  we  remember  how  directly  all 
mental  operations  act  upon  these  nerves  through  the  central  axis 
—  how  quickly  poisons  taken  into  the  circulation  react  upon 
them  —  how  intimate  is  the  connection  between  the  stomach 
and  other  viscera  of  the  abdomen  and  pelvis  —  and  how  continu- 
ally the  nerves  of  the  stomach  are  exposed  to  the  application  of 
local  irritants.  When  we  know  that  a  puncture  or  wound  of  a 
sensitive  nerve  in  the  hand  or  finger  will  excite  irritation  in 
those  of  the  whole  limb :  that  from  these  it  will  radiate  upon 
the  nerves  of  the  opposite  limb,  and,  extending  its  influence  up- 
ward and  downward,  will  at  last  involve  the  trunk,  and  even  the 
lower  extremities,  we  may  reasonably  infer,  that  some  such 
trsdn  of  phenomena  may  occur  after  local  irritation  of  the  nerves 
of  the  stomach ;  and  that  the  nerves  of  the  heart  and  lungs, 
and  the  sensory  twigs  of  the  upper  extremities,  may  become  in- 
volved in  the  morbid  condition,  while  with  the  extension  of  it 
upwards,  hypochondriasis  supervenes.  Common  as  is  this  class 
of  diseases,  I  know  of  none  which  demand  more  care  to  estab- 
lish a  correct  diagnosis.  The  most  common  forms  of  this  hy- 
peraesthesia  are  gastrodynia,  pleurodynia,  pyrosis,  globus,  and 
the  "  sympathetic  affections  of  the  heart  and  brain,"  termed 
palpitation^  headache,  hypochondriasis,  &c.  In  persons  predis- 
posed or  liable  to  spasmodic  asthma,  the  pvdmonary  plexus 
will  also  be  involved,  and  nervous  coughs,  asthma,  <fec.,  will 
result.  These  symptoms  vary  almost  ad  infinitum  in  their  com- 
binations. 

I  should  advise  you,  medical  students,  to  cultivate  the  habit 
of  looking  upon  the  nervous  system  as  a  whole ;  all  the  parts  of 
which  act  and  react  upon  each  other.  It  may  be  true  that 
every  nerve  in  connection  with  the  spinal  cord  consists  of  the 
five  distinct  nerves  that  some  Avriters  represent,  viz.,  volitional, 
sensual,  incident  excitor,  reflex  motor,  and  the  sympathetic; 
but  it  certainly  is  not  proved.  On  the  other  hand,  if  you  con- 
ceive ail  the  nerves  to  be  subject  to  the  same  general  lawSj  but 
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having  different  funciionsj  in  virtue  of  a  difference  in  the 
apparatus  on  which  they  are  distributed,  and  in  the  centres  on 
or  from  which  they  act  and  react,  you  will,  I  think,  arrive  at  re- 
sults as  comprehensive  as  the  fivefold  division  affords,  but  much 
more  comprehensible,  and  much  more  applicable  to  everj-day 
practice.  The  physiology  of  the  nervous  system  must  be  care^ 
fully  studied  if  you  would  practise  medicine  and  surgery  buo- 
ccssfully. 

Sciatica. 

Let  us  here  examine  the  affections  of  the  great  ischiatie 
nerve  J  because  they  may  be  regarded  as  a  type  of  local  nervous 
diseases  in  general.  Sciatica^  in  the  first  place,  must  be  con* 
tradistinguishcd  from  simple  nervousness^  (in  itself  considered,) 
as  exalted  nervous  function,  or  nervous  derangement,  or  neu- 
ralgia, or  perverted  conditions,  sensations,  and  motions.  This 
malady  takes  its  name  from  the  great  sciatic  (ischiatic)  nerve, 
which  is  the  scat  of  the  affection.  The  sciatic,  which  is  the 
largest  nerve  of  the  human  body  outside  of  the  brain  and 
spinal  cord,  having  extensive  distribution  of  its  branches,  en- 
ables us  to  observe  and  study  the  phenomena  of  nerve  inflatih 
mation  and  the  neuralgic  condition  more  definitely  here  than 
when  similar  affections  arc  seated  in  smaller  nerves.  This 
great  nerve  trunk  is  formed,  we  must  first  observe,  by  the  union 
of  the  terminal  branches,  or  roots,  of  the  lower  portion  of  the 
spinal  cord,  (cauda  equina,^  which  pass  from  the  lumbar  and 
sacral  ganglia  out  of  the  pelvis,  by  the  ischiatic  notch,  as  a  very 
large  nerve  cord.  It  then  takes  its  course  down  the  outer  and 
back  part  of  the  leg  to  the  foot.  When  the  pain  is  seated  in 
the  bottom  or  outer  edge  of  the  foot,  we  know  it  is  in  the  ulti- 
mate twigs  of  the  great  sciatic  nerve.  If  the  pain  is  chiefly  in 
the  inner  and  anterior  side  of  the  leg,  or  about  the  inner  ankle, 
then  we  know  it  is  rather  in  the  ultimate  ramifications  of  the 
crural  (femoral)  nerve.     (See  p.  477,  and  Notes  in  Appendix.) 

Sciatica,  (not  sciatic  neuralgia,)  in  its  true  and  less  frequent 
forms,  is  a  real  inflammatory  disease,  (neuritis^^  generally  seated 
in  the  nerve,  or,  rather,  in  and  about  the  sheath  of  that  portion 
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of  this  nerve ^  where  it  passes  behind  the  neck  of  the  thigh-bone 
after  it  has  emerged  from  the  pelvis.  This  is  explained,  perhaps, 
from  the  fact  that  at  this  spot  the  greater  sciatic  is  more  ex- 
posed than  any  other  large  nerve  trunk  in  the  human  body. 
It  is  here  liable  to  be  exposed  to  severe  or  prolonged  pressure  in 
sitting  and  walking ;  to  bruising  and  concussion ;  to  irritation, 
as  from  severe  toil,  riding  and  walking ;  to  chill  and  congestion, 
from  cold,  wet,  or  damp,  or  from  sitting  upon  any  cold  seat, 
particularly  after  great  heat  or  fatigue ;  any  of  which  is  suflS- 
cient  to  set  up  a  morbid  action  that  may  amount  to  a  neuralgia^ 
a  rheumatismj  or  an  acute  attack  of  sciatic  inflammation.  Now, 
some  always  regard  this  malady  as  a  neuralgic  or  rheumatic 
affection  ;  and  no  doubt  it  does  occasionally  partake  of  the  one 
or  the  other  specific  character,  because  of  the  existence  of  one 
or  the  other  in  the  system  at  the  same  time.  But  sciatic  neu- 
ralgia may  appear  occasionally  as  a  mere  symptorrt  of  some 
morbid  irritation  in  the  alimentary  canal,  or  of  some  one  of  the 
inter-pelvic  viscera,  thus  being  only  a  reflex  nervous  action ; 
then,  after  the  cause  is  removed,  the  painful  condition  of  the 
nerve  appears  to  continue  chronic,  just  as  palsy  of  the  limbs 
continues,  after  the  lesion  in  the  brain,  that  was  the  first  cause 
of  it,  has  been  healed. 

It  is  all  important  to  be  able  to  distinguish  the  organic 
from  the  symptomatic  sciatica.  In  tracing  the  cause  of  each 
particular  case,  the  history  of  it  becomes  an  important  ivitnessj 
not  to  be  slightly  questioned,  because  of  the  more  prominent 
symptoms  in  all  cases  being  so  similar.  Nevertheless,  by  care- 
ful analysis  of  the  local  and  of  the  general  symptoms,  and  by 
tracing  the  history  of  the  precedent  circumstances  that  are  con- 
nected with  the  appearance  of  the  pain,  we  shall  find  the  ap- 
parent difficulties  of  the  diagnosis  to  vanish  as  this  investigation 
proceeds. 

The  very  first  symptom,  mark,  of  acvte  sciatica  —  which, 
indeed,  is  manifested  very  soon  after  the  exposure  of  the  patient 
—  is  a  sense  of  weight  of  that  leg,  together  with  a  feelhig  of 
coldness,  numbness,  or  a  want  of  sensibility ;  and  this  is  accom- 
panied, or  perhaps  soon  followed^  by  rigors,  and  other  very  dis- 

30* 


354  ELECTBO-THEBAPEUnCS. 

agreeable  general  sensations,  such  as  occur  on  ordinary  febrile 
attacks.  A  restless,  feverish,  and  uncomfortable  night  follows, 
after  which  the  patient  experiences  a  very  threatening  and  tire- 
some pain  in  the  course  of  the  great  sciatic  nerve.  The  limb  is 
now  all  but  powerless,  with  growing  pains  either  down  the  back 
of  the  thigh,  (which  is  becoming,  also,  extremely  tender  to  the 
touch,)  or  on  the  outside  of  the  knee,  or  the  calf  of  the  leg,  or 
near  the  external  ankle  bone,  or,  perhaps,  involving  the  whole 
limb.  If,  now,  the  limb  is  moved,  the  pain  increases,  darting  up 
into  the  loins,  and  down  the  limb.  The  patient  wishes  to  lie  on 
his  back,  with  the  limb  extended,  and  complains  now  of  the 
prickling  sensation  called  "  pins  and  needles."  The  attack  may 
be  more  or  less  gradual,  and  the  febrile  phenomenon  more  or 
loss  great ;  but  in  any  case  where  this  affection  has  attained  a 
degree  of  severity  that  characterizes  the  acute,  the  symptoms  are 
80  characteristic  that  no  practitioner  of  ordinary  intelligence  can 
fail  at  once  to  recognize  its  true  nature.  But  the  great  majority 
of  cases  that  call  on  medical  men  for  treatment  are  the  sub- 
acute. The  history  and  symptoms  of  these  are  the  same  as  the 
acute,  only  less  in  degree  and  extent,  and  the  invasion  is  more 
tame.  The  suffering  and  the  lameness  even  here  are  great,  and 
the  patient  finds  no  easy  position. 

In  case  the  early  stages  of  the  acute  or  the  sub-acute  attack 
are  not  submitted  to  active  and  controlling  treatment,  the  case 
is  very  likely  to  merge  into  the  chronic  form,  and,  as  such,  it  may 
continue  to  harass  the  sufferer  for  any  length  of  time.  But  it 
may  be  asked.  Where  is  the  line  to  be  drawn  to  distinguish  the 
acute  and  sub-acute  from  the  chronic  sciatica  ?  The  chronic 
disease  of  a  nerve,  says  Dr.  Rood,  of  England,  differs  not  essen- 
tially from  a  similar  morbid  condition  of  other  structures.  The 
term  "  chronic,"  when  applied  to  disease,  does  not  indicate 
merely  or  exclusively  the  idea  of  duration,  or  long  continuance, 
as  the  origin  of  the  word  —  chronos^  time  —  would  seem  to  im- 
ply, but,  rather,  designates  a  special  form  of  morbid  action. 
Then,  observe,  the  symptoms  of  pain,  tenderness,  weakness,  &c., 
will  be  present  both  in  tlie  sub-acute  and  in  the  chronic.  la 
the  former  they  will  be  intensified  by  exercise ;  in  the  latter,  at 
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first,  diminished  thereby  —  i.  e.,  within  certain  limits.  In  the 
former,  the  sufferer  will  commence  his  walk  feeling  but  little 
pain ;  but  at  every  step  it  increases,  and  the  farther  he  walks, 
the  more  severe  it  becomes.  In  the  chronic  sciatica,  he  feels 
stiflF,  and  starts  with  difficulty ;  but,  once  up  and  oflF,  he  pro- 
gresses with  more  and  more  ease  after  having  walked  a  little  dis- 
tance, and  then  may  even  feel  almost  well,  for  a  short  time, 
being  quite  free  from  pain :  but  if  he  extends  his  rambles,  a  feel- 
ing of  fatigue  soon  creeps  on,  followed  by  pain,  and  these  in- 
crease. The  exercise  thus  acting  as  a  remedial  agent  to  a  cer- 
tain extent^  that  Ihnit  passed,  it  becomes  an  irritant,  and  then 
tends,  on  the  contrary,  to  aggravate  the  very  disease  upon  which 
it  had  just  before  exercised  a  beneficial  effect.  Now,  a  delicate 
illustration  of  this  is  observed  in  treating  an  ordinary  case  of 
inflammation  of  the  conjunctiva  of  the  eye,  which,  moreover, 
shows  the  striking  effects  of  the  judicious  and  skilful  use  of  dif- 
ferent stimulants  in  the  varied  treatments  of  disease.  At  the 
very  turning-point  of  a  case  of  this  kind,  the  application  of  an 
appropriate  stimulant  operates  upon  the  disease  "  like  a  charm,'* 
and,  for  the  patient,  most  advantageously.  If  the  application 
be  delayed^  a  stimulant  of  the  same  strength  would  prove  use- 
less, or  worse  than  useless ;  to  produce  the  desired  effect,  its 
potency  would  then,  probably,  need  to  be  doubled.  But,  on  the 
other  hand,  where  the  stimulant  is  applied  too  soon^  —  i.  e.,  pre- 
maturely, —  or  if  too  strong,  it  operates  then  as  an  irritant,  and 
rather  augments  the  disease  it  was  intended  to  cure.  Exactly 
similar  effects  are  produced  upon  the  nerves^  although  hidden 
from  view ;  for  it  is  a  law  in  therapeutics  that,  whether  the 
application  be  direct  or  indirect,  stimulating  or  soothing,  the 
same  influences  may  be  brought  to  bear,  and  the  same  results 
obtained,  upon  diseased  parts,  wherever  seated. 

It  is  obvious  that  an  inflammatory  action  cannot  go  on  long, 
in  any  structure,  without  producing  important  changes  in  its 
organization.  The  more  active  the  disease,  and  the  more  deli- 
cate tlie  tissue,  the  more  rapidly  will  a  healthy  structure  be  de- 
teriorated, and  the  function  of  the  organ  be  deranged.  But 
probably  Hie  sheath  of  the  nerve  is  the  primary  seat  of  the  dis- 
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ease  in  true  sciatica,  which  becomes  greatly  thickened,  first,  by 
venous  congestion,  and,  secondly,  by  fibrinous  deposits.  This 
thickening  of  the  surrounding  tissue  causes  a  pressure  on  the 
fibrils  of  the  great  sciatic  cord  ;  and  any  lurking  inflammation 
in  the  sheath  of  the  nerve  must,  after  a  time,  extend  also  to  the 
medullary  matter  contained  within  it ;  and  this  may  explain  fbo 
coexistence  of  the  two  opposite  sensations  of  numbness  and  of 
pain.  The  latter  is  supposed  to  result  from  the  morbidly  in- 
creased scnsibiUty  of  the  membranous  structure  which  usually 
attends  inflammation  ;  the  former,  from  the  compression  of  the 
nerve  substance  itself,  caused  by  the  thickened  sheath. 

Dr.  Marshall  Hall  gave  a  graphic  account  of  a  severe  case  of 
sciatica,  but  a  short  time  before  his  decease,  which  illustrates 
how  this  great  nerve  may  be  thus  utterly  disorganized,  and  its 
functions  at  first  perverted,  and  finally  destroyed.  The  whole 
limb,  in  that  case,  became  useless,  and  wasted  away,  ultimately, 
to  mere  skin  and  bone.  But  this  result  is  only  occasional.  In 
the  worst  cases,  although  lameness  may  persist  for  a  long  time, 
yet  usually  the  sufierer  ultimately  regains  mostly  the  use  of  the 
limb. 

No  form  of  electricity  is  found  useful  for  acute  inflammatory 
sciatica,  unless  it  be  actively  employed  within  the  first  twelve 
hours  after  tlic  sensation  of  weight,  coldness,  and  numbness  in 
the  limb,  and  while  the  rigors  and  the  horripilations  are  still 
inaugurating  the  attack.  And  if  this  docs  not  peremptorily  cut 
short  the  invasion,  as  it  usually  will  do,  particularly  if  it  has 
been  aided  with  ten  or  twenty  grahis  of  Dover's  powder, 
thorough  warm  bath,  and  careful  nursing,  then  the  acute 
sciatica  must  be  surrendered  to  an  active  antiphlogistic  treatment 
by  smart  aperients,  bleeding  or  leeching,  antimonials,  or  other 
diaphoretics,  as  best  adapted  to  the  individual  constitution  and 
habits,  which  then  must  make  the  first  chapter  or  "  act "  in  the 
work.  The  next  must  be  tonics  and  ferruginous  preparations, 
if  the  patient  is  feeble  or  aged  ;  but  if  in  the  prime  of  life  and 
good  general  health,  then  quinine,  or  Fowler's  solution,  or  min- 
eral acids,  are  indicated.  If  plethoric  and  vigorous,  let  a  small 
bottle  of  congress  water  be  taken  every  morning  for  a  week,  and 
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repeated  every  alternate  week.  Rashness  and  timidity  are 
equally  to  be  avoided  in  the  treatment  of  nervous  diseases. 
One  may  push  his  antiphlogistic  treatment  so  far  in  some  slight 
case  as  to  debilitate  his  patient  unnecessarily,  while  in  another 
case  the  same  treatment  would  not  have  been  severe  enough  to 
conquer.  Another  may  err  in  adopting  only  palliatives,  or  mere 
sootliing  and  temporary  relief,  where  the  case,  on  the  contrary, 
demanded  most  active  and  prompt  treatment  to  insure  a  cure. 
Therefore,  whether  the  case  be  acute  or  chronic,  the  skill  of  the 
practitioner  will  be  shown  by  the  correctness  of  his  opinion  as  to 
the  seat,  the  nature,  and  intensity  of  the  affection,  and  by  the 
precision  and  judgment  with  which  he  selects  and  applies  the 
remedial  agents  at  his  command  —  doing  neither  too  little  nor 
too  much,  but  doing  right,  and  at  the  right  time.  If  he  strikes 
a  vigorous  blow,  he  does  it  with  just  sufficient  force  —  enough 
and  no  more  —  to  produce  the  effect  intended ;  and  then  he 
fails  not  to  follow  up  the  advantage  gained  by  calling  to  his  aid 
such  other  appliances  as  are  found  to  have  power  to  complete 
the  restoration.  These  are  our  general  principles^  and  are  in- 
tended to  apply  as  well  in  the  treatment  of  any  other  nervous 
disease  as  for  sciatica. 

To  this  end  we  see  the  importance  of  a  more  intimate  ac- 
quaintance with  electro-physiology  and  electro-pathology,  and  with 
the  peculiar  symptoms  and  treatment  of  the  nerves,  for  dealing 
faithfully  and  satisfactorily  with  these  diseases,  either  in  their 
idiopathic  or  traumatic  derangement.  This  will  form  the  sec- 
ond chapter  or  "  act "  in  the  work  of  treating  the  grand  malady 
of  sciatica,  as  well  as  all  other  nerve  affections. 

Now  we  come  to  the  third  and  last  "  act,"  which  alone  is  the 
work  and  special  province  of  electro-therapeutics.  Here  let  me 
forestall  the  older  and  erroneous  notions  of  "  temporary  relief  ^^ 
by  electricity.  Dr.  Rood  recently  said  in  his  excellent  disserta- 
tion on  the  subject,  that  sciatica  "  is,  as  a  general  rule,  and  almost 
without  exception,  neither  a  gouty  nor  a  rheumatic  affection; 
and  I  am  fully  persuaded,"  he  says, "  after  carefully  studying  the 
subject,  and  watching  the  course  and  character  of  the  malady  in 
all  its  forms,  that  those  who  hope  to  cure  it  by  a  special  medica^ 
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tion,  on  the  ground  of  supposing  it  either  gouty  or  rheumatic, 
will  necssarily  fail  in  the  attempt.  They  may  keep  their  patient 
under  treatment,  trying  tliis  or  that  medicine  for  many  monlhs, 
the  malady  meantime  fluctuating,  but  showing  no  signs  <rf 
yielding;  if  recovery  does  take  place,  it  will  probably  be  at 
some  remote  date,  and  that  perhaps  after  several  years ;  tlie  suf- 
ferer apparently  being  in  no  degree  indebted  for  his  recovery  to 
the  aid  offered  by  the  medical  treatment,  or  hnimeflt  appliances. 
Such  cases  reflect  no  credit  upon  the  healing  art ;  yet  the  fault 
lies  not  so  much  in  the  art  itself,  as  in  the  person  who  professes 
to  apply  its  resources." 

A  patient  is  laboring  under  supposed  sciatica  ;  now,  if  it  is 
truly  so,  whether  neuralgic  or  inflammatory,  you  will  find  that 
if  you  press  firmly  near  the  posterior  edge  of  the  trochanter  ma- 
jor, or  near  the  superior  spinous  process  of  the  ilium,  or  at  the 
upper  part  of  the  ischiatic  notch,  in  all  probability  not  only  will 
the  point  so  pressed  exhibit  tenderness,  and  perhaps  pain,  but 
the  patient  will  tell  you  that  a  distinct  pain  also  shoots  down 
the  limb,  and  request  you  not  to  repeat  it.  These  are  the  more 
iisual  results  of  such  investigations  in  sciatic  affections. 

There  is,  moreover,  a  kind  of  sciatica  that  now  and  then  presents, 
which,  if  not  correctly  understood,  will  be  difficult  to  cure ;  for 
it  is  truly  associated  with  disease  of  the  roots  of  the  anterior 
crural  nerve^  the  more  prominent  symptoms  of  pain  and  im- 
paired muscular  action  manifesting  themselves  mostly  in  parts 
to  which  the  branches  of  tliis  nerve  arc  distributed,  and  at 
the  same  time  the  great  sciatic  nerve  appearing  to  be  exempt 
from  disease,  i.  e.,  at  firsts  but  some  time  aftertvards  (mark 
this)  giving  evidence  of  some  trouble  there,  particularly  after 
any  considerable  or  unusual  amount  of  exorcise.  But  when 
it  is  remembered  that  l)oth  the  anterior  crural  nerve  and  the 
great  sciatic  nerve  receive  their  originating  branches  for  their 
structure  from  the  same  fourth  pair  of  lumbar  nerves,  and  arc, 
indeed,  but  the  prolongation  of  the  sacral  ganglia,  it  is  seen  that 
there  is  a  very  close  relation  between  these  two  great  anterior 
and  posterior  nerves  of  the  lower  limb.  The  roots  of  these 
great  nerves  therefore  perforate  the  psoas  muscle,  and  this  may 
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account  for  the  increase  of  the  severity  of  the  symptoms  after 
walking  in  such  cases.  We  may  conchide  that  where  there  is 
absence  of  tenderness  over  the  exit  and  course  of  the  trunks  of 
these  two  great  nerves,  and  yet  evident  sciatica,  then  in  all  probar 
bility  the  seat  of  the  disease  is  rather  at,  or  near,  the  deep-seated 
roots  of  the  nerves,  and  that  the  psoas  muscle,  as  in  walking,  is 
probably  the  irritating  agent.  A  large  blister  applied  at  once 
over  the  whole  lumbar  region  in  such  a  case,  and  repeated  a 
few  times,  will  materially  aid  in  preparing  for  the  cure.  The 
compound  iodine  ointment,  or  tr.  iodine  fortis,  may  bo  substi- 
tuted. But  the  repeated  application  of  direct  Galvanic  or  Fara- 
daic  currents  will  be  fouud  the  most  effectual  means  for 
completely  clearing  those  deep-seated  nerve  roots  of  any  re- 
maining venous  congestion,  or  discrasia,  by  catalysis. 

Cases  of  symptomatic  sciatica  are  not  rare.  This  form  of  the  dis- 
ease arises  from  retained  scybala.  Having  observed  that  in  all 
these  cases  the  right  leg  is  the  one  affected,  we  believe  that  the 
indurated  fceces  or  scybala  are  impacted  in  the  cwcum  and 
ascending  colon.  Dr.  Hancock  was  the  first  to  give  this  expla- 
nation of  these  cases.  These  may  be  actUe  and  severe  cases, 
simulating  the  acute  form  of  sciatica,  or  they  may  be  chronic 
and  simulating  the  rheumatic  or  the  true  chronic  sciatica.  Re- 
move the  cause,  then,  first  by  active  purgatives^  as  turpentine 
and  oil,  or  croton  oil,  or  colocynth  pill ;  and  then  arrives  the 
time  to  apply  the  electric  current  to  the  loins  and  bowels,  with- 
out delay,  so  as  to  give  tone  whore  was  atony.  A  constipated 
habU  must  ever  after  be  sedulously  avoided,  even  for  a  day,  by 
every  such  patient.  Aperient  medicines  are,  indeed,  most  effi- 
cient assistant  remedial  agents  in  the  treatment  of  this  as  well 
as  some  other  forms  of  sciatica. 

Finally,  we  may  be  satisfied  that  the  much  known  and  little 
understood  sciatica  occurs  as  an  acute  disease,  whose  inflamma- 
tory character  requires  an  active  antiphlogistic  treatment.  &f- 
atica,  moreover,  occurs  as  a  true  chronic  disease,  where  blisters, 
iodine,  and  electric  currents  are  required  to  eradicate  it ;  sci- 
atica may  occur  as  a  symptomatic  disease,  and  that  either  acute 
or  chronic,  which  requires  active  aperient  medicines,  together 


with  electric  currents,  to  reetore  tone  and  fimotion ;  sniatiea  Timy 
occur  with  a  r/ieumatic  taint,  or  any  two  or  more  of  the  forego- 
ing forms  may  occur  in  the  same  case;  but,  after  all,  U  more 
generally  occurs  as  a  pure  neuralgia,  and  simply  reqi 
good  electrical  treatment  to  cure  it.     (See  p.  475.) 


Rheumatism. 


Dr.  Gordon,  of  this  city,  says  he  treats  an  attack  of  &cntB 
rheumatism  in  the  following  manner :  "  After  having  piw- 
cured  free  evacuations  by  means  of  senna  and  salts,  I  begin  the 
administration  of  equal  parts  of  vin  colchici  and  spirits  terebinth, 
in  teu-di-op  doses,  every  two  or  three  hours.  Then,  after  a  day 
or  two,  I  give,  in  connection  with  the  just-named  prcscriptiotif 
(hut  only  at  longer  intervals,  say  of  six  hours  each,)  Unci,  fenir 
chlor.,  ten  drops,  using  as  much  opium  as  necessary  to 
pain,  I  also  allow  a  free  use  of  good  coSeo,  tliat  is  of  avei 
strength.  If  the  ap[)ctite  remains,  the  patient  is  allowed  a 
eratc  use  of  his  usual  food,  at  the  usual  meal  time. 

The  autlior  has  found  the  above  admirably  adapted  to 
cases,  while  in  others,  —  i.  e.,  for  abbreviating  the  discouraging 
duration  of  acute  articular  or  periosteal  rheumatisms,  —  the  ad- 
ministration of  large  doses  of  iodide  of  potassium,  with  a  suffir 
cient  quantity  of  sulphate  of  morphia  to  control  the  oiitrageoi 
pain,  proves  to  be  the  better  means.     Give,  in  the  course  of 
day,  from  ten  grains  to  half  a  drachm  of  the  iodide,  with,  say  one' 
half,  to  one  and  a  half  grain  of  morphia.      Bathe  the  jointa 
and  painful  parts  in  a  lotion  of  the  cyanuret  of  potassium,  or 
soap  liniment  with  opium  or  Now  England  rum,  then  cover  with 
water  dressing,  and  all  well  covered  with  dry  flannels. 

Disease  of  Articular  Cartilnges.  —  Upon  inquiring  into 
pathology  of  diseased  joints.  Dr.  Bryant,  assistant  surgeon 
Guy's  Hospital,  says,  articular  cartilages  are  so  related  to 
anatomical  divisions  of  tissues,  the  hard  and  soft,  that  they  oHen 
an  unusually  good  opportunity  of  examining  the  process  of  celli 
development,  and  afford  equally  to  the  patholt^st  tlie  means  of 
studying  the  changes  which  nucleated  cells  undergo  in  tlieir 
degeneration  or  decay. 
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Now,  the  diflFerence  between  what  is  called  vascular  and  non- 
vascular tissues  (to  which  latter  division  articular  cartilages  be- 
long) is  known  to  be  so  slight,  that  the  method  by  which  this 
structure  is  nourished  is  no  longer  doubtful.  The  blood  being 
conducted  to  every  tissue  by  its  ordinary  vessels,  each  tissue 
extracts,  or  rather  imbibes^  the  material  requisite  for  Us  own  best 
nourishment ;  the  only  difference  between  the  vascular  and  non- 
vascular parts  being  determined  by  the  space  through  which  this 
process  of  imbibition  takes  place ;  in  the  latter,  the  vessels  do 
not  perforate  its  substance.  The  nucleated  cells,  however, 
through  which  all  the  living  structures  are  formed,  and  grow, 
still  do  absorb  from  the  vessels,  however  distant,  their  quantum 
of  nourishment ;  and  in  articular  cartilages,  these  cells  are  as 
active  as  in  any  other  tissues. 

The  method  by  which  these  blood  vessels  supply  the  articular 
cartilages  may  be  thus  briefly  described,  the  necessity  to  un- 
derstand their  vascular  supply  being  evident  when  their  pa- 
thology is  looked  into.  That  the  principal  source  of  supply 
is  derived  through  their  bony  attachment,  the  researches  of 
Birkett,  Toynbee,  and  others  have  full  well  demonstrated.  The 
vessels  at  their  bony  base  form  loops,  and  yield  the  required 
nourishment  ^'  somewhat  in  the  same  way  as  the  epidermis  scales 
are  nourished  upon  the  vascular  loops  of  the  corium."  The 
vessels  ramifying  into  the  synovial  membrane  furnish,  at  their 
circumference,  to  their  adjacent  surfaces  the  sufficient  supply. 

It  is  clear,  then,  that  structures  deriving  their  nourishment 
through  other  adjacent  tissues  must  depend  much  upon  the 
integrity  of  these  tissues ;  and  here  such  an  example  is  witnessed, 
particularly  in  old  people.  Articular  cartilages  are  liable  to 
diseases  which  may  all  be  classed  as  the  enlarged  or  hypertro- 
phied,  or  atrophied^  that  is,  wasted.  They  are  peculiarly  liable 
to  granular,  fatty,  and  fibrous  degeneration,  but  not  to  inflamma- 
tion. Now,  all  these  seem  to  arise  either  from  perversion 
of  nutrition,  or  else  diminished  or  arrested  nutrition,  but  never 
through  excessive  vascular  supply,  or  through  single  excess  of 
function.  Hence  the  reasonableness  of  electric  currents,  prop- 
erly applied,  being  of  the  greatest  service,  in  all  such  joint  afiec- 
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tions,  when  not  complicated  with  inflammation  or  ulceration  of 
the  adjacent  tissues. 

Thei*e  is  a  kind  of  chronic  rheumutism  which  we  not  unfre- 
quently  meet  with,  that  shows  its  peculiar  character  by  depositB 
in  tlie  cutis,  in  the  sub-cutaneous  cellular  tissue,  and  also  in  the 
cellular  tissue  of  the  muscles.  These  considerable  efiusions 
very  speedily  become  hard  callosities,  and  are  not  only  felt  but 
seen^  situated  in  isolated  spots,  or  else  are  numerous  in  a  given 
space,  or  conglomerated  so  as  to  cover  a  larger  extent,  and  so 
near  the  skin,  or  actually  involving  the  under  structure  of  it,  that 
a  fold  of  the  skin  cannot  be  pinched  up  over  such  spots.  These 
are  attended  with  harassing  pains,  and  even  loss  of  power,  to 
helplessness ;  while  other  cases  suffer  little  from  them.  But  if 
early  treated  by  localized  electric  currents,  these  lumps  can  be 
solved  away,  without  being  scattered  to  any  other  part.  A  brisk 
current,  directed  through  the  spots,  is  required,  and  that  con- 
tinued for  a  longer  time  at  once  on  each  callous  spot,  than  we 
are  in  the  habit  of  using  the  current  for  any  other  purpose. 

Rheumatism  does  7U)t  appertain  to  cell  life,  as  its  character- 
istics of  pain,  shifting  of  seat  of  swelling  and  of  the  pain,  for- 
mation of  lithates  and  its  deposits,  do  certainly  indicate.  Rheu- 
matisms which  are  more  frequently  presented  for  electrical 
treatment  arc  of  the  chronic  forms.  In  all  reason  and  fairness, 
too  much  is  expected  of  electro-therapeutics  in  most  affections 
for  which  they  arc  resorted  to ;  and  particularly  is  this  true  in 
those  cases  where  there  is  a  rheumatic  taint^  discrasia,  or  diathe^ 
sis,  for  this  special  condition  or  bias  of  the  organism  is  always 
giving  occasion  for  fresh  attacks.  Notwithstanding,  we  are  pre- 
pared to  show  the  preeminent  power  of  electricity  in  pure  forms 
of  rheumatism  of  every  sort,  excepting  only  the  actively  acute. 
The  acute  form  of  rheumatism  comes  on  with  fever,  or  perhaps 
even  before  the  appearance  of  febrile  symptoms,  with  excruciating 
pain  in  the  larger  joints,  which  are  also  swollen  and  more  or 
less  red.  This  may  shift  to  another  joint,  —  the  whole  lasting 
some  six  weeks.  One  of  the  essential  symptoms  of  cumte  rheu- 
matism is,  that  the  skin  is  daily  or  nightly  bathed  in  a  profuse 
perspiration,  and  yet  is  hot,  nor  is  the  pulse  or  tlie  pain  in  the 
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least  relieved  by  it.  Tliis  form  of  the  affection  will  UKiially  run 
its  course  in  spite  of  treatment,  although  tlie  medical  attendant 
c&n  influence  it  to  run  a  milder  and  a  more  bearable  course,  and 
usually  guard  against  the  liabililij  to  metastasis,  i.  o.,  traustation 
or  extension  of  it  to  some  internal  part,  especially  to  the  heart. 
But  the  acute  form  of  rheumatism  rarely  terminates  in  the 
chronic  form.  The  person  tliat  is  subject  to  the  one  kind  seldom 
is  found  to  have  the  other,  and  vice  versa.  But  the  occurrence 
of  either  kind  leaves  a  liability  to  its  recurrence  on  very  sligbt 
exposure  or  error  of  diet  or  habit,  or  even  from  a  change  of 
wind  or  weather,  i.  e.,  change  in  the  atmospheric  electricity. 

Chronic  rheumatism  of  almost  every  sort,  whether  capsular 
and  seated  in  the  lining  membrane  of  the  joints  and  biirsos  of 
the  tendons,  or  when  it  attacks  the  feet  or  the  hands,  the  hips  or 
shoulders,  the  knees  or  elbows,  the  muscles,  fascia,  or  perios- 
teum of  the  skull,  vertebrie,  or  shafts  of  bones,  —  all,  all  of  them 
are  wonderfully  amenable  to  the  catalytical  power  of  Galvanism, 
or  the  disturbing  force  of  Faradaism.  It  is  known  that  the 
pain  of  these  chronic  forms  is  sometimes  confined  to  one  or  sev- 
eral joints ;  and  at  another  time,  it  shifts  from  one  part  to 
another,  and  that  without  being  attended  with  inflammation  or 
fever.  The  patient  is  very  liable  to  become  lame,  or  even  crip- 
pled by  contractions  and  pseudo^iiichylosis,  and  liable  moreover 
to  frequent  painful  recurrences.  Tlio  effusion  of  coagulable 
lymph,  after  each  frosli  attack,  tends  to  a  permanent  thickening 
of  the  parts.  Now,  unless  tliese  deposits  have  existed  very  long, 
or  have  far  degenerated  into  old  cartilaginous,  callous,  or  chalk 
and  tendon  nodosities,  so  as  to  greatly  resist  tlie  in-working 
of  the  current,  electricity,  and  particularly  that  form  of  it  we 
designate  as  primary  or  galvanic,  and  even  electro-magnetic  cur- 
rents often,  can  solve  out  and  remove  these  deposits  of  effusion, 
wherever  their  seat  may  bo,  if  recent. 

Rlieumatalgia,  then,  even  where  it  resists  all  other  treatments, 
can  often  bo  reached  and  nearly  eradicated  by  the  correct  and 
thorough  use  of  electric  currents,  at  least  for  tliat  time,  so  as  ]io 
other  remedial  power  can  do  it.  If  a  rheumatism  is  thus  treated 
and  broken  up  at  every  new  attack,  for  a  few  times,  if  the 
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urine  testifies  tlmt  the  kidneys  ai-e  at  fault,  and  they  can  be 
rected,  also  the  diet  and  liabits  aro  corrected,  tlie  assimilatioD' 
and   disassimilation  all  rendered   cfficiout  in   tbcir    respectiw' 
offices,  and  the  patient  wears  Sanuol  and  woollen  clotliing, 
rheumatism  is  cured. 

The  more  speedy  and  effectual  throwing  off  a  fresh  attack 
rheumatism,  whether  in  tlie  boues  or  museles,  is  very  groal 
facilitated  by  hatha  of  soft  warm  water  and  a  plenty  of 
The  water  should  ho  quito  blood  icanii,  but  never  over  95* 
Fahrenheit.     The  air  of  the  batliing  room  should  invariably  b»' 
warmer  than  the  water  of  the  bath,  and  the  patient  should  exist' 
day  and  night  in  a  very  uniform  temperature. 

Dr.  Puller,  of  St,  Greorge''s  Hospital,  in  Ids  work  on  Rlieuma*' 
tism,  Rlieumatic  Gout,  and    Sciatica,  jiaga  456,  says,   if  tli8 
sciatic  nerve  is  the  part  implicated  in  tlie  real  rheumati! 
pain,  he  orders  the  whole  affected  limb  to  be  encased  in  flaunt 
that  IB  thickly  sprinkled  with  sulphur.     This  flannel  is  kept 
place  by  means  of  a  bandage,  and  the  whole  limb  thus  baudaget 
is  covered  with  oiled  silk,  or  rubber  cloth,  which  has  the  effect* 
not  only  to  increase  the  Wiinuth  of  the  linih  and  conffnc  tha 
vapor  of  the  sulphur,  but  it  also  obviates  the  disagreeable  odi 
The  bandage  and  flannel  should  be  kept  on  day  and  night. 

Here,  doubtless,  is  an  old  galvanic  remedy,  which  Dr.  O'Coa*! 
ner  has  brought  up  anew  as  valuable  in  given  cases  of  rheui 
tism.  To  be  effective,  so  that  good  results  may  follow  the  eXi 
tcmal  use  of  sulphur,  the  flaiuiel  and  baudaf^ng  sltould  not 
removed  until  after  several  days  —  say  three  or  four  at  least>^ 
Where  the  case  ia  attended  with  feveriskness  and  with  very 
acute  pain,  experienced  even  when  tlie  limb  ia  at  rest,  no  relief 
rcsnlts  from  its  use;  nor  is  there  any  good  from  it  when  the 
skin  is  dry  and  inactive,  for,  in  such  cases,  the  sulphur  remains 
unahsorhed  and  without  curative  action.  But,  he  says,  whera, 
there  are  no  symptoms  of  active  disease,  when  the  pain  is  of 
dull,  aching'  character,  and  is  felt  chiefly,  if  not  solely,  when 
limb  is  in  motion, — and  more  especially  when  the  skin  act 
freely,  and  the  sulphur  is  absr>rl)ed  rapidly,  so  as  to  require  re- 
newing every  third  or  fourth  day,  —  then  nothing  is  more  eer- 
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viceable  than  the  sulphur  bandage.  In  these  cold  and  old  cases 
of  rbeamatism,  the  sulphur  may  be  taken  internally,  with  some 
tincture  of  guaiac,  or  the  citrate  of  ferri  and  quinine,  and, 
at  the  same  time,  actively  apply  electric  currents,  according 
to  the  rules  for  the  rheumatic  cases,  and  the  recovery  will  be 
greatly  expedited,  and  the  cure  (?)  will  be  more  likely  to  be 
lasting. 

There  is  a  kind  oi  fo^e-ache  which,  as  Dr.  Watson  says,  can- 
not be  recorded,  properly,  as  a  species  of  neuralgia ;  for  it  does 
not  occur  in  short,  stabbing  paroxysms,  nor  is  the  pain  acute 
enough  to  entitle  it  to  the  name  of  tic  douloureux^  but  which  is, 
notwithstanding,  very  common  and  distressing,  and,  tmder  ordi- 
nary treatment,  is  often  very  intractable.  This  is  called,  by 
some,  a  rheumatic  face  pain.  It  occupies  the  lower  part  of  the 
fjwse  —  the  jaw  especially;  but  the  patient  cannot  tell  you 
exactly  whereabouts  it  is  most  intense.  It  is  often  thought  to 
proceed  from  toothache ;  but  perhaps  the  teeth  are  all  sound, 
or  suspected  teeth  arc  extracted  with  no  relief.  This  pain  is 
doubtless  periosteal  rheumatism,  and  proceeds  from  a  cold  ;  or 
it  may  sometimes  be  a  muscular  hyperaesthcsia,  or  even  partak- 
ing of  both  of  these.  If  not  inflammatory,  we  are  to  apply 
electric  currents  as  for  neuralgia,  and  give  the  patient  iodide  of 
potassium  in  five-grain  doses,  which  will  speedily  work  a  cure. 
When  this  does  not  succeed,  which  is  very  seldom,  then  the 
muriate  of  ammonia,  in  half-drachm  doses,  well  diluted,  and 
given  every  six  hours,  will  soon  eradicate  the  malady.   (See  D.) 

It  is  well  to  bear  in  mind  the  opinion  that  M.  Ricord,  of 
Paris,  has  arrived  at  from  his  extensive  experience ;  and  that 
is,  that  the  iodide  of  potassium  makes  an  impression  on  the 
cerebro-spinal  nervous  system  that  is  sometimes  made  percepti- 
ble in  cerebral  excitement  proceeding  from  congestion,  and  with 
symptoms  like  those  of  ordinary  intoxication.  At  other  times 
the  motor  nerves  are  slightly  affected,  giving  rise  to  subsultus 
tendirmm  in  a  slight  degree ;  and  it  is  said  that  amaurosis  has, 
on  rare  occasions,  (from  over-dosing,)  supervened.  This  is  a 
powerful  galvanic  remedy,  and  requires  to  be  prudently  admin- 
istered. 
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Dr.  J.  C.  Christophers  gives  the  following  results  of  the  use 
of  electricity  in  chronic  rheumatism."  The  first  case,  he  says, 
was  one  of  three  years'  duratiou,  and  of  most  intriictabie  char- 
acter,—  the  patient  having  undergone  long  courses  of  active 
medical  treatment,  besides  searbathing,  and  then  homceopathic 
treatment.  "At  first,"  be  says,  "I  passed  a  current  down  the 
spine  for  half  an  hour,  or  longer ;  then  from  the  spine  to  the 
hand/or  an  hour.  At  the  end  of  a  few  weeks,  she  began  to  ex- 
perience a  feeling  of  warmth  in  the  hands,  and  tlieir  strength 
gradually  returned,  so  that  by  degrees  she  resumed  her  labon 
in  her  laundry,  continuing  the  galvanism  daily,  as  before.  Her 
hands  have  now  almost,  if  not  quite,  acquired  tlieir  former 
power,  (the  distortion  of  course  remaius,)  though  she  is  still 
under  treatment  for  the  feeble  condition  of  her  ankles  and 
knees,  and  is  galvanized  tbreo  times  a  week,  with  increasing 
benefit  to  both.  Last  winter  tliis  patient  was  confined  entirely 
to  her  bed  ;  this  winter  she  has  not  kept  her  bed  a  day  ;  more- 
over, she  has  regularly  followed  her  occupation  through  a  very 
severe  season,  and  surrounded  by  circumstances  emioently 
tending  to  produce  an  accession  of  her  disease. 

"Case  2d.  —  A  fine,  well-made  man,  in  the  prime  of  life^.H 
was  attacked,  some  years  since,  with  severe  pain  about  1 
'  hip-joint,'  extending  to  the  knee,  which  was  at  first  treated  a 
rheumatic,  by  dnigs,  counter-irritants,  &c.,  and  by  the  introdao- 
tiou  of  needles  at  short  intervals  from  the  hip  down  to  the  knee. 
No  benefit  was  thence  derived,  and  iio  was  obliged  to  throw 
up  his  employment.  He  consulted  several  practitioners  without 
obtaining  relief,  and  amongst  others  myself.  He  complained  of 
great  pain  in  the  buttock  and  in  the  knee-joint.  The  affected 
Umb  was  two  inches  shorter  than  the  other,  much  less  in  circum- 
feroneo,  flabby,  and  cold  ;  tlic  power  of  motion  was  perfect, 
though  sensation  was  evidently  impaired.  Here  was  atioUier 
intractable  case,  in  which  a  host  of  remedies  had  been  tried 
without  success ;  still  there  were  circumstances  about  it  that 
induced  me  to  add  electro-galvanism  to  the  number,  and  with 
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these  results :  that  the  pain  gradually  decreased,  and  the  limb 
regained  its  size,  strength,  firmness,  and  temperature,  and  that 
the  patient  is  now  able  to  earn  his  living  by  following  his  occu- 
pation.   The  shortening  of  the  limb  of  course  remains. 

^^  Case  8d  is  an  abstract  of  an  account  by  the  patient  himself. 
In  July,  1833,  he  was  attacked  with  fever,  from  which  he  re- 
covered in  a  week  or  two,  but  found  his  left  foot  numbed,  and 
that  he  walked  lame.  This  increased ;  then  came  a  difficulty 
in  retaining  his  urine.  In  this  state  he  became  a  patient  in  St. 
Bartholomew's  Hospital.  Liniment  was  applied  to  the  foot,  and 
four  moxas  to  the  loins,  followed  by  poultices,  and  warm  baths 
three  times  a  week.  After  three  weeks,  he  left  the  hospital  un- 
relieved ;  but  the  urinary  symptoms  remained  troublesome,  and 
weakness  increasing,  he  became  an  out-patient  at  St.  George's 
Hospital,  where  he  was  several  times  cupped,  often  blistered,  &c. 
The  patient  reports  that  he  remained  in  tlie  same  state  till  1859, 
when  he  was  seized  with  pain  in  the  back,  which  was  relieved  in 
a  week  or  ten  days.  Severe  pain  then  attacked  the  foot  in  which 
he  first  experienced  the  numbness ;  and  two  months  later  the 
other  foot,  with  the  leg  and  thigh,  became  painful,  and  he  was 
for  three  weeks  in  continual  agony,  the  urinary  annoyance  con- 
tinuing very  troublesome,  and  the  pains  occurring  occasionally, 
sometimes  in  one  leg,  sometimes  in  the  other,  occasionally  in 
both,  but  never  extending  beyond  the  middle  of  the  thigh.  He 
found  great  difficulty  in  walking,  which  appeared  to  have  in- 
creased during  the  previous  year. 

"  Such  was  the  state  of  tliis  patient  when  I  saw  him.  There 
was  little  doubt  he  was  suffering  from  organic  disease  in  the 
spinal  cord,  and  I  had  no  difficulty  in  tracing  its  origin  to  a 
severe  injury  done  to  the  back,  by  a  fall  from  a  horse,  some  years 
since.  Then  came  the  question,  was  this  a  case  likely  to  be 
benefited  by  galvanism  ?  I  thought  not ;  but  tliis  patient  was 
the  friend  of  the  subject  of  case  second,  and  was  most  anxious 
it  should  be  tried.  I  consented,  and  the  result  was  as  follows : 
The  incontinence  of  the  urine  gradually  subsided,  though  it 
never  entirely  ceased ;  the  legs  acquired  strength  ;  the  gait  be- 
came firmer  and  less  tottering ;  and  the  foot  acquired  warmth. 


Such  was  the  state  of  matters  after  three  montlis'  troatmeiit  by 
galvanism !  Wliat  further  improvement  might  have  been  at- 
tained, (cure,  of  course,  was  always  out  of  tlie  question,)  hail 
the  mcaus  beeu  pursued,  must  be  conjectural,  for  at  this  period 
the  patient  became  weary  of  the  treatment,  and  ceased  to  attend. 
That  any  amelioratiou  should  bo  attauiablo  in  so  bad  a  case, 
must  speak  well  of  the  means  that  procured  it.  Though  I 
not  hold  it  up  as  one  of  success,  /  do  hold  it  to  be  successful  i».\ 
some  degree,  inasmuch  as  galvanism  doubtless  did  more  to 
lievo  than  any  of  the  other  remedies  employed." 

Case.  —  Everett  G.  presented  at  my  rooms  for  electric  tl 
ment  with  old  rheumatic  contractions  of  the  flexor  muscles  of 
the  right  forearm.  This  was  an  extremely  bad  case  of  general 
rheumatism,  which  appeared  to  affect  him  in  alt  his  extremities, 
showing  swellings  or  enlargements  in  both  his  hands  ajid  feat, 
but  the  greatest  suffering  wasabouttheright  shoulder  joint, 
so  down  the  arm. 

Treatment.  —  At  first,  gave  liim  a  sitting  with  a  current  froi 
twenty  Paniell's  elements,  through  and  through  the  shoulder 
from  front,  backwards,  by  placing  the  positive  electrode  over  the 
apper  portion  of  the  pectoral  muscles,  wliile  the  negative  was 
over  the  nerve  circvmfiexor  humeri,  and  this  was  maintained  for 
two  minutes.  I  then  moved  tlie  negative  a  littlo  to  the  posterior 
lower  portion  of  the  muscle  deltoides,  for  two  minutes  mors; 
next  from  there  to  tlie  nerve  circumflos  for  two  minutes ;  next 
from  there  to  tlic  fossa  svpra  spinata,  w-ith  an  iiihrunninff  ou^ 
rent ;  this  finished  tlie  seance.  Next  day  found  him  greatly 
benefited,  not  only  in  that  arm,  but  every  other  way  ;  repeated 
such  applications  for  ten  days,  when  tlie  contractions  of  the  arm 
were  quite  gone.  The  next  few  days  directed  the  current  up- 
wards through  the  extensor  muscle  triceps,  and  downwardt 
through  the  flexor  muscle  biceps.  Progress  now  very  great: 
can  lift  his  hand  to  the  top  of  his  head,  which  he  has  not 
able  to  do  before  for  ten  or  twelve  years.  He  was  eucoi 
to  continue  to  come  once  or  twice  a  week,  and  the  aftei-Gittin] 
were  devoted,  respectively,  first  to  this  joint  or  limb,  and  then 
that,  until  he  was  almost  as  supple  and  well  as  ever. 
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OasQ.  —  Joseph  M.,  of  Cambridge,  nineteen  years  of  age, 
had  uniformly  good  health,  but  mother  is  very  rheumatic ;  was 
attacked  with  wry  necky  one  day  after  skating,  some  two  months 
ago ;  head  turned  to  right  side  and  firmly  fixed  by  the  apparently 
double  process,  viz.,  paralysis  of  the  left  sterno-cleido-mastoideus 
muscle,  and  the  clavicular  portion  of  the  trapezitcs  on  the  one 
side,  while  there  is  a  firm  tonic  contraction  of  the  antagonizing 
muscles  on  the  other ;  and  these  were  as  hard  as  wood,  and  utterly 
disabled  him  from  holding  up,  rotating,  or  swinging  his  head  in 
the  least.  The  contracted  muscles  are  painful  to  pressure,  and  are 
evidently  ready  to  pass  into  a  state  of  atrophy  and  degeneration. 

TVe(Ument.  —  I  first  placed  a  large  moist  sponge  electrode, 
which  was  the  positivey  near  the  base  of  the  skull  on  the  con- 
tracted side,  with  the  negative  electrode  slid  along,  from  half 
minute  to  half  minute,  from  one  to  the  other,  on  the  lower  por- 
tions of  all  the  contracted  muscles,  with  a  current  from  twenty 
Darnell's  elements,  until  their  polarity  was  fairly  modified ;  and 
then  the  electrodes  were  removed  to  the  opposite  side  and  placed 
reversed  on  the  relaxed  and  palsied  muscles,  employing  a 
stronger  up-runningy  prevailing  current,  but  taking  care  to  pro- 
duce strong  and  rapidly  succeeding  contractions  in  those  muscles, 
both  by  suddenly  breaking  the  current,  and  by  reversing  the 
current  by  the  current^hanger.  In  five  sittings  this  patient  was 
perfectly  cured.    (See  p.  476,  and  Notes  in  Appendix.) 

Case.  —  M.,  a  young  lady,  twenty-four  years  of  age,  presented 
for  electric  treatments ;  had  suffered  from  long  stages  of  ill 
health,  and  even  from  infancy  had  had  throat  affections  again 
and  again,  as  sore  throat,  inflamed  and  ulcerated  tonsils,  en- 
largement of  tonsils,  inflammation  of  salivary  glands,  catarrh, 
and,  at  the  same  time,  there  were  painful  swellings  of  some  of  the 
flexor  muscles  of  the  arms,  which  had  been  repeatedly  treated 
by  Faradaic  currents.  I  undertook  the  case,  and  first  applied  the 
primary  current  of  galvanism  daily  for  one  month,  mainly  by 
embracing  between  the  electrodes  the  enlarged  and  hardened 
glands  about  the  throat.  The  effect  was  truly  surprising,  for 
after  a  few  days,  some  large  masses  about  the  neck  would  actu- 
ally shrink  and  disappear  while  under  the  current  and  strong 
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prCBsiire  of  the  electrodes,  at  a  single  seance.  In  the  subse- 
quent Bittings  the  curreut  was  often  run  from  the  brachial 
plexus  to  the  tender  and  contracted  muscles  of  the  arm  and 
forearm,  and  then  up  the  extensors  of  the  hands  and  arms, 
which  were  wasted  and  greatly  enfeebled.  lu  eight  weeks  from 
the  commencement  of  these  treatments  tlie  hitlierto  helpless,  dis- 
torted, and  painful  fingers  and  hands  could  be  opened  and  sitnti 
and  the  armscouldbe  well  extended, but  not  much  rotated;  hoiP 
ever,  slie  was  enabled  to  undertake  light  haud  work.  It  is  now 
ten  months  since  she  was  dismissed,  and  her  still  further  im- 
provement in  general  health,  in  the  appearance  of  her  neck  and 
throat,  and  in  the  use  of  Ucr  hands,  is  quite  as  astouishittg  u 
her  early  and  speedy  improvement  while  under  tliis  troatmen^^ 
after  having  resisted  all  other  means  for  a  lifetime. 

Case  of  Mr.  "William  Wood,  repairer  of  wet  cellars,  builder  of 
drains,  was  often  and  long  exposed  to  wet ;  has  been  subject  to 
rheumatism  whenever  he  is  in  the  water  and  mud  for  any  length 
of  time;    was  formerly  inclined  to  perspire  very  freely  upon 
exercise,  but  now  whole   body  and   limbs   are  dry  and  show 
"goose-flesh ;"  is  very  chilly  upon  first  rcmovmg  his  clothing; 
both  feet  swell  greatly,  with  more  or  less  swelling  as  far  up  as  t9ii 
the  knee ;  this  swelling  gooa  and  conies  pretty  regularly  ei 
three  or  four  days,  witii  inoro  of  less  pain  and  stiSiiess,  twit 
iugs  in  the  muscles  of  the  lower  limbs  at  night,  particular!^', 
soon  after  lybig  down  to  sleep ;  occasionally  extremely  aevei 
pains  in  hips,  one  or  both,  but  no  pain  there  just  now,     Ou 
whole,  is  weaker  on  tlie  right  side  than  on  the  loft,  in  the  ai 
aa  well  as  leg;  protrudes  the  tongue  with  great  trembling: 
tongue  deeply  indented  on  its  edges  with  the  teeth  ;  eyes  twitcl 
and  there  is  a  general  stiSiiess  and  insecurity  of  movement  of' 
the  whole  body,  which  has  increased  greatly  in  the  last  fe 
months  ;  momentary  twitchings  of  the  muscles  in  the  different 
parts  of  the  body  and  limbs :  the  evidence  of  peculiar  debilil 
was  every  where  very  marked. 

With  this  view  of  the  case  he  was  treated  by  primary 
rents,  using  at  first  from  twenty  to  thirty  Daniell's  elemcnl 
and  placing  the  positive  electrode  over  the  second  lumbar  8] 
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while  the  negative  was  pressed,  for  one  minute,  deeply  into  the 
glutei  over  the  great  ischiatic  nerve  trunk  ;  then,  removing  the 
positive  to  a  place  over  the  femoral  nerve  truijk,  under  Poupert's 
ligament,  while  the  negative  was  removed  to  the  inner  ankle, 
and  the  current  let  on  as  before.  The  caiula  equina  appeared 
to  be  the  very  seat  of  the  difficulty,  notwithstanding  a  dull  pain 
in  the  head  and  a  somewhat  hemiplegic  appearance  of  the  dis- 
ease ;  therefore  the  negative  pole  was  mainly  planted  there  for 
circle  treatments,  also  when  directing  the  current  down  either 
limb.  He  was  advised  to  keep  dry  and  warm,  and  this  method 
of  application  of  electricity  to  be  kept  up  regularly  every  day. 
In  three  weeks'  time  he  appeared,  and  said  he  felt,  like  a  new 
man ;  the  trembling  of  muscles  entirely  gone,  the  pains  were 
scarce  and  far  between ;  he  was  able  to  walk  and  move  about 
with  considerable  freedom  and  ease  to  himself — to  continue 
the  electric  seance  every  day  for  ten  days  more.  This  man 
completely  recovered,  and  is  now  well  for  doing  business,  and 
possesses  remarkable  powers  of  endurance. 

The  catida  equina,  it  must  be  noted  also,  is  a  most  frequent 
seat  of  protracted  neuralgia,  without  necessarily  involving  either 
the  spinal  cord  or  its  theca  in  any  change  of  structure.  The 
evidences  of  such  neuralgia  are  aching  or  burning  pains  in  the 
loins ;  stooping  gait ;  tremblings  in  the  muscles  of  the  loins 
and  thighs,  particularly  after  fatigue,  when  there  is  also  expe- 
rienced great  weakness  there,  but  not  actual  paralysis.  Now, 
in  all  these  cases,  the  circle  treatment  will  best  wash  away  the 
pain-causinff  condition,  whether  we  employ  the  galvanic  or  the 
electro-magnetic  currents.     (See  F,  in  Appendix.) 

Dolor  spinalis,  or  that  pain  which  occurs  in  the  back,  par- 
ticularly in  the  spinous  processes  of  the  vertebrae,  and  which 
is  so  characteristically  augmented  by  pressure,  and  therefore 
put  down  always  as  "  spinal  disease,^^  is  not,  by  any  means, 
always  truly  so ;  for  I  find,  among  these  cases,  a  large  majority 
of  instances  of  simple  and  true  rheumatic  periostites,  in  vary- 
ing stages  and  degrees,  from  the  dull  ache  and  lameness  of 
chronic  rheumatism,  to  the  very  acuteness  and  twingings  of 
neuralgia,  and  sometimes  even  equalling  the  burning  and  throb- 
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bing  sensation  which  characterizes  inflammation  of  the  perioa 
teal  coverings  of  the  spines  and  bodies  of  tho  vertebras,  only  il 
comes  on  in  very  distinct  rheumatic-like  attacks,  whereas  i 
inflammation  it  is  more  persistent.  Circle  treatments,  with 
Faradaic  currents,  will  cure  tliis ;  and  then  the  internal  admin- 
istration of  the  iodide  of  potassium,  together  with  restricted 
laJsor  and  habits,  can  foitify  the  system  against  the  culmisadog 
of  tills  pain-inducing  condition.    (See  pp.408,430,4T5,andC.) 

Rule.  —  In  those  cases  where  tliere  are  " contracted mvscUt" 
and  if  these,  for  example,  are  mostly  about  ttie  shoulder,  then 
we  are  to  apply  one  electrode  on  the  arm  below,  with  a  one- 
way doWTirTtinning  current  of  primary  and  constant  galvan- 
ism ;  since,  from  all  past  experience,  this  proves  the  best 
means  for  permanently  relaxing  them  ;  but  in  those  cSMfl 
where  the  muscle  contractions  are  farther  down  ou  the  arm, 
or  in  the  hand,  then  the  vp-runni)ig  current  will  tho  better 
succeed,  provided  the  direction  of  the  current  in  either  caso 
is  never  reversed  on  the  same  muscles  for  flexion,  at  the  sama 
seance.  Yet  a  constant  doKn^vnning  current,  led,  for  exam- 
ple, from  the  pcctoralis  to  tho  palm  of  tho  band  fur  one  minute, 
may  be  succeeded  by  an  vp^unnin^  electro-magnetic  current  a 
the  extensors  of  that  same  limb  for  half  a  minute,  oud  tliu^ 
alternated  for  two  or  three  or  half  a  dozen  times  with  eitri 
good  eCFect ;  indeed,  thus  succeeding  whore  either  may  hsva  I 
failed  before. 

When  muscle  rheumatism  haa  its  seat  either  in  the  musclQl 
fibres  or  ui  the  fascia  just  under  the  skin  nerves,  it  may  b»l 
known  by  the  flying  pains,  and  the  extreme  change  from  placo  ■ 
to  place  ;  and  this  characteristic  is  still  more  marked  while  thaf 
electrodes  are  being  applied.  Here  then  the  quick  touches  an^'l 
lively-gliding  movements  of  large  and  soft  electrodes  and  smartfl 
currents  are  very  often  sufficient  to  chase  away  at  once  all  I 
these  pains.  The  best  way  is  to  attack  these  paius  boldly,  hold^l 
ing  and  moving  tlie  electrodes  all  tlie  wliilo  with  but  a  few  I 
inches  between  them,  allowing  no  painful  or  tender  spot  to  " 
go  untouched,  until  all  pain  is  eradicated,  and  so  that  the 
contracting  of  the  muscles  or  any  motion  of  the  body  or  limb 
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cannot  reproduce  it.  I  find  that  labile  contractions  of  the 
muscle  fibres  are  really  required  to  exterminate  this  condition 
for  pain,  as  also  to  loosen  the  stiffiiess  of  the  joints  below 
where  the  tendons  of  the  muscles  are  inserted.  Such  persons 
must  be  advised  to  avoid  a  damp  air,  either  as  a  place  of  busi- 
nesSy  or  lodging  or  residence,  and  to  wear  their  flannels  in 
summer,  and  thick  flannel  in  winter,  until  a  painless  habit 
and  endurance  of  the  nervous  system  of  that  person  become 
established. 

Gout, 

In  atonic  gout^  or  that  condition  which  we  find  after  the  fever 
and  inflammation  of  an  attack  have  subsided,  not  only  in  regular 
inflammatory  gout,  but  also  in  those  masked  cases  of  wandering  or 
radiating  gouty  pains,  electricity,  when  correctly  applied,  is  of 
imtold  value,  for  it  not  only  relieves,  but  it  breaks  up,  the  pain- 
causing  condition^  whatever  that  may  be  ;  so  is  this  true  of  it  in 
gouty  J  as  well  as  rheumatic,  nodosities^  and  in  the  wandering  or 
flying  pains  of  rheumatic  gout.  Moreover,  wc  often  find,  during 
the  stages  of  arthritis  nodosa^  that  the  epiphysis  of  phosphates 
or  bony  deposit  and  pseudo  nodosities  recede,  after  a  time,  par- 
ticularly if  about  the  shoulder  joint,  leaving  an  extremely  sick 
and  weak  state  of  the  neighboring  muscles  of  the  shoulder  and 
arm,  which,  if  not  promptly  treated,  soon  become  soft  and  lean, 
the  flexors  taking  on  a  condition  of  tonic  contraction  and  hard- 
ness, while  the  extensors  yield  to  the  perpetual  traction,  and 
assume  a  state  of  partial  wasting  paralysis.  Now,  by  a  skilful 
use  of  electricity,  this  evil  may  be  averted,  and  even  a  more  or 
less  restoration  may  be  obtained  where  it  already  exists,  (p.  476.) 

The  treatment  of  such  cases  may  be  successftilly  conducted 
by  means  of  either  primary  or  secondary  currents ;  but  here  I 
have  found  that  the  alternate  use,  first  of  electro-magnetism,  and 
then  galvanism,  at  each  seance^  or,  rather,  the  first  few  days  the 
former,  and  then  the  latter  for  a  few  times,  to  give  the  best 
results.  The  induced  current  must  be  employed  with  the  least 
possible  catalytical  power,  i.  e.,  with  the  zinc  lifted  as  much  out  of 
the  battery  solution  as  possible  to  allow  the  machine  to  work ; 
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and  this  removes  the  more  urgent  or  prominent  symptoms  of 
pain  and  stiffness  most  readily,  and,  at  the  same  time,  seems  to 
prepare  the  thus  conditioned  tissues  for  tlie  better  and  more 
thorough  in-working  primary  current  of  galvanism,  —  say,  from 
twenty  to  thirty  Daniell's  elements  subsequently  brought  to 
bear  for  eradicating,  as  it  were,  the  dregs  of  the  disease,  —  that 
discrasia  that  seems  to  be  so  prone  to  remain  and  act  as  a  nu- 
cleus for  a  more  ready  or  easy  return  of  the  complaint  from 
slight  causes.  In  fact,  this  should  be  kept  constantly  in  mind 
while  treating  this  class  of  painful  maladies,  as  it  so  greatly  de- 
termines the  future  condition  of  the  patient. 

As  a  rule  to  guide  us  as  to  how  long  we  must  wait  for  the 
fever  and  active  inflammation  to  be  put  out  or  subside,  I  find 
that  the  larger  are  the  bones  and  joints  which  are  the  seat  of  the 
affection,  the  more  boldly  we  may  venture  to  proceed  with  our 
electric  treatments ;  but  this  not  to  the  exclusion  of  other  means 
indicated,  nor  yet  neglecting  the  regimen. 

Another  rule  I  have  also  adopted,  for  being  on  the  safe  side, 
at  least,  until  we  know  more,  and  that  is,  never  disturb  oldgoutj 
cases  (as  we  are  often  solicited  to  do)  while  they  remain  at  ease 
from  pain  and  swelling,  but  the  instant  the  pain  appears,  be 
notified,  and  that  very  hour  attack  it,  and  never  leave  until  it  is 
subdued  and  quiet  again,  and  so  hold  it  in  check  by  daily  watch- 
ing and  vigilance.  But  if  not  so  fortunate,  if  the  call  is  later,  or  by 
any  means  the  fever  and  local  inflammation  have  fairly  set  in  and 
rage,  then  other  influences  must  be  relied  upon  until  the  pi'oper 
condition  is  arrived  at,  that  admits  of  the  attempt  of  the  cata- 
lytical  in-working  of  the  primary  current  of  galvanism. 

Hysteria. 

Hysteria  has  historically  two  significations :  the  one  is  syfwp- 
tomatical^  the  other  truly  etiological.  When  examined  under 
tlie  symptomatic  point  of  view,  it  is  any  thing  but  a  rigorously 
determined  pathological  condition,  so  that,  in  practice,  the 
purely  nominal  diagnosis  is  often  a  deception,  in  part  or  in 
whole,  no  one  knowing  exactly  what  is  to  be  understood  by  the 
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term  ^^  hysteria."  If  examined  under  the  etiological  aspect, 
then  is  hysteria  in  no  wise  more  exactly  specified.  Says  Pro- 
fessor Scliutzenberger,  of  Strasburg,  "  If  there  is  a  want  of 
agreement  as  to  the  range  of  symptoms,  there  is  still  more  in 
respect  to  their  actual  cause."  In  his  recently  published  work 
on  the  etiology  and  pathology  of  hysteria,  he  shows  from  a  series 
of  facts  investigated  extensively,  nearly  these  results,  viz., — 

1.  That  a  certain  local  nervous  excitement,  which  is  generally 
continuous  J  may  and  usually  does  become  the  organic  cause  of 
intermittent  functional  disturbances  that  are  manifested  cither  as 
local  pain,  local  or  general  convulsive  attacks,  with  or  without 
the  loss  of  sensation  or  motion,  —  one  or  both,  —  but  without 
the  central  organs  of  the  nervous  system,  in  general,  being  the 
subjects  of  any  permanent  pathological  condition. 

2.  Tliat,  among  women,  excitement  of  the  ovaries  is  the  most 
frequent  cause  of  this  kind  of  disturbance,  acting  much  as  other 
reflex  actions. 

8.  We  recognize,  clinically,  the  reality  of  tliis  cause,  since 
pressure  made  so  as  to  be  deep-seated  over  the  ovaries  will  in- 
duce local  pain  and  reflex  convulsive  action. 
.  4.  Other  local  irritation,  or  hyperaesthesia,  may  produce  anal- 
ogous phenomena ;  an  attentive  examination  for  which  in  each 
case  may  discover  such  centres  of  irritation. 

6.  These  local  irritations,  capable  of  propagating  an  excite- 
ment, when  simple  and  especially  when  of  the  ovary,  are  af- 
fections of  curability^  unless  they  have  been  long  neglected,  or 
are  conjoined  with  incurable  organic  states. 

6.  In  practice,  it  is  of  the  first  consequence  to  determine  the 
source  of  the  local  excitement ;  then  directly  to  diminish  the 
excited  condition  of  the  nerves  of  the  part  which  form  W\q  focus 
or  nebulae  whence  the  local  irritation  is  propagated  to  the  sys- 
tem. The  intermittent  nervous  excitement  of  freaks,  pains,  or 
convulsions,  demands  but  secondary  and  palliative  measures, 
ceasing  as  they  do  when  the  local  irritation  is  relieved,  or  tem- 
porarily exhausted ;  unless,  indeed,  under  the  influence  of  the 
frequent  repetition  of  this  propagated  pathological  condition^  a 
morbid  degree  of  excitability  of  the  spinal  cord  becomes  sec- 
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ondarily  eslahlishea,  and  henceforth  capable  of  being  induced^ 
only  simple  physiological  stimuli.     In  tliis  case  there  is  m 
tirely  now  pathological  condition.    As  regards  the  ovary, 
original  local  excitement  there  may  depend  upon  congestion  or 
inflammation,  on  mechanical  or  physiological  over-excitation  of 
them,  or  on  degeneration,  or  a  purely  neuralgic  state,     Thii 
diaguosis  is  worthy  of  our  most  careful  search. 

A  second  series  of  clinical  researches  authorizes  the  refeii^i 
of  a  great  number  of  this  class  of  functional  disturbaaces, 
curring  in  the  "  sensitive  sphere,"  to  a  special  paihological  con^ 
tion,  whose  material  element  is,  as  yet,  entirely  unknown,  but 
which  is  charactoriited  by  an  exaggerated  excitability  of 
sensitive  nerves.  Tlic  term  /ii/per(cslkesia  is  used  to  dcsij 
this  condition.  We  clinically  recognize  the  existence  at 
oi^nic  state  when  we  find  tliat  phpsiohgical  stimuli,  or 
causes  of  excttemejit,  produce  functional  manifestations  in  the 
sitive  nerves,  which  appear  spniilaneous  or  exaggerfUed.  TWa 
organic  condition  of  the  individual  nervous  system  is  doubtless 
eometunes  idiopathic,  as  a  part  of  an  original  constitution ;  or  it 
may  become  developed  fi-om  errors,  At  other  times  it  is  the 
consequence  of  simple  amemia,  or  chlorolic  aiijeinia.  Here,  too, 
we  must  attack  the  cause ;  and  iron  is  the  sovereign  remedy^ 
the  most  direct  galvanic  treatment  possible  for  this  pecoliu 
state  of  the  organism. 

A  third  scries  of  cases  reveals  the  existence  of  a  more  coifr 
plex  pathological  condition.  Here  the  hypeiKstbesia  is  asso- 
ciated with  a  particular  morbid  condition  of  the  spinal  cord, 
unknown  as  regards  its  material  element,  but  characterized  by  a 
pathological  excitability,  in  virtue  of  which  the  rejlex  property 
of  the  organ  becomes  exaggerated,  so  that  we  may  term 
with  prapricty,  rejlex  excitabilily.  At  the  bedside  it  i 
nizod,  — 

1.  By  characters  already  attributed  to  hyperffisthesia. 

2.  There  is  the  existence  of  a  greater  or  less  number  of  per- 
manent centres  of  exalted  sensibility,  lite  artificial  and  mechani- 
cal excitement  of  which,  readily  induces  reflex  movements  in 
form  of  convulsive  attacks. 
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In  cases  of  this  kind  the  multiple  ^^  points  of  departure  "  of 
the  attack  in  the  given  case  only  play  a  secondary  part,  and  only 
famish  local  palliatiye  indications,  the  importance  of  which  is 
in  an  inverse  ratio  to  the  number  of  the  centres  of  peripheric 
(secondary)  excitements.  The  fundamental  indication,  there- 
fore, consists  in  profoundly  modifying  the  morbid  nervous  and 
organic  condition^  which  primarily  revive  the  functional  disturb- 
ance incessantly ;  reducing  the  hyperaesthesia  on  the  one  hand,  and 
a  ganglia-reflex  extra  excitability  on  the  other.  This  is  the  cure. 
Besides  other  means  used  to  this  end,  certain  it  is  that  the  exer- 
tkm  of  the  tcill  may,  to  a  certain  point  or  degree,  triumph  over 
this  spinal  extm  excitability.  Voluntary  motions  methodically 
practised,  and  statedly  aided  by  electro-magnetism,  form  our 
best  means  of  overcoming  tliis  dreadful  state,  and  restoring  to 
health.    (See  p.  670,  and  F,  in  Appendix-) 

M.  Briquet,  of  La  Charity,  has  lately  published  a  paper 
showing,  also,  that  there  are  very  prevalent  errors,  both  in  and 
out  of  the  profession,  as  regards  the  predisposition  and  cause  of 
hysteria.  He  says,  "  It  has  been  attributed  mostly  to  unsatisfied 
sexual  desires,  or  to  excessive  excitement  of  the  uterus  or  its  ap- 
pendages." The  object  of  the  paper  is  to  show,  from  prodigious 
research,  that  these  axioms  and  other  old  preconceived  ideas  have 
no  solid  foundation  hi  fact,  and  that  the  '^  hysterical  constitution  " 
has,  in  trutli,  only  rare  existence ;  the  affection  occurring,  as  every 
one  knows,  in  females  of  the  most  opposite  external  appearance. 
He  gives  an  analysis  of  four  hundred  and  twenty  five  cases,  and 
then  concludes,  that,  at  all  events,  there  is  no  temperament  that 
can  properly  be  called  hysterical.  But  that  there  is  a  character- 
istic moral  disposition  —  a  certain  marked  impressionability  — 
that  is  even  foreshadowed  in  childhood,  as  by  great  timidity,  exces- 
sive susceptibility  to  blame^  and  a  disposition  to  shed  tears  easily. 
The  seat  of  hysteria  is  not,  therefore,  necessarily  in  the  uterus ; 
nor  is  it  the  prerogative  of  wealth  and  luxury,  (when  without 
abuses ;)  nor  yet  is  poverty  a  security  against  its  occurrence. 
All  this  has  been  a  complete  error ;  for  the  common  people  are 
found  to  be  subjects  of  hysteria  in  almost  double  the  number  of 
those  of  the  other  class.    Nor  are  the  charms  and  simplicity  of 
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country  life  a  security  against  it.  In  place  of  a  tender  childhood, 
care,  and  educational  influences  being  assigned,  as  /predisposing 
causes  of  hysteria,  —  exceptions  there  may  be,  —  it  would  be  far 
more  just  to  thus  stigmatize,  if  either,  a  harassing  or  harsh 
youthful  experience. 


» 


Muscular  Hypercesthesia  —  "  Muscle-pains. 

In  hysteria,  particularly,  the  muscular  system  must  naturally 
be  expected  to  play  an  active  part ;  indeed,  the  voluntary  mus- 
cles are  a  conmion  ^'  theatre  "  for  the  manifestation  of  all  this 
troop  of  phenomena,  whether  in  the  form  of  convulsive  paroxysms, 
in  paralysis  or  debility,  anaesthesia,  or  hyperaesthesia.  Tlie  most 
condensed  and  practical  views  on  this  subject  we  find  from  the 
pen  of  M.  Briquet,  of  Paris,  who  says,*  "  The  pains  expressed 
in  the  walls  of  the  splanchnic  cavities  are  of  such  conmion 
occurrence  in  hysteria,  (but  not  here  alone,)  that  all  observers 
have  noticed  them,  although  failing  to  recognize  their  true 
source  and  seat.  They  have  been  usually  designated  as  *  nervous 
pains,'  but  without  any  further  explanation;  and  even  the 
few  authors  who  have  recognized  them  as  being  muscular  have 
failed  to  appreciate  the  part  that  hyperaesthesia  of  muscles  plays  in 
hysteria,  or  the  hysterical  subject.  From  among  four  hundred 
hysterical  women  who  were  examined  particularly  in  reference 
to  this  point,  there  were  not  more  than  twenty  who  did  not  ex- 
hibit such  muscular  pains." 

Writers  upon  hysterical  affections  have  passed  very  lightly 
over  this  condition,  although  it  is  so  constant  an  accompaniment 
of  the  disease,  that  he  thinks  there  is  not  a  woman  subject  to  hys- 
teria who  does  not  manifest  it  in  one  or  more  parts.  But  under 
the  term  of  hyperoisthesia^  or  "  exalted  sensibility  y''  there  maybe 
comprised  various  conditions  formerly  designated  as  pains,  neu- 
rosis, neuralgia,  or  other  painful  nervous  phenomena.  In  the 
present  article  M.  Briquet  confines  himself  to  the  consideration 
of  hyperacsthesia,  as  it  aflbcts  the  muscles^  particularly  in  hysteri- 

*  Medical  Times  and  Gazette,  1858,  p.  558. 
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cal  patients,  although  it  occiirs  in  others ;  this  being  the  form 
which  has  received  the  least  attention.  It  is,  however,  of  very 
common  occurrence,  and  the  ignorance  that  has  prevailed  con- 
cerning it  has  given  rise  to  numerous  and  disastrous  errors  in 
diagnosis.  It  may  excite  surprise  to  learn  that  this  hypersesthesia 
not  only  constitutes  the  means  of  recognizing  the  nature  of 
hysteria,  but  is  a  positive  criterion  for  the  decision  in  doubtful 
cases. 

This  hypersesthesia  is  so  easily  recognized  by  the  following 
signs  that  it  is  surprising  it  has  not  been  sooner  appreciated :  — 

1.  The  pain  is  always  located  in  places  occupied  by  the  fleshy 
portions  of  muscles;  or,  in  certain  conditions,  at  owe  ctwZ  of  their 
tendinous  insertion. 

2.  As  the  superficial  muscles  are  those  usually  aflFected,  it  is 
felt  immediately  beneath  the  skin. 

8.  Slight  pressure,  or  scratching  with  the  end  of  the  finger 
over  the  affected  muscle,  induces  or  aggravates  the  pain. 

4.  The  pain  thus  induced  is  very  severe,  causing  often  cries 
or  contortions  on  the  part  of  the  patient,  or  even  an  hysterical 
paroxysm. 

5.  Movement,  and  especially  distention,  of  the  fibres  of  these 
muscles,  produce  or  exasperate  the  pain,  while  rest  abates  or 
relieves  it. 

6.  Feeble  electro-magnetic  currents,  which  scarcely  produce  a 
sensation  elsewhere,  —  i.  e.,  when  travelling  through  the  length 
of  a  muscle  that  is  in  a  normal  condition,  —  will  induce  an 
amount  of  pain  that  is  difficult  to  bear  while  traversing  the 
hyperaesthetic  muscle,  and  becomes  quite  intolerable  when  the 
current  is  made  a  little  stronger. 

7.  Under  the  influence  of  proper  Faradaization,  non-inflam- 
matory muscular  pains,  including  also  such  as  the  rheumatoid, 
and  those  of  lead-colic,  and  especially  those  arising  from  a  pure 
hyperaesthesia  of  muscles,  (in  men  or  women,)  are  now  known 
to  be  rapidly  dispersed.  But  we  find  that  this  hyperaesthesia  — 
which,  indeed,  may  bo  termed  "  hysterical  myoalgia  "  —  is  not 
found  to  affect  all  muscles  alike ;  the  superficial  muscles,  and 
particularly  those  of  the  trunk,  being  the  most  liable  to  it.     In 
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the  body  itself,  it  has  its  places  of  preference,  which  it  observes 
with  so  much  constancy  and  regularity  as  to  serve  for  one  of  the 
diagnostic  signs  of  hysteria.  The  following  may  be  marked  as 
its  favorite  seats,  and  succession  of  order  of  attack :  — 

I.  Cephalalgia.  —  When  the  hypera^sthesia  aflFects  the  muscles 
of  the  head,  it  constitutes  what  has  been  termed  cephalalgia.  So 
common  is  tliis  in  hysterical  patients  that,  out  of  three  hundred 
and  fifty-six  of  these,  it  was  found  habitually,  or  at  least  very 
frequently,  in  three  hundred  of  them,  as  affecting  especially  the 
frontal  and  temporal  regions  of  the  head,  and,  in  at  least  nine 
tenths  of  the  cases,  as  having  its  seat  in  the  fleshy  portions  of  the 
muscles.  It  is  frequently  pulsatUe ;  at  other  times,  lancinating^ 
and  continuing  even  during  rest  in  bed,  which  distinguishes  it 
from  the  anemic  and  chlorotic  headache,  which,  on  the  contrary, 
is  hardly  felt  except  during  motion.    (See  p.  420,  &  App.  D,  2.) 

n.  Rachialgia,  —  Hyperesthesia  afiecting  the  muscles  of  the 
back  has  been  long  recognized,  (in  men,  sometimes,  as  well  as 
in  women.)  So  common  is  it,  indeed,  in  the  hysterical  patient 
that  M.  Briquet  found  it  absent  in  only  five  out  of  three  hundred 
and  eleven  cases.  According  to  the  details  he  gives,  it  is  found 
five  times  more  frequent  at  the  lower  part  of  the  back  than  at 
tlie  upper  part,  and  as  many  times  more  frequent  on  the  left  side 
than  on  the  right  side  of  the  spinal  column.  It  occupies,  in 
general,  a  space  corresponding  to  about  four  or  six  vertebrae.  It 
usually  appears  here  subsequently  to  the  cpigastralgia,  and  may 
then  exist,  in  various  degrees,  from  a  mere  uneasiness,  scarcely 
perceptible,  unless  pressure  be  made  at,  and  along  the  side  of  the 
spine,  over  the  severest  suffering,  and  consequent  source  of  dis- 
turbance of  important  functions.  When  intense,  it  becomes 
more  fixed,  and  is  then  one  of  the  "  symptoms  "  of  hysteria  that 
is  most  difficult  to  remove,  the  pain  recurring  from  time  to  time 
from  the  sllglitest  cause.  Its  diagnosis  is  easy,  by  means  of 
pressure  made  on  the  muscles  at  either  side  of  the  spine,  and  a 
little  distance  from  it,  luitil  found,  and  then  by  observing  its 
usual  connection  with  epigastralgia^  and  other  symptoms  of  hy- 
steria. In  spite  of  this,  however,  its  presence  has  frequently 
given  rise  to  the  most  serious  errors,  and  a  frequent  one  among 
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these  has  been  the  mistaking  it  for  an  early  sign  of  phthisis. 
What  authors  have  described  as  "  tabes-dorsalis  "  has  most  often 
been  but  this  rachialgia,  reacting  upon  the  viscera,  and  vitally 
affecting  nutrition,  as  it  will,  (in  males  as  well  as  females.)  But 
the  most  serious  of  all  these  errors  is,  the  mistaking  it  for  dis- 
ease of  the  spine  —  an  error  Dr.  Briquet  believes  to  be  even 
more  common  than  Sir  Benjamin  Brodie  has  represented  it  to  be. 

m.  Epigastralgia.  —  Hypersesthcsia  of  the  muscles  of  the 
epigastric  region  plays  a  far  more  important  part  than  has  been 
suspected.  •  It  frequently  occurs,  says  Dr.  Briquet,  as  it  has  been 
noted  in  three  hundred  and  seventeen  out  of  three  hundred  and 
fifty-eight  hysterical  subjects.  In  one  hundred  and  thirty  of 
these,  there  was  no  accompanying  derangement  of  the  digestive 
functions,  while,  in  one  hundred  and  eighty-seven,  such  disturb- 
ances did  exist.  In  answer  to  the  question,  why  there  should  be 
so  constantly  pain  in  parts  which  seem  to  have  no  relation  to  the 
moral  emotions  of  the  patient,  it  may  be  observed  —  (1.)  Epi- 
gastralgia  may  be  met  with  in  the  childhood  of  girls  who  are 
subject  to  ill  treatment,  (or  who  are  constitutionaUy  peculiarly 
sensitive  to  blame^)  or  who  have  an  hereditary  predisposition  to 
hysteria ;  and  in  such  it  becomes  associated  with  disorder  of  the 
digestive  organs,  and  a  disposition  to  migraine^  (hemicrania.) 
(2.)  In  others,  it  appears  either  at  the  period  of  the  establish- 
ment of  the  menses,  or  later,  and  during  diflBcult  menstruation. 
(3.)  In  a  certain  number  of  cases,  it  arises  amid  the  disturb- 
ances produced  by  chlorosis.  (4.)  In  a  few  instances,  it  arises 
during  the  actual  evolution  of  the  hysteria,  without  the  aid  of 
any  special  cause.  Now,  the  above-named  circumstances  explain 
the  origin  of  one  half  tlie  cases  of  epigastralgia ;  and  tlie  other 
half  is  due  to  the  two  follo\idng  orders  of  causes :  — 

(5.)  First,  the  disguised  or  manifested  hysterical  paroxysms. 
These  are  usually  preceded  and  accompanied  by  a  feeling  of 
compression,  distention,  or  even  tearing,  and  distress  in  the  epi- 
gastric region ;  and  for  twenty-four  hours  after  the  fit  is  over,  the 
patient  often  complains  greatly  of  epigastric  pains.  In  propor- 
tion to  the  repetition  of  the  paroxysms  does  the  epigastralgia 
become  established. 


(6.)     Second,  the  depressing  moral  emotions.     Tliead, 
at  all  intense,  produce  painful  constriction  of  tlto  Gpigastrium. 
To  sum  up,  this  rausculai-  Iiyperaesthesia  is  due  to  the  two  orden 
of  physiological  causes,  namely,  the  direct  influence  of  the 
Tous  centres  on  the  muscles,  and  the  rcactioa  of  the  disordei 
stomach  on  the  same  muscles. 

Epigastralgia  estends  peculiarly  towards  the  left  side,  rising 
as  high  as  the  sternum  middle,  and  rarely  descending  below  the 
umbilicus.     The  pain  is  severe  and  continuous,  and  easily  exas- 
perated by  emotion,  progreasioii,  compression,  or  the  hysterical 
fit.    The  attitude  is  coustrained,  and  sometimes  the  respiratiott 
is  influenced  ;  hut  here  the  process  of  digestion  docs  not  appear 
to  aggrai-ato  the  suffei-ing.     The  ignorance  that  prevails  as 
tlie  seat  and  natui'e  of  epiga.stralgia  has  led  to  most  serii 
errors  in  medical  practice  —  these  muscular  pains  being  soi 
times  vaguely  thought  to  be  localized  in  the  solar  ple."!us,  ai 
at  others,  in  the  stomach  itself;  and  then,  accordhig  to  the  di 
trine  of  tlie  day,  have  been  treated  as  neurosis,  gastral^, 
gastritis. 

Now,  if  we  bear  in  mind  that,  in  somewhat  less  than  half 
the  persons  sufleruig  from  paius  iu  the  epiga-strium,  (stoi 
region,)  the  paiu  ie  ouly  muscular,  it  is  evident  that  that  ni 
her,  at  least,  have  been  treated  for  a  gastralgia  that  bad  no 
istence.     Moreover,  in  patients  sufferiug  simultaneously 
epigastralgia  and  derangement  of  the  digestive  functions, 
former  may  exist  independently  of  tlie  latter,  and  be  easily 
lieved  by  means  addressed  specially  to  it ;  and  yet,  in  these 
tlie  stomach  has  been  needlessly  tormented  by  treatment  that, 
rather,  should  liave  been  directed  to  the  muscles.     It  is  not 
meant  to  be  said  that  the  stomach  itself  may  not  be  the  seat  of 
severe  suffering,  such  as  pyrosis,  tearing  pain,  or  distention,  from 
indigestion ;  but  such  paius  are  intermittent  and  temijorary,  and 
should  not  he  confounded  with  the  canliriuoiis  pains  of  the  epi- 
gastric muscles.     The  writers  on  gastralgia  never  allude  to  these 
"  muscular  pains ; "  and,  since  amid  three  hundred  and  fifty-eight 
cases  of  hysterical  patients  the  author  found  not  above  ten 
which  gastralgia  existed  without  epigastralgia  also,  it  is  easy 
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see  how  often  the  stomach  has  been  rendered  responsible  for  iUs 
that  did  not  attach  to  it.  This  affection  of  the  muscles  may  con- 
tinue as  long  as  hysteria  can,  and  persist  to  very  advanced  age. 
When  it  persists  with  intensity,  the  constant  pain  wears  oat  the 
patient,  rendering  at  last  all  active  movements  quite  insupport- 
able. She  perhaps  becomes  melancholic  and  emaciated,  and  pre- 
sents all  the  appearance  of  premature  old  age.  Fortunately,  we 
can  now  say,  nothing  is  easier  than  the  relief  (cure)  of  this 
affection,  under  appropriate  treatment.  (See  App.  G,  Note  2.) 
IV.  Pleiiralgia.  —  Pains  in  the  muscle  fibres  at  the  side  of  the 
thorax  are  so  common,  that  they  have  been  familiarly  noticed  by 
all  observers ;  but  they  have  always  been  confounded  with  the 
true  neuralgia.  In  the  hysterical  female  they  are  most  common, 
having  been  found  by  M.  Briquet  in  two  hundred  and  twenty- 
three  out  of  three  hundred  patients  in  whom  such  were  sought 
for.  The  seat  of  the  pain  hero  is  rather  fixed,  extending  usually 
as  a  semicircle,  corresponding  to  the  fifth,  sixth,  se^venth,  or  even 
the  eighth  ribs,  sometimes  following  their  direction,  and  at  others 
being  still  more  oblique.  This  is  found  six  or  seven  times  more 
frequent  on  the  left  side  than  on  the  right,  and  he  found  it  bi- 
lateral in  only  nineteen  of  the  above  cases.  It  usually  comes  on 
subsequently  to  the  hyperaesthesia  of  the  other  parts  that  have 
just  been  mentioned,  it  forming,  as  it  were,  but  an  extension  of 
them.  Hysterical  pleuralgia  can  only  be  confounded  with  the 
pain  of  true  pleurisy ;  it  suffices,  however,  to  be  aware  of  the 
possibility  of  the  former,  and  the  then  usual  coexistence  of  epi- 
gastralgia  and  racliialgia,  to  prevent  any  error.  It  is  perhaps 
more  readily  confounded  witli  intercostal  neuralgia,  by  which 
name  many  cases  of  this  hysterical  pleuralgia  have  been  erro- 
neously indicated.  Tlie  distinction  between  these  two  is :  First. 
The  hysterical  or  muscular  hyperaesthesia  does  not  follow  the  di- 
rection of  the  nerves  and  their  branches,  but  is  invariably  found 
at  the  fifth,  sixth,  and  seventh  ribs,  while  the  accompanying 
rachialgia  and  perhaps  epigastralgia  are  situated  quite  above 
the  points  they  should  be,  if  dependent  upon  neuralgia.  Sec- 
ond. The  pain  bears  no  resemblance  to  that  of  neuralgia,  for  it 
is  excited  at  any  point  that  is  compressed,  wUhotU  radiating 


alonff  the  course  of  the  nervous  tracts.     Third,  Neuralgia,  B 
setting  out  from  this  point  of  origin,  may  very  soou  extend  to 
other  divisions  of  the  affected  nei-ve.     Hysterical  pluralgia  only 
ahows  itself  after  epigastralgia,  and  then    racliialgia  also 
already  long  existed.     Pluralgia  (muscular  liypersestheBia)  t 
ally  constitutes  only  a  more  or  loss  cousiderable  iuconTeuieiM 
and  however  long  it  may  persist,  it  is  at  last  dispersed  withot 
inducing  phlegmasia  of  tho  contents  of  the  thorax.     (See  G.) 

V.   Tharacalgia.  —  Among  the  four  hundred  cases  observel^ 
critically,  only  twenty-soveu  complained  of  pain  in  tke  mvtclet 
at  the  anterior  pajl  of  the  thorax.     In  twelve  of  these  it  occu- 
pied only  the  left  side,  and  in  two,  the  right ;  while  iu  tliirteeOf ,. 
bU  the  anterior  portion  of  the  cticst  was  affected.     This  form  tt^  J 
hyperesthesia  is  usually  one  of  t)io  last  tliat  appears,  and  i 
rarity  is  probably  due  to  tho  slight  part  wliicli  the  pectoral  mm 
cles  (wherein  it  is  seated)  take  iu  tho  expression  of  deprc 
emotions.     Tliis  form  is  not  very  persistent,  rarely  disturba  r 
piration,  but  reciu-s  from  time  to  time,  and  gives  cause  to  mud 
anxiety  from  the  patients  fearing  that  they  have  disease  of  tlw 
heart.     Its  independence  of  neuralgia  may  he  judged  by  the 
fact  tliat  of  one  hundred  and  Gfty  hysterical  patients  with  rachj- 
algia  at  Uic  level  of  the  first  six  dorsal  vertobriE,  only  tweu^- 
seven  complained  of  pain  at  the  anterior  part  of  tlic  thorax. 

TI.  Ctelialgia. — The  mwicn/ar  Ajrperffs/Acsto  of  any  patient 
is  so  termed  wlien  it  has  its  seat  in  the  walls  of  the  abdomen. 
Tlie  pains  of  this  character  have  long  been  known  to  authors, 
but  they  have  been  attributed  to  lesions  of  tho  sympathetic 
nerves,  or  ascribed  to  the  uuderl)'ing  viscera.  Tho  author  mat 
with  it  in  one  hundred  and  ninety-six  of  four  hundred  cases  of 
hysterical  females.  In  forty-two,  it  affected  both  sides;  in 
seventy-six,  the  left  side  only ;  and  in  thirty-four,  the  right  side 
alone.  Tliis  pain  usually  engages  a  considerable  portion  of  the 
muscles  affected,  and  is  conlimious  while  in  the  erect  posture, 
being  much  increased  by  movements  or  pressure,  but  relieved 
by  lying  down  and  keeping  still.  In  many  instances  this  affec- 
tion has  been  sadly  mistaken  for  painful  affections  of  the  ovary; 
and  it  is  such  mistakes  that  have  given  rise  to  the  suppositioa 
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that  ovaritis  is  of  more  frequent  occurrence  on  the  left  than  on 
the  right  side.  But  the  search  for  the  superficial  character  of 
the  pain  ought  to  prevent  this  error  being  committed.  If  we 
first  relieve  the  muscular  pain,  we  find  we  can  press  over  the 
ovary  without  pain.  The  duration  of  hypcraesthcsia  in  this  seat 
is  very  variable ;  the  condition  and  exercise  or  habit  of  the  geni- 
tal organs,  as  also  the  amount  of  any  sort  of  exertion  or  of  re- 
pose taken  by  the  patient,  vastly  influencing  this  result.  Tiiese 
patients  are  often  much  distressed  by  this  pain,  being  led  to 
believe  it  to  be  indicative  of  some  uterine  disease.    (G,  Note  4.) 

VU.  Melyalgia  (a  limb)  is  the  term  applied  to  painful 
muscular  hypercesthesia  of  the  superficial  muscles,  and  sometimes 
of  the  deep-seated  muscles  of  the  extremities.  The  existence  of 
such  pain,  particularly  in  hysterical  females,  has  been  noticed  by 
authors  only  in  a  vague  manner.  Among  my  four  hundred  cases, 
only  fifty-eight  examples  of  it  occurred ;  of  these  both  upper  and 
lower  extremities  were  aficcted  in  thirteen  of  them ;  the  upper 
alone  in  twenty-one ;  and  the  lower  alone  in  twenty-four.  It 
varies  in  degree  from  a  mere  disagreeable  sensation  to  most 
severe  suffering,  destroying  all  repose,  and,  if  not  relieved,  it 
even  gives  rise  to  fevel*.  In  spite  of  the  most  unfavorable 
appearances,  however,  it  quite  disappears,  sooner  under  the  influ- 
ence of  correct  treatment,  or  later,  perhaps,  spontaneously.  It 
cannot  be  confounded  with  neuralgia,  seeing  that  in  two  thirds 
of  the  cases  the  locality  of  the  pains  does  not  correspond  with  the 
origin  of  the  nerve  branches  distributed  to  the  muscles  affected ; 
while  from  true  neuralgic  pains  arising  from  affections  of  the 
nerve  trunks,  nerve  branches,  or  centres,  muscular  hypereesthesia 
is  distinguished  by  its  being  aggravated  sxmi^XY  from  pressure  on 
the  muscles,     (See  Notes  A,  B,  C,  p.  476,  and  Appendix.) 

Tlie  distinction  of  this  affection  from  rheumatic  myosalgia  is 
often  more  difficult.  The  diagnosis  here  must  be  drawn  from  the 
nature  of  the  pain  and  the  attending  circumstances.  The  pain 
in  hyperaesthesia  is  usually  excessively  intense,  the  slightest  con- 
tact causing  very  severe  suffering ;  while  the  muscular  rheumatic 
pain  is  much  less  increased  by  pressure,  and  this,  too,  must  be 
firmer  in  order  to  produce  it.    The  hysterical  pains  of  this  sort 
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are  fQund  manifested  in  women  who  have  already  presented  ol 
Hymptoms  of  hysteria,  and  they  almost  invariably  coincide 
other  muscular  hyperffisthosia.    The  emotions  also  exert 
gi-eat  influence  over  tliem ;  wliilo  rheumatic  muscular 
usually  appear  in  women  who  have  already  siiffcred  from 
cular  rheumatism,  and  are  in  degree  exasperated  under  the 
cncc  of  emotion.    The  difficulty  in  this  diagnosis  is  the  grc 
wliere  tlie  patieut  is  both  hysterical  and  rlieumalic,  which  I 
often  found.     But  then  the  influence,  or  rather  ine^ciency,  of 
the  means,  wliicli  so  usually  succeed  in  the  simple  hysterical 
myosalgia,   is  sufficient  to  determine  the  complication  of  the 
rheumatic  character  of  the  affection  in  that  given  c 

Two  important  points  still  remain  in  respect  to  melyi 
pains.     First,  does  it  arise  from  any  inflammatory  action, 
from  mere  perversion  of  muscular  sensibility  ?  or,  rather,  from  a 
morbid  sensibility  of  tlie  motor  nerve  filaments  that  ramify  mus- 
cle fibres?     Leavuig  the  flood  of  opinions  written  upon  this  sub- 
ject, we  will  simply  answer  by  the  effects  of  treatment.     Mt 
algic  pains  arc  no  ways  relieved,  much  less  broken  up,  by 
plilogistic  remedies,  only  yielding  temjmrarily  or  capriciously 
narcotics,  and  can  usually  only  be  relieved  by  such  special  means 
as  have  no  favorable  effect  upon  inflammation.     Second,  is  thia 
pain  a  muscular  neuralgia  ?     Tins,  at  first,  is  a  very  natural 
supposition,  but  it  is  in  fact  unfounded.     True  muscular  neu- 
ralgias act  exactly  as  do  tho  pains  of  nerve  trunks,  and  are  in- 
deed  veri/  rare   in  the  uncomplicated  hysterical.     Numerous 
differences  mark  tins  affection  of  the  muscle  nerves  or  muscle 
tissues,  as  you  may  choose  to  term  it,  from  an  exquisitely  morbid 
or  exalted  sensibility  of  the  skin  nerves,  which  latter,  hesi( 
other  points,  it  is  to  be  particularly  observed,  manifest  the 
at  the  periphery  of  tho  nerves,  but  not  in  the  intermediate 
tion ;  while  in  true  hypenesthesia  of  muscles  tlie  pain  is  fo 
and  can  also  be  produced  by  pressure  along  the  entire  course 
the  fibres  of  the  affected  nmscles.     In  this  latter,  pain  is 
felt  at  the  part  compressed  ;  while  in  neuralgia  it  can  be  induced 
by  pressure  on  certain  points,  and  it  then  radiates  along  the 
course  of  the  branches  of  the  affected  nerve.     But  the  best  test 
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is  tlie  effect  of  correct  treatment ;  for  wbile  the  muscular  hyper- 
SBsthesia,  wbich  is  manifested  by  pain,  is  always  removable, 
notbing  can  be  more  obstinate  or  tenacious  of  its  own  peculiar 
display,  tban  tbe  fierce  twinges  of  true  neuralgia. 

Finally,  wbenever  we  observe  very  acute  pain  to  be  induced 
by  simple  pressure  of  tbe  finger  on  a  muscular  part  of  the  body 
exhibiting  no  traces  of  inflammation,  we  may,  from  this  very 
sign  alone,  diagnose  the  presence  of  that  peculiar  state  of  the 
system  termed  hysterical,  with  a  very  great  degree  of  certainty. 
Whenever  we  are  in  doubt  in  these  cases,  we  have  only  to  gently 
rub  with  the  end  of  the  finger,  for  instance,  on  the  upper  end 
of  some  of  the  recti  muscles  in  order  to  become  perfectly  con- 
vinced. Indeed,  hysterical  myosalgia,  in  some  of  the  various 
forms  here  noticed,  is,  in  fact,  one  of  the  most  marked  symptoms 
of  hysteria,  (to  our  own  mind,  though  it  may  not  always  be 
best  to  declare  it,)  for,  as  it  is  almost  never  absent,  it  may  itself 
be  set  down  as  a  characteristic  mark  of  this  peculiar  state  of  the 
system.  Observation  has,  of  late,  fairly  proved  that  it  is  rare 
not  to  find  in  these  patients  this  peculiar  muscular  hyperaesthe- 
sia,  either  at  the  epigastric  region,  or  high  up  on  the  back,  or 
low  down  on  the  bowels,  or  sides,  and  that  particularly  on  the 
left  side ;  and,  in  a  very  great  majority  of  cases,  it  appears  in  all 
these  situations  at  once  ;  and  every  female  presenting  this  almost 
stereotyped  series  of  symptoms  may  be  most  positively  declared 
(or,  perhaps,  more  prudently,  thought,')  hysterical. 

From  what  has  now  been  said  upon  the  high  authority  of  Dr. 
Briquet,  we  fear  it  will  be  well  nigh  inferred  that  "  muscular 
hyperaesthesia "  is  limited  to  the  female  sex,  and  to  cases  of 
hysteria.  By  no  means  is  this  true.  Most  marked,  distressing, 
and  protracted  cases  of  this  malady  in  gentlemen  of  the  pro- 
fessions, in  those  of  close  business  habits,  and  those  especially 
in  the  higher  walks  of  life,  are  as  familiar  to  tlie  author  as  the, 
class  just  delineated,  and  are  found  quite  as  amenable  to  right 
treatment,  and,  by  far,  less  likely  to  relapse.  Nor,  indeed,  to 
my  mind,  are  all  the  cases  that  present  in  females  (in  this  coun- 
try) to  be  put  down  either  as  hysterical,  or  in  any  way  con- 
nected with  tUerine  deviation^  as  necessarily  so.    It  is  my  own 
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observation  that  those  painful  affections  of  the  muscles  very 
frequently  occur  in  both  men  and  women,  and  may  Urise  from  a 
multitude  of  causes.  Strong  or  long-continued  "  emotional  feel- 
ings," particularly  such  as  are  unpleasant^  or  harassing,  or  any 
way  nerve-exhausting,  are  capable  of  harrowing  up  this  singular 
demonstration  either  in  man  or  woman  ;  and  the  more  impressi- 
ble the  existing  sensibilities  or  mental  faculties,  or  the  more 
feeble  the  muscle  fibres  are  from  want  of  exercise,  or  from  over- 
exertion, the  more  liable  is  he  or  she  to  this  painful,  and,  doubt- 
less, often  mistaken  affection.  There  is  not  a  question  that  the 
habituul  indulgence  in  mere  thoughts  of  venery  may  also  pro- 
duce it,  and  much  more  the  habitual  excess.  Besides,  it  is  no 
uncommon  thing  to  find  these  cases  complicated,  or,  rather, 
mixed  with  some  rheumatismal  or  neuralgic  manifestation,  or 
else  attended  with  cramps,  or  spasms  of  the  muscle  fibres  ;  but 
this,  more  particularly,  in  females.  Debility,  —  debility ,  toitk 
nervous  irritability^  and  this  with  over^mental  or  over-manual 
workj  —  is  at  the  bottom  of  the  whole. 

One  other  important  fact  should  be  noticed ;  and  that  is,  that 
when  this  kind  of  pain  appears  to  be  the  result  of  over-exertion  of 
muscles,  whether  that  was  too  great  or  too  protracted,  or  from  the 
muscular  strength  being  below  par,  and  inadequate  to  the  task, 
then  the  scat  of  these  pains  is  rather  referred  to  one  insertion  of 
the  muscle  or  muscles,  but  rarely  to  both  insertions ;  and  in 
that  case,  never  to  the  fleshy  body  of  the  muscle.  This  fact,  I 
believe,  was  first  noticed  by  Dr.  Inman,  of  Liverpool,  who  says 
that  in  the  weak-muscled,  or  in  the  over-worked,  it  is  not  un- 
common to  find  that  both  insertions  of  the  muscles  suffer  equally. 
That  it  is  really  so,  recent  experience  proves,  though  it  affords 
no  adequate  explanation  of  the  reason  why.  Tiius,  in  exces- 
sive cough,  one  patient  refers  the  pain  to  the  origin,  another  to 
the  insertion,  of  the  pectoralis  major  and  minor ;  one  seamstress 
refers  all  her  pain  to  the  occipital,  another  to  the  spinal,  another 
to  the  scapulo-clavicular  attachment  of  the  trapezius  muscle. 
One  refers  her  pain  to  the  infra-mammary,  another  to  the  ingui- 
nal, and  another  to  the  semilunar  attachment  of  the  external  ob- 
lique muscle.     One  refers  his,  or  her,  sufferings,  perhaps,  chiefly, 
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if  not  entirely,  to  the  pubic,  and  another  to  the  epigastric  at- 
tachment  of  the  rectus  abdominis,  while  others  refer  their  com- 
plaints equally  to  all  these  spots  simultaneously,  or  in  suc- 
cession. 

Treatment.  —  For  the  ^^  muscle  pains  ^^  of  muscular  hyperces- 
thesiaj  in  both  men  and  women,  but  particularly  in  the  hysteri- 
cal female,  resort  has  been  had  by  physicians,  from  time  imme- 
morial, both  to  the  antiphlogistics  and  the  antispasmodics  — 
the  anodynes  and  the  revulsions  —  to  topical  emollients,  cata- 
plasm^, Uniments,  &c.,  &c.  After  a  persevering  employment 
of  these  classes  of  means,  and  this  under  the  widest  facilities, 
M.  Briquet  says  he  finds  they  are  really  of  little  or  no  perma- 
nent use  whatever,  as  any  benefit  that  has  at  times  seemed  to 
accrue,  after  all,  depended  much  upon  the  temperature  at  which 
they  have  been  applied.  Narcotics  give  a  precarious  ameliora- 
tion, and  that  is  all  that  is  procured  from  them.  Even  these, 
then,  require  to  be  varied,  and  after  all  are  but  little  to  be  re- 
lied upon.     The  condition  for  pain  is  still  there. 

The  truly  heroic  remedies  in  all  muscular  hyperassthesia  are 
the  stimulants.  Dry  heat,  applied  by  cloths  as  hot  as  can  be 
borne ;  very  hot  cataplasms,  and  chloroform,  which  acts  more  as 
an  irritant  than  as  a  narcotic ;  sinapisms,  which  are  still  more 
effective  if  applied  for  ten  or  fifteen  minutes,  and  two  or  three 
times  a  day  at  the  same  place, — very  frequently  relieve  the  pain. 
Tincture  of  iodine,  or  of  capsicum,  repeated  twice  a  day,  will 
speedily  succeed  in  some.  Blisters,  after  all,  have  more  power, 
usually,  than  all  the  preceding  list  of  stimuli.    (See  G,  Note  5.) 

"  Faradaization  "  of  the  skin,  as  performed  by  Dr.  Duchenne, 
is,  after  all,  the  means,  par  excellence,  for  all  these  cases,  accord- 
ing to  the  experience  of  Dr.  Briquet.  By  this  kind  of  electric 
current,  he  says,  if  strong',  and  limited  to  the  affected  muscle 
for  but  a  few  minutes,  the  hyperaesthesia  is  sometimes  at  once 
dissipated ;  and  when  this  is  the  case,  even  firm  pressure,  or 
movements  of  various  kinds,  fail  afterwards  to  induce  any  sort 
of  pain.  Not  infrequently  a  single  application  suffices ;  but 
sometimes  the  pains  return  at  the  end  of  an  hour,  but  more 
commonly  after  five  or  six  hours.     J^  they  have  not  returned  by 
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this  lasl-meniioned  period,  we  may  be  certain  that  the  t 
definite.     When  tliey  do  thus  return,  the  appticatioii  must  I 
repeated  as  strong  as  can  be  borne,  when  tlie  pain  will  be  f 
to  become  feebler  after  each  seance.     If,  however,  after  two  wl 
three  fair  trials,  succei^s  has  not  in  any  degree  attended  tliciu^'l 
the  application  must  be  renounced.     The  conditions  for  succeaif 
of  Faradaizatioii  with  electro-magnetism  are,  the  recent  date,  t 
diffusion,  the  superficial  seat,  and  the  moderate  intensity  of  t 
pain.    Still,  as  there  are  cases  in  which,  tlioiigh  the  paiii  1 
been  there  of  old  date,  and  success  from  this  treatment  in  s 
has  taken  place,  it  should  always  be  tried,  for  it  is  certainly  wid 
some  chance  of  benefit.     As  a  general  rule,  fiyslerical  fematuM 
bear  the  sharpest  Faradaization  with  far  more  courage  than  n 
but  still  some  of  them  are  so  exquisitely  susceptible,  tliat  its  e 
ploymeiit,  if  urged  upon   tbem,  may  even   induce  paroxysmiV 
of  hysteria.     In  such  cases  it  is  recommended  to  let  her  pr^fl 
viously  inhale  other,  as  it  in  no  wise  impedes  the  peculiarly  rft-T 
Tulsive  action  of  Faradaization.     During  the  treatment  of  thiifl 
aflection,  one  grand  condition  must  be,  the  complete  repose  of  J 
the  hypera^stbetie  muscles.     Tliis  is,  under  all  circumstances)  J 
of  prime  necessity.     From  ignorance  of  the  ti'ue  nature  of  lliis'l 
affection,  exercises  of  various  kinds  have,  from  time  to  time^fl 
been  recommended!     Absolute  repose  ia  one  essential  to  thfl  i 
cure  ;  and  a  few  days  of  such,  sonietiraos,  is  of  itself  suffiuent 
to  relievo  those  pains  that  have  resisted  most  energetic  reme- 
dies.    There  should  bo  a  general  or  medical  treatment,  there- 
fore, as  well  as  the  ^'electrical.'"    (See  p.  475,  and  Appendix.) 


Neuralgia. 

M.  Vallcix  was  the  first  to  point  out  the  great  fact,  as  regardiJ 
true  neuralgic  affections,  and  which  seemed  to  have  escaped  tUft  1 
notice  of  all  previous  medical  observers  and  that  was,  th&t  I 
the  superficial  nerve  trunks,  and  those  that  emerge  from  bony  ] 
canals,  are  those  most  commonly  affected  ;  also,  that  there  are 
certain  other  "painful  points"  in  the  course  of  a  nervo  which 
are  more  liable  to  be  affected  by  tins  kind  of  pain  than  any 
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other  portion  of  the  nerve.  Dr.  Valleix,  by  special  research, 
thought  he  had  demonstrated  "/owr  several  points "  on  the 
course  of  a  given  nerve  that  are  most  likely  to  be  the  seat  of 
neuralgia,  or,  rather,  where  the  neuralgic  pain  is  more  liable  to 
be  manifested.  According  to  him,  the  four  marked  points  are 
as  follows :  — 

1.  "  The  first  point  where  a  nerve  is  apt  to  show  pain,  is  at 
the  place  where  the  nerve  emerges  from  the  bony  canal  through 
which  it  passes :  the  nerve  is  affected  here,  and  here  it  is  tender 
to  pressure ;  but  the  neuralgic  suflFering  may  be  ascribed  by 
the  patient  to  this  point,  or  elsewhere  along  the  course  of  that 
nerve. 

2.  "  Tlie  second  point  is  where  the  nerve  trunk  suddenly  be- 
comes more  superficial,  or  runs  along  near  the  integument. 

3.  "  The  third  point,  that  is  prone  to  show  this  pain,  t^  where 
the  nerve  branches  traverse  the  muscles  to  reach  and  become  ul- 
timately distributed  superficially  in  the  skin  and  fascia.* 

4.  "  The  fourth  point  is  where  the  terminal  nerve  twigs  are 
spread  out  to  be  lost  in  the  integuments^ 

Now,  it  is  important  to  notice  that  this  most  valuable  informar 
tion,  although  not  perfect,  puts  us  on  tlie  right  track,  and  enables 
us  to  find,  usually,  the  exact  place,  where  the  tenderness  from 
gentle  pressure  indicates  the  nature  of  the  aflFection,  and  the 
propriety  of  local  applications. 

We  notice  that  Dr.  Duchcnne,  of  Bologne,  as  also  M.  Brown- 
Sequard,  and  others,  are  lately  disposed  to  regard  neuralgia  as 
a  veritable  "  discrasia,^^  much  like  that  in  gout  and  rheumatism, 
which  in  one  person  determines  to  the  neurilemma,  more  particu- 
larly along  the  larger  nerve  trunks,  and  so  causing  true  neural- 
gic pains  ;  while,  in  other  persons,  this  discrasia  has  an  election 
for  the  great  toe  and  the  condilcs  of  the  joints,  and  so  produ- 
cing that  other  class  of  very  peculiar  pains  which  characterize  a 
fit  of  the  gout ;  and  yet  still,  in  other  persons  this  discrasia  has 
rather  an  affinity  for  the  ligaments  of  joints,  burs(B  of  the  ten- 
dons, and  the  periosteum  of  the  bones,  which  characterizes  the 

*  The  author  defines  this  point,  and  some  others,  still  more  closely. 
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pains  of  rhoiimatism.  That  special  condition  of  the  body  vMdl 
gives  rise  to  shifting  pains  Tvliich  are  somediiies  seated  in  tha 
miiscles,  (muscular  liyperBcstliesia,)  at  others  about  the  joiuts, 
(neuralgic  rheumatism,)  at  otlier  times  in  the  joints,  (rhenmar 
tism,)  &c.,  seems  to  favor  this  idea.  It  may  be  exactly  true,  ox 
it  may  not,  however,  for  as  yet  it  is  not  further  demonstrated. 
Dr.  Alfred  Smee,  of  England,  and  Dr.  De  la  Rive,  of  Prance, 
are  of  the  opinion  that  neurnlgia  arises  from  a  material  disturb- 
ance in  the  natural  nervo-elcctric  state  of  tliose  nerves  aflPectedi 
or  of  tlie  whole  nervous  system,  where  is  shown  the  neural^ 
diathesis  ;  and  that  tha  disturbance  is  more  nsually  at  thepf* 
ripherie  nerve  pole  ;  but  what  that  disturbance  is,  precisely,  no 
one  is  able  to  define. 

If  we  comprehend  under  this  head  all  those  very  painful  aflbo- 
tions,  wherever  seated,  which  are  apparently  unconnected 
inflammation,  and  which  are  not  the  rci<iilt  of  some  importuK)] 
or  discoverable  lesion,  we  shall  find  a  largo  class,  that  doubtli 
arise  from  the  encroachments  or  compressions  of  blood  vess 
upon  tlie  nerve  trunks,  just  as  they  pass  together  through  bony^^ 
canals.     This  distention  of  the  blood  vessels  may  arise  either  from 
an  estraordinaiy  flow  of  blood  in  the  arteries,  or  from  a  faiilt|'' 
or  tliig-j^isk  return  of  blood   through  the  veins;  it  may  occur, 
then,  where  there  \s  too  much  blood  and  too  great  a  distentioa 
of  the  vessels  from  the  quantity ;   but  more  freqitenUy  d< 
occur  from  the  venous  congestion,  "stasis"  or  stagnation 
atony,  i.  e.,  from  impoverished  blood,  and  from  deficient 
tion  and  want  of  tone  in  the  tissues.     Exposures  to  sudden  col 
as  well  as  traumatic  causes,  also  produce  it. 

Since  the  commencement  of  the  present  century,  neuralgia 
been  distinguished  from  rheumatism  and  gout.  At  first  the 
study  of  this  class  of  pains  was  limited  to  their  occurr 
the  face  and  lower  extremities,  and  then  the  terms  "  lie  douhih' 
retix"  and  "sciatica"  wore  generally  applied;  but  more  rft- 
cently  the  term  "neuralgic  affections"  has  boon  extended  tO' 
all  morbid  exhalations  of  sensibility,  or  excruciating  pains  ia 
parts  not  manifestly  inflamed. 

Nevraigia  may  be  defined  as  violent  pain  in   tlie  trunk  or 
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branches  of  a  nerve,  occurring  in  paroxysms  of  irregular  dura- 
tion, and  after  regular  or  irregular  intervals.  The  paiu  is  some- 
times slight  and  obtuse  at  its  commencement,  and  then  aug* 
ments  in  violence,  becoming  sharp,  darting,  or  lacerating,  which 
is  attended  with  a  peculiar  and  excessively  acute  plunging  or 
constrictive  sensation,  which  darts  at  intervals  through  the  pain- 
ful part.  But  more  frequently  the  attack  of  pain  is  sudden, 
which  is  sometimes  preceded  either  by  an  itching,  tickling, 
prickling  heat  or  numbness,  or  by  slight  and  fugitive  pains  ;  any 
of  which  may  recur  whenever  the  paroxysm  of  pain  is  less. 

It  may  be  confined  to  the  very  trunk  of  the  nerve,  but  as  often 
extends  itself  to  the  integumentary  ramifications,  and  even  to 
the  terminations  of  the  nerves  in  the  superficial  muscles,  (mus- 
cle hyperaesthesia.)  Sometimes  it  affects  only  a  few  of  the 
branches  of  a  nerve,  or  even  one  or  two,  merely,  of  the  fibrils. 

When  severe,  an  attack  of  neuralgia  may  be  attended  with 
tremors,  or  spasms,  cramps,  or  convulsive  motions  of  those  mus- 
cles depending  on  the  affected  nerves  ;  but  there  is  neither  red- 
ness, heat,  nor  swelling.  When  these  latter  phenomena  do  oc- 
cur, it  is  a  more  or  less  neuritis^  or  inflammation  of  the  nerve. 
The  paroxysms  may  be  extremely  variable,  sometimes  intermit- 
ting, at  others  remitting,  occurring  after  regular  or.  irregular 
intervals.  A  pei-son  who  has  ouce  suffered  from  it  is  liable  to  its 
return,  although  he  may  have  been  completely  restored.  The 
malady  is  acute  as  regards  the  paroxysms,  but  so  great  a  liability 
to  their  recurrence  makes  it  generally  considered  a  peculiarly 
chronic  disease. 

Neuralgia,  then,  is  most  liable  to  affect  those  nerves  of  the 
head,  trunk,  or  extremities,  which  are  located  superficially^  and 
hence  are  most  exposed  to  vicissitudes,  and  such  as  are  sur- 
rounded by  bone  or  loose  cellular  tissues.  Neuralgia  may  also 
affect  the  visceral  nerves,  as  those  of  the  heart,  diaphragm,  stom- 
ach, liver,  spleen,  bowels,  uterus,  kidneys,  testicles,  &c.  And  mus- 
cles, (like  all  other  organs  which  receive  mixed  nerve  filaments 
with  motor  nerves,  that  emanate  from  the  cerebro-spinal  axis,) 
enjoy  in  health,  and  suffer  in  disease,  a  sensibility  peculiar  to 
muscle  fibres,  if  still  in  communication  with  the  spine  and  brain 
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by  appropriate  telegraphing  nerves.  Tliis  muscular  hypersesthe- 
sia,  altliougli  less  acute  tban  Uiat  of  tlie  skiu,  is,  liowever,  su^ 
ceptible,  lilce  the  latter,  of  increase,  of  tliniiiiutiou,  and  of  abo- 
lition. 

Facial  neuralgia,  or  "  tic  douhureux"  is  an  affection  whose 
pathological  and  symptomatic  phenomena  can  bo  stated  only  in 
connection  with  the  morbid  exaltation  of  sensibility  of  which  it 
is  constituted.  The  suffering  is  generally  referred  to  one  of  the 
three  brandies  of  the  Irirfacial  nerve,  (the  fifth  pair,)  and  darbi 
along  tlie  ramifications,  so  tliat  tlie  precise  spot  or  tract  can  bo 
indicated  by  the  patient.  But  it  occurs  more  frequently  in  the 
two  upper  branches  than  in  the  inferior  maxillary  branch- 
When  seated  in  the  Jirst  or  ophthalmic  branch,  the  frontal  ramifi- 
cations of  it  are  oftener  affected  (brow-ague,  or  claviis  hysteriau) 
than  the^acAr^Hm/ornusal;  but.  in  some  cases,  it  involves  all  Uieso 
—  there  may  be  a  superabundant  secretion  of  tears,  or  pain  in  tlis 
eye.  When  the  second,  or  superior  maxillary  brancli,  is  tlic  part 
involved,  then  the  infrororbital  is  the  seat  of  suffering,  and  that 
more  generally  where  the  nerve  passes  out  from  that  foramen ;  or 
the  palu  may  radiate  from  there,  or  it  may  be  expressed  mainly  in 
the  upper  lip,  or  ala  of  the  nose,  or  in  the  gum.  If  the  posterior 
dental  ramification  of  the  second  branch  is  the  seat  of  the  aflfoO'l 
tion,  then  the  attacli  resembles  llie  most  awful  tootliachc.  If 
the  lie  is  in  t)ie  tturd  branch  of  the  tri-faeial,  it  is  manifested  in 
the  inferior  dental  nerve ;  and  more  usually  in  tlie  mental  po^ 
tion  where  it  emerges  from  the  mental  foramen  on  the  chin^  and' 
tlie  pain  extends  to  the  inferior  lip.  It  sometimes  extends 
through  the  branch  that  comrannicates  with  the  seventli  pwr, 
and  thus  implicates  it.  The  pain  may  be  seated  rather  iii  tlie 
anterior  auricular  bi-aiich,  and  then  extends  to  the  temple  in  the 
course  of  the  temporal  artery.  The  pain  may  extend  to  the 
lingiial  branch. 

During  the  paroxysm  of  facial  neuralgia,  the  muscles  of  the 
face  are  often  contracted  on  the  affected  side.  The  least 
motion,  noise,  or  light  aggravates  the  pain  ;  usually  there  is  no 
febrile  commotion  in  tlie  system,  and  no  acceleration  of  pulse, 
even   during   tlie    most  intense   suffering.      The   duration  of 
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neuralgic  paiu  may  be  but  an  instant,  a  minute,  or  .an  hour, 
or  even  longer.  It  may  terminate  as  suddenly  as  its  attack. 
It  may  be  liable  to  recur  regularly,  or  irregularly,  for  a  very 
great  length  of  time.  It  may  cease  for  months,  or  years,  com- 
pletely, and  then  return,  unasked,  even  more  severely  than 
before.  The  most  trivial  circumstance  may  be  sufficient  to  bid 
it  upj — such  as  vicissitudes  of  temperature,  a  moral  emotion, 
or  a  sudden  faulty  function.    (See  Appendix  D.) 

Otalgia,  or  earache,  and  Odontalgia,  or  toothache,  fright- 
fully painful  as  they  are,  may  be,  and  very  often  are,  simple 
neuralgic  affections.  But  the  toothache  is  more  frequently  re- 
ferable to  some  source  of  irritation  in  one  or  more  of  the  teeth, 
or  on  the  antrum  or  gums.  But  often  without  these  more 
obvious  causes,  and  as  often  in  connection  with  them,  an  attack 
of  toothache  is  brought  on  by  the  very  same  causes,  and  in  the 
same  way,  as  those  which  produce  other  forms  of  neuralgia  ;  the 
local  source  not  being  sufficient  in  itself  to  develop  tliis  morbid 
manifestation.  If  it  is  attended  with  inflammation,  then  elec- 
tricity is  not  indicated.  If  thei^e  is  ulceration,  or  caries,  it  is 
likewise  useless,  except  perhaps  for  the  temporary  lull.  But 
when  the  attack  is  in  the  gouty  or  rheumatic,  and  the  affection 
is  truly  in  the  antrum,  nerve,  or  periosteum,  then  an  electric 
current  can  relieve  like  a  charm ;  and  that  more  uniformly, 
and  for  more  permanency,  than  any  other  means  I  ever  em- 
ployed. The  pain  in  the  ear,  that  is  characterized  as  neuralgic, 
appears  to  be  seated  in  the  c/iarda  tympani,  and  perhaps  also 
involving  the  acoustic  nerve.  It  is  often  associated  with  a 
face-a-che,  or  neuralgia  of  the  face.  The  pain  in  the  ear  is 
unattended  with  inflammation,  but  is  accompanied  with  noises 
in  the  ear,  and  sometimes  with  temporary  deafness.   (SeeD.) 

Neuralgia  of  the  cervical  nerves  is  perhaps  quite  as  conunon  ; 
and  cases  do  now  and  then  occur  from  puncture  of  the  nci've 
in  bleeding  from  the  jugular  vein,  or  from  leech  bites.  But  a 
more  moderate  and  remarkably  persistent  kind  of  neuralgic- 
rheumatic  affections  of  these  nerves  and  their  depending  mus- 
cles is  frequently  observed.  These  are  more  chronic ;  in  some 
cases  and   respects,   more   resembling    rheumatism,  while    in 
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others  neuralgia  ;  and  aro  often  attended  either  with  eoff- 
tractions  or  sipasma  of  some  muscles,  wliich  may  prove  tem- 
porary or  permanent.  Beware  of  a  caries  of  tho  upper  ceiri- 
cal  vortebia;.     Take  counsel  of  tlie  history  of  the  case.  ' 

Neuralgia  of  the  occipital  nerve,  which  may  also  be  attendeifl 
with  atiffiicsB  of  the  muscles  of  llie  neck,  is  often  a  very  pEunftit" 
and  tedious  affair.     A  very  distressing  case,  of  long  standii^, 
of  this  kind,  sent  me  by  Dr.  R,  H,  Storer,  has  Ixjen  greatly 
benefited    by  electro-puncture.     I  inserted  two  needles  very 
deep  on  each  Bide  of  the    upper  cervical  vertohrse,  so  as  t»J 
embrace  in  the  current  the  long,  posterior  ganglia,  or  at  lei 
the  roots  of  tliose  seven  or  eight  small  branches  of  nerves  1} 
leave  these  ganglia  near  the  posterior  arch  of  the  atlas,  andl 
which,  it  is  well  known,  are  distviljuted  to  the  muscles  of  tl 
upper  and  back  pait  of  the  ucck  and  head.    (See  D,  Note  2.)" 

Neuralgia   of   the    thoracic   or   intercostal   nerves    is    oflen^ 
presented  in  both  sexes,  citlier  amounting  to  true  neuralgi(i^4 
acutoness,  or  hardly  more  than  a  rheiunatic  aching,  (musculu 
hyperesthesia,)  or  perhaps  attended  with"  passing  spasms.   Th^ 
may  arise  from  vascular  congestion  of  a  portion  of  the  spin 
cord,  or  of  its  membranes,  or  from  actual  tnfiammatioD  i 
other  morbid   state   in  those   parts :   but   this  latter  is 
positively  agreed  upon.     Besides,  there  are  very  many  painftilfl 
cases  that  ulfcct  tlie  thoracic  and  abdominal  nen'es,  and  tlietr 
depending  integument  and  muscles,  without  any  corresponding 
evidence  of  irritation,  congostiou,  or  inflammation  of  the  cordf 
while,  on  the  other   hand,   evidence  by  post  mortem  actualb^l 
shows  thcEo  disorders  of  the  spine,  in  other  cases,  which  hai 
been  entirely  unsuspected,  by  not  being  manifested  by  i 
painful  expressions. 

Thoracic  neuralgia  shows  itself  about  the  Bevcnth,  eighth,  aujS'l 
ninth  ribs,  at  the  spot  where  they  unite  with  Uieir  cartilagea,,^ 
and  that  mainly  on  the  left  side.     Tliis  indeed  constitutee  t 
familiar  "  infra  mammary  pain,"  wliich  the  author  has  foui 
is  by  uo  means  peculiar  to  females,  and  hence  is  not  i 
sarily  hysterical,  even  when  it  occurs  in  women  ;  althougli  it  u 
equally  true  that  very  many  of  those  cases  do  seem  to  be  f 
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Sir  AsUey  Cooper,  however,  in  liis  work  on  the  Testis,  (p. ' 
gives  some  cases  of  tic  douloureux  of  tlie  spermatic  cord, 
believes  the  pain  to  be  truly  seated  in  (he  nerres,  as  the  p 
dart  only  along  their  route.  He  states  that  he  carefully  dis^ec 
all  the  testicles  which  he  removed  on  account  of  this  fearfully 
painful  affection ;  but  there  was  found  no  kind  of  structural 
change  in  any  of  them  —  proving  that  they  were  actually  net 
ralgic.     (See  Appendix  E,  Note  I.) 

Both  the   aggravating   and   alleviating   agents  and    circoi 
stances,  lead  us  to  see  that  "  lumbago  "  is,  after  all,  more  iiea 
allied  to  neuralgia  than  to  rheumatism,  in  respect  to  the  chara 
ter  of  the  pains,  and  is  referable,  in  a  great  majority  of  case^^ 
to  impeded  venous  circulation  in  that  portion  of  the  spinal  corf 
that  is  holow  the  origin  of  the  caiiila  ee/iiina  at  the  second  lum- 
bar vcrtebrie,  and  evidently  now  and  then  involving  also  the 
roots  of  those  nerves  tliat  supply  the  lumbar  muscles.     If  Uie 
anterior  branch  of  the  first  lumliar  nerve  is  involved,  the  paia 
extends  from  the  loins  and  crest  of  the  ilium  to  the  groin,  the 
spermatic  cord,  testicle,  or  scrotum,  or  to  the  labia  of  the  vulvftJ 
in  the  female.     (See  p.  477,  and  Appendix  B,  E,  P.)  ■ 

Neuralgia  of  the  upper  extremities  is  more  frequently  foundl 
seated  in  that  portion  of  the  cubital  nerve  at  the  elbow,  which 
passes  between  tlie  internal  tuberosity  of  tlie  hnmcnis  and  Uie 
olecranon,  from  which  spot  the  pain  darts  down  in  the  route  of 
the  nerve,  even  to  the  ring  and  little  fingers.  Sometimes  the 
pain  starts  from  tho  brachial  plexus  and  shoots  backwards 
through  the  supra-scapular  nerve,  but  more  frequently  throng 
the  sub-scapular  nerve ;  and  still  more  frequently  through  1 
nerve  circumjlex ;  tlie  pain  then  being  seated  in  the  back  sn^ 
lower  portion  of  the  deltoid,  and  near  its  insertion  into  ( 
humerus.  A  most  excellent  and  somewhat  aged  lady,  who  h 
suffered  from  this  painful  nerve  for  about  two  years,  in  spite  0 
skilful  care,  was  sent  to  me  by  Dr.  J.  B.  S.  Jackson,  and  v 
entirely  cured  of  it  by  a  dozen  sittings  for  the  primary  c 
of  galvanism,  aided  by  electro-puncture.  Some  exceedin^)fl 
painful  and  protracted  cases  of  neuralgia  of  that  branch  of  tba 
median  nerve  that  ramifies  the  dorsal  aspect  of  the  thumb,  haye 
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presented,  showing  the  seat  of  intense  pain  mostly  in  the  thumb, 
at  its  side,  or  about  the  root  of  the  nail.    (Sec  p.  477,  B,  2,  3.) 

Neuralgia,  uncomplicated,  of  the  lower  extremities,  is,  perhaps, 
most  frequently  observed  as  most  severe  when  it  occurs  in  the 
sciatic  holloWj  between  the  great  trochanter  and  the  ischium. 
The  pain  is  either  fixed  there,  or  shoots  along  the  course  of  the 
great  sciatic  nerve,  or  shows  itself  at  the  femoro-popliteal  nerve, 
extending,  in  one  case,  upwards  to  the  sacrum,  or,  in  another, 
and  more  frequently,  downwards,  even  to  the  ankle  and  foot. 
Now,  tliis  whole  family  of  sciatica  was  for  a  long  time  classed  with 
rheumatism,  until  M.  Chaussier  and  others  demonstrated  that 
there  is  here  essentially  a  form  of  neuralgia,  although  at  times 
the  given  case  may  show  an  alliance  equally  with  inflammation 
or  rheumatism  ;  but  these  latter  are  by  far  the  more  rare.  It 
was  also  formerly  confounded  with  all  kinds  of  painful  affections 
of  the  hip  region,  whether  inflammatory  or  rheumatic,  primary 
or  symptomatic  —  all  were  called  sciulica.  But  true  sciatica 
must  be  sifted  out  from  these  to  be  viewed  and  successfully 
treated,  first  as  inflammatory,  and  then  as  neuralgic.  In  these 
the  greatest  suffering  is  sometimes  in  the  anterior  tibial  branch 
that  terminates  at  the  great  toe ;  but  oftener  still  in  the  peroneal 
branch  of  the  external  popliteal,  which  is  one  of  the  continuations 
of  the  great  sciatic  nei*ve,  and  terminates  on  the  outer  side  of  the 
foot.  The  accession  may  be  very  sudden,  but  it  is  usually  pro- 
ceded  by  a  painful  prickling  or  a  numbness  along  the  thigh,  or 
down  outside  the  fibula.  Only  one  limb  is  usually  affected. 
The  slightest  cause  may  bring  on  anew  the  paroxysm  of  pain, 
as  the  warmth  of  bed,  mental  emotion  or  excitement,  motion  or 
exertion.  The  continuance  is  as  tricky  and  uncertain  as  other 
neuralgia.  Where  it  has  been  long  standing  and  severe,  there 
sets  in  a  lameness,  and  some  dragging  of  the  limb,  with  a  par- 
tial palsy  and  wasting  of  the  muscles  of  the  limb.  There,  then, 
may  also  be  trembling  of  the  limb  or  for micans.   (See  p.  476,  B.) 

Neuralgia  of  the  femoro-pretibial  occurs  less  frequently  than 
sciatica.  The  seat  of  pains  affects  the  great  trunk  of  the  anterior 
crural  nerve  as  it  passes  out  from  under  Poupart's  ligament,  or 
the  crural  arch  at  the  groin,  and  before  it  so  abruptly  divides 
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into  its  many  cutaneous  and  muscular  branclios.  The  pain  thai 
darts  along  to  the  middle  of  the  inner  thigh,  or  to  tho  inside  of 
the  kuee,  or  it  may  trace  along  the  internal  sapkenus  nerve, 
which  is  the  main  continuation  of  the  anterior  crural,  dowii  1U«  J 
inner  side  of  the  leg  to  the  inner  ankle.  Those  minute  brancUo^ 
of  this  nerve  that  are  distributed  about  the  lou-rr  edge  of  Ih^ 
patella  were  the  seat  of  most  escruciating  attacks  of  iicuralgi 
for  years,  in  a  gentleman  of  eminence  in  Cambridge,  whom  tl 
author  cured  more  than  a  year  ago  by  electro-magnetic  c 
The  morbid  action  in  this  case  was  fii-st  set  up  by  hitting  tht 
knee  against  the  steps  of  a  railway  car.  In  another  case,  i 
young  lady  fell  up  stairs,  and  struck  the  knee  about  two  incha^ 
above  the  patella,  which  hurt  her  somewhat  at  the  time,  but  ij 
was  soon  forgotten.  For  several  years  past  she  has  been  c 
or  less  lame,  and  subject  to  paroxysms  of  most  excruciating  1 
pain  ui  a  point  just  below  that  knee,  which  extended  up  to  Pou- 
part's  ligament,  and  Uie  anterior  crest  of  the  ilium,  ijhe  is  now 
entirely  free  from  lamenGB.^,  nor  has  slio  the  least  pain  in  the 
knee  even  after  severe  walks ;  but  there  is  eWdently  a  rhcumado 
diathesis,  and  she  now  and  then  feels  the  grumbling  paina  of  it 
on  Ticiesitudes  of  weather,  but  not  at  the  knee.  Both  Qalvame 
and  Pai-adaic  currents  were  employed,  and  she  received  some 
nine  sittings  in  all,  with  medical  treatment.     (.See  p.  476,  B.) 

True  neuralgia  of  tho  muscles  may  bo  known  from  the  rheu- 
matic affection  of  tlie  muscles,  because  in  Uie  former  tlic  p:uns 
are  very  much  more  acute,  and  recur  in  frequent  paroxysms; 
but  there  is  not  the  dull  ache  or  numb  sensation  in  the  iutemi 
of  neui-algia  that  there  is  of^n  in  a  rheumatism  of  the  muscles. 
After  the  pain  ceases,  if  it  is  neuralgia,  there  is  great  weak' 
nesg,  or  even  partial  palsy ,  of  the  mvscle.  It  may  often  he  sus- 
pected as  attending  some  insidious  organic  disease  of  the  cord, 
or  brain,  as  it  does  sometimes ;  and  apoplexy  or  paralysis  may, 
sooner  or  later,  attack  tho  patient.  So,  indeed,  do  I  always  sus- 
pect oven  neuralgic  pains  that  are  chrome,  which  proceed  from 
the  cervical  or  the  brachial  plexus,  the  recurring  paroxysms  in- 
volving tlic  shoulder  or  upper  arm.  And  this  may  prove  e 
generally  true  of  all  severe  and  long  recurring  neuralgi 
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especially  those  of  muscles ;  particularly  if  they  do  not  com- 
pletely yield  to  correct  electric  treatments,  provided  always  the 
habits  of  the  patient  will  not  account  for  them.  As  we  are  led 
to  be  suspicious  of  insidious  lesions  of,  or  formations  in,  the 
brain,  from  the  ugly  muscular  neuralgias  of  the  shoulder,  so 
should  the  severe  neuralgic  pains  of  the  muscles  of  the  loins  or 
thighs  always  put  us  on  our  guard,  at  least  by  a  suspicion  of  the 
existence  of  softening  or  other  organic  lesions  of  the  cord,  or  its 
membranes. 

Neuralgia  of  the  skin  (true  hyperaesthesia  of  the  sentient 
nerves)  is  frequently  noticed  in  connection  with  some  eruption, 
as  herpes ;  also  in  most  hysterical  cases.  The  sensation  is  ex- 
quisite sensitiveness  to  every  touch,  or  intense  prickling,  or  insuf- 
ferable burning,  or  true  pains  in  the  skin.  This  is  often  alter- 
nated with  numbness,  &c.     (See  Appendix  G,  Note  5.) 

A  neuralgic  affection  of  the  periosteum  of  the  bones,  I  am 
seriously  led  to  believe,  is  more  frequent  than  recognized. 
When  observed,  there  is  too  ready  a  disposition  to  attribute  it  to 
mercury  or  to  syphilis.  True,  it  is  very  often,  in  part  at  least, 
rheumatic ;  but  it  is  equally  true,  that  the  periosteum  of  the 
skull,  teeth,  and  of  the  shafts  of  bones  do  present  true,  uncom* 
plicated  neuralgic  pains.     (See  Appendix  P,  Note  1.) 

Neuralgia  may  attack  the  ganglionic  nerves,  and  hence  most 
visceral  neuralgias,  with  but  few  exceptions,  may  be  referred  to 
this  medium.  Wc  find  presenting  in  practice  cases  that  properly 
*  come  under  this  caption,  that  manifest  pains  mostly  in  the  bead, 
and  constitute  one  large  class  of  the  neuralgic  headaches.  These 
are  the  plunging  and  bewildering  head-pains,  that  now  and  then 
a  patient  of  delicate  constitution  or  of  high  nervous  endowment 
or  temperament  has  to  suffer  in  regular  or  irregular  and  often 
recurring  paroxysms,  for  years  together.  The  attacks  are  usually 
intermitting ;  but  I  have  had  some  patients  who  suffered  for 
many  years,  with  remissions  it  is  true,  but  never  entirely  free 
from  the  pain.  Light,  heat,  cold,  mental  or  moral  emotions,  and 
the  state  of  the  stomach  aggravate  it,  and  at  any  time  provoke 
to  a  paroxysm,  the  same  as  in  any  simple  and  true  neuralgia.  Is 
it,  then,  an  excessive  exaltation  of  sensibUUy  in  ike  ganglionic 
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or  sympaflietic  nerves,  or  is  it  owing  to  increased  vascular  dei 
minatioH  lo  ike  head, —  or  owing-  lo  vascular  targescence  fr 
sluggish  circulation  iu  tbe  head  ?  I  am  more  iucliiied  to  belli 
it  is  both  the  former  and  the  latter.  Iu  a  word,  I  believe  thf 
is  a  class  of  ganglionic  neuralgias.     (See  p.  417,  and  F,  NoteZ^ 

Iu  like  manner,  and  for  the  same  reasons,  we  may  find  cases 
presenting  of  neuralgia  of  the  heart,  as  angina  pectoris,  and 
other  forms  of  norvous  hoart-pains ;  neuralgia  of  the  stanuuh, 
as   gastralgia,   or   gastrodynia,  and  perhaps   complicated 
other  morbid   conditions ;  neuralgia  even  of  the  liver, 
hepatalgia ;  of  the  spleen,  and  called  by  systematic  writers 
natgia ;  neuralgia  of  the  duodenum,  colon,  and  ileus,  called 
vous   colic,  and  more  particularly  lead  colic;  neuralgia  of 
kidneys,  and  of  the  urinary  bladder,  called  nephralgia,  &c. 
neuralgic  aSection  of  the  urinary  organs  is  usually  attended  wii 
increased  secretion  of  urine,  as,  indeed,  augmented  secretion 
characteristic  of  neuralgia  of  all  secreting  organs. 

Neuralgia  of  the  uterus  is  a  fact ;  but  these  casi 
generally  turned  over  to  us  as  unmanageable  cases  of  ulet 
congestion,  or  of  irritable  uterus.  The  cauterizing  the  cej 
the  pessory  support,  the  leeches,  douches,  and  injections,  fail 
relieve  or  restore,  hut  rather  aggravate  these  cases,  because  thi 
are  in  effect  true  irritants  to  this  condition  of  tbe  organ,  Therss! 
fore,  from  among  all  the  painful  affections  of  the  uterus,  we  must 
be  careful  to  discrimuiate  those  that  are  truly  and  simply  neural- 
gic. Now  and  then  we  find  distressing  cases  of  true  nciiral^ 
of  the  vagina.  The  patient  more  generally  describea  it  as  a 
most  acute  burning  or  scalding,  or  as  a  heavy  plunging  pain, 
occurring  often,  but  not  lasting  long,  and  followed  with  a  con- 
tinued aching,  throbbing,  or  soreness,  Tliere  is  usually  fouud 
no  lesion  of  the  vulva,  vagina,  nor  of  tlio  uterus.  But  we  should 
recollect  always,  that  this  neuralgia  may  be,  as  it  sometimes 
merely  symptomatic  of  serious  organic  lesion  of  tlic  womb.  (BA 

Visceral  neuralgia,  being  an  affection  of  the  sympathetic 
tent  of  nerves,  may  therefore  constitute  the  most  severe  and 
protracted  bodily  sufferings  under  which  mortals  can  so  long 
live.    Tbe  source  of  sufferings,  undedned,  yet  everlastingly  coib- 
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plained  of,  by  the  hypochondriacal  and  the  hysterical^  is  doubtless 
seated  here.  Their  case  is  very  generally  viewed  either  as  mostly 
imagined,  or  else  as  remarkably  exaggerated.  This  view  of  their 
case  is  taken,  all  the  more,  because  their  general  health  appears 
so  good,  or  rather  because  it  is  so  little  impaired.  But  these,  to 
them,  abnormal  sensations  and  indescribable  sufferings,  enga- 
ging the  entire  life  attention  of  the  patient,  develop  a  persistent 
despondency  or  peculiarity,  with  a  ceaseless  apprehension.  But 
to  other  persons,  these  complaints  being  viewed  usually  in  the 
light  or  connection  of  very  slight  evidence  or  appearairce  of  real 
ailment,  often  lead  to  a  sincere  belief  in  their  want  of  reality ; 
while,  in  fact,  they  should  be  viewed^  as  all  needful  evidence 
of  a  greatly  impaired  balance  of  action,  in  the  great  chain  of 
ganglionic  nerves.  Dr.  Copeland  thinks  it  is  a  state  of  asthe- 
nia of  this  part  of  the  nervous  system,  and  that  associated  with 
a  morbid  exaltation  (hyperaesthesia)  of  its  physiological  sensi- 
bility, which  makes  it  a  true  neuralgia,  and  not  unfrequently 
attended  with  some  hidden  functional  or  structural  lesion  of  one 
or  more  important  internal  organ,  and  more  particularly  of  the 
organs  subservient  to  the  perpetuation  of  organic  life.    (F,  G.) 

Infra^mamtnary  Pain.  —  Dr.  Coote,  of  London,  says  he  has 
closely  analyzed  a  series  of  some  fifty  cases  of  infra-mammary 
pain,  and  now  finds  it  necessary  to  distinguish  between  two  kinds 
of  painful  affections,  to  which  the  infra-mammary  region  is 
liable.  Tho  first  class ^  he  thinks,  should  be  designated  as  "  inter- 
costal neuralgia,"  for  it  is  liable  to  affect  any  region  of  the  tho- 
racic walls.  The  character  of  this  pain  is  acute,  plunging, 
paroxysmal.  It  is  seated  in  one  or  more  Intercostal  spaces,  and 
mostly  where  the  cutaneous  branches  of  the  nerves  are  most 
freely  distributed,  sometimes  shooting  around  the  chest,  as  if 
above  the  course  of  the  nerve  and  its  ramifications.  Here  there 
is  superficial  tenderness,  or  tenderness  on  pressure,  or  there  is 
periodical  pain.     (See  Appendix  G.) 

The  second  class  of  infra-mammary  pain  that  Dr.  Coote  wishes 
to  call  our  attention  more  particularly  to,  is  a  dull,  aching  pain, 
that  is  seated^  being  situated  in  one  definite  locality  under  the 
left  breast,  and  extending  generally  over  the  seventh,  eighth,  and 
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niutli  ribs,  with  the  seventh  and  eiglith  intei-costal  spaces ;  nevev^ 
shooting  along  the  nerve  course,  but  rather  darting  deeply  ''nclfi — 
throvgh  the  chest  to  the  back,  or  into  tlie  throat,  in  the  lbrmei_  — 
case  seeming  to  give  rise  to  tlie  inter-scapular  pain;  in  the  li 
ter,  being  associated  with  the  hysterical  globus.     It  is  rarely 
der  on  pressure,  and  it  is  not  i-egularly  periodical.     He  sayi 
that  uterine  disorder  does  frequently  accompany  the  true  in) 
mammary  pain  ;  but  that  it  should  bo  the  cause  of  it,  is  impoaxi 
sible,  for  these  two  conditions  cannot  stand  in  relation  to  each 
other  as  cause  and  effect,  as  either  docs  exist  without  the  other.. 
The  infra-mammary  pain  is  thought  by  some  -to  bo  one  of  ths 
most  common  symptoms  of  "  incipient  lateral  curvature  of  tlie 
spine,"  and  should  always  lead  us  to  investigate  the  state  of  tha 
spine,  whenever  we  hear  of  this  ceaseless  though  variable  pain. 
But  this,  to  my  mind,  has  been  exaggerated  as  to  frequency  at 
occuri'enco.     These  being  facts,  and  for  other  weighty  reasons, 
Dr.  Coote  infers  that  true  infra-mammary  pain  is  a  mere  iyn^ 
torn  of  a  generally  depressed  or  diminished  state  of  the  nervous 
endurance ;  and,  secondly,  tliat  it  is  one  of  a  group  of  symptoms 
intimately  connected  with  the  deranged  vaso-motory  system,  and 
therefore  with  some  vascular  derangement. 

The  conclusions  finally  are,  that  true  infra-mammary  p&iu  is 
simply  a  species  of  peripheral  -neuralgia,  having,  pi-obably,  its 
origin  in  mal-nutritiou  of  the  smaller  nerves  and  blood  vessels. 
The  immediate  cause  of  this  kind  of  vascular  dorangcmont  cotK 
sists  in  disordered  enervation  of  the  smaller  arteries  of  the 
whole  body,  occasioning  irregular  spasms  and  dilatation  of  their 
walls  —  a  condition,  which,  while  in  the  infra-mammary  region- 
it  occasions  neuralgia,  in  other  parts  gives  rise  to  chills  and 
flushes,  to  palpitation,  to  excessive  or  to  defective  secretion,  to 
congestions,  to  hemorrhages,  and  to  fluxes ;  while  au  anolt^us 
state  of  tlio  nerves  of  the  alimentary  canal  produces  obstiiiate 
constipation.  The  cause  of  this  extensively  disordered  state  of 
the  vaso-motory  nerves  is  to  bo  sought  for  in  the  more  gentrai 
conditions  and  habits  of  the  patient.  For  obvious  reasons,  it  is 
more  likely  to  oceur  in  women  than  iji  men,  yet  it  does  certainly 
also  occur  in  men,  as  we  often  see. 
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If  these  views  are  correct,  the  indications  for  treatment  are 
twofold.  First,  to  arouse  the  vaso-motory  nerves  into  at  least 
temporary  activity,  so  as  to  relieve  special  symptoms.  Secondly, 
to  give  these  permanent  vigor,  by  improving  the  general  inner- 
vation and  nutrition  of  tlie  whole  body,  and  particularly  of 
its  surface.  To  this  end  employ  electricity,  food,  air,  and 
rest ;  to  these  the  various  tonic  medicines  are  mere  aux- 
iliaries.   (See  Appendix  F,  G.) 

Young  women  frequently  suffer  from  pains  about  the  mam- 
mary region,  and  the  intercostal  spaces.  These  respectively 
are  very  often  mistaken  for  pleuritis,  or  something  else  besides 
what  they  truly  are,  because  these  very  different  pains,  occurring 
in  the  same  place,  are  not  studied  and  distinguished.  But  if  you 
seek  access  to  the  dorsal  or  cervical  region,  and  press  gently 
along  the  sides  of  the  spinous  processes  of  the  vertebrae,  but  not 
on  them,  or  else  along  the  lower  margin  of  the  ribs,  i.  e.,  tra- 
cing the  fingers  along  between  the  ribs,  from  the  spine  forwards, 
you  will  very  quickly  aivaken  the  pain  of  neuralgia,  which  may 
be  at  the  point  of  pressure,  or  it  may  be  awakened  at  some  little 
distance  from  it,  but  in  the  course  of  the  nerve,  or  in  its  peri- 
pheric branches.  If  the  peripheric  branches  that  terminate  in  the 
integument  are  thus  aroused,  it  is  still  neuralgia ;  but  if  the 
deeper  terminal  (motor)  nerve  branches,  that  are  lost  in  the 
muscle  fibres,  are  the  seat  of  the  pain,  and  are  aroused  not  so, 
but  rather  by  touching  the  surface  any  where  over  it,  then  we 
have  muscular  hypercBsthesia^  which  after  all  is  probably  only  a 
neuralgia  of  the  terminal  twigs  of  true  motor  nerves.  This  will 
prove  quite  a  sufficient  test  to  satisfy  that  you  have  there  either 
found  one  of  Yalleix's  painful  spots,  and  the  pain  is  a  fair  neu- 
ralgia, or  else  is  that  other  nerve  manifestation  that  we  call 
muscular  hyperaesthesia,  (and  has  been  called  also  muscular 
rheumatism,  or  neuralgic  rheumatism  of  the  muscles,)  but  not 
a  pain  proceeding  from  an  inflammatory  action,  (except  it  bo 
about  the  nerves,)  but  certainly  not  in  the  pleura,  nor  in  the 
viscera  of  the  thorax.     (See  Appendix  G.) 

Spinal  Irritation.  —  The  views  of  Dr.  Inman,  of  the  Liverpool 
Boyal  Infirmary,  should  certainly  receive  our  careful  considera* 
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tion.     He  says  tlie  prevailing  caiise  of  these  painful 
termed  "  spinal  irrilation,"  in  his  judgment,  is  dno  to 
morbid  condition  of  tlie  back  muscles,  rather  than  of  the  ; 
nerves  ;    and  that  the  so-called  "spinal  disorder"  original 
more  commonly  in  a  feeble  and  painful  afTection  of  Uio 
of  the  bock.     He  says  he  lias  seen  numerous  cases  in  w 
these  affections  have  been  mistaken  for  symptoms  of  iuilamiiia- 
tion,  and  were  treated  by   depletory  measiircs,  and   rendered 
worse  in  consequence ;  in  which  Paradaizing,  with  a  due  amount 
of  rest  to  the  over-worked  or  strained  muscles,  with  good  dji 
and  other  recuperating  means,  effected  a  speedy  cure. 

Passing  from  the  painful  affections  of  the  muscles  in   gei 
to  those  of  the  "  spine  "  in  particular,  Dr.  Inman  eon^ders 
most  of  tlio  cases  of  so-called  spinal  irritation  are,  after  all, 
ally  owing  to  causes  ori^naiing  in  the  muscles,  and  that  tbe^ 
ought  to  be  treated  generally  by  sustaining  the  general  heall 
giving  repose  to  the  affected  muscles,  and  assisting  their  actii 
when  necessary,  hy  quick  and  smart  electric  currents,  by  w 
contrived  artificial  supports.     The  use  of  stays,  therefore,  if 
(needy  is  not  to  be  condemned  as  an  article  of  female  dress: 
but  icken  so  used  they  are  rather  beneficial,  by  aidhifr  ihg  action 
of  the  muscles  in  preserving  the  equilibrium  of  the  spinal  cat- 
umn.     The  reference  of  such  cases  to  the  general  pb 
hysteria  is  entirely  nnphilosophical.     The  views  of  Dr.  Imnaa 
the  nature  of  spinal  irritation,  when  summed  up,  are  these 

"  I  believe  that  the  vast  majority  of  the  symptoms  considei 
as  the  result  of  spinal  irritation  arises  rather  from  over-exertion 
of  one  or  more  portions  of  tlie  muscular  system  in  the  already 
debilitated  subject ;  that  the  spinal  tenderness  of  the  spinous 
processes  has  a  similar  origin  ;  and  that  the  other  symptoms, 
considered  as  res^iMng  from  spinal  tenderness  are  concomitautt-j 
only,  and  are  referable  to  the  common  cause."   (SeeNotcsF.G.) 

Local  Pulsation,  occasionally  noticed  in  the  male,  but  fep 
more  frequently  in  the  female,  may  bo  put  down  as  "local 
hysteria,"  and  arising  from  that  peculiar  state  of  the  ncrvoUB 
system  when  hysteria  may  be  manifested.  This  is  a  strong  pok 
eation  of  the  aorta  in  the  epigastric  region,  strongly  tinmlatiiif 
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amewrism.  But  by  observing  the  decidedly  nervous,  hypochon- 
driacal, or  hysterical  state  of  the  patient,  we  need  feel  no  ap- 
prehension. As  the  nerves  become  toned,  and  the  strength  is 
improved,  these  symptoms  will  vanish.  Hysterical  spasmodic 
alGdctions  there  are,  among  which  are  a  curious  class  of  mal- 
adies which  often  prove  exceedingly  troublesome,  as  aphonia, 
and  croupy  laryngeal  affections,  and  likewise  sobbing  and 
sneezing. 

Case.  —  Cornelia  B.,  aged  eighteen,  came  under  treatment, 
complaining  of  severe  pain  in  the  dorsal  region.  She  was 
a  fleshy  and  stout-built  girl,  but  looking  in  some  sense  deli- 
cate and  unhealthy.  Her  business  was  that  of  a  seamstress, 
and  of  late  years  she  had  run  a  stitching  machine,  in  the 
employ  of  Hovey  &  Co.  She  reported  that  her  pain  and  ex- 
treme weakness  had  existed  for  the  last  year  previous,  so  as  to 
quite  disable  her  for  work  at  times  ;  particularly  did  this  occur 
just  before  her  catamenial  periods  ;  the  pain  occupying  the 
middle  of  the  back,  and  along  the  region  of  the  spine,  which 
was  so  extremely  tender  to  the  slightest  touch  or  pressure,  that 
any  application  of  the  hand  to  that  portion  of  the  back,  even 
over  the  dress,  would  cause  most  disagreeable  sensations,  and 
if  applied  directly  to  the  skin,  bring  on  a  turn  of  great  suffering. 
When  more  closely  examined,  I  found  that  this  pain  was  con- 
fined to  the  fifth,  sixth,  seventh,  and  eighth  dorsal  vertebrae ;  for 
while  on  any  other  portion  of  the  spine  she  would  bear  even 
forcible  pressure,  the  least  touch  here  caused  her  to  scream  with 
pain,  so  extreme  was  the  sensitiveness  of  this  portion  of  the  back. 
But  mark  —  if  lier  attention  was  suddenly  and  strongly  drawn 
off*  to  some  other  distant  object  or  subject,  I  could  carefully  and 
adroitly  glide  my  hand  from  a  sound  region  to  this  exquisite- 
ly tender  region,  and  handle  it  roughly  for  that  time  without 
producing  more  effect  tliere  than  elsewhere.  This  fairly  diag- 
nosticated the  case  as  what  is  called  local  hysteria  in  the  more 
common  acceptation  of  that  term. 

Her  treatment  may  be  summed  up  thus  :  To  have  one  seance 
daily,  and  at  the  same  time  to  continue  the  medicine  that  she 
had  been  taking  from  her  family  physician,  viz.,  Griffiths  myrrh 
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mixture,  with  ammonia  and  valerian  added,  (which,  by  (Iw 
is  one  of  our  very  best  prcparatious  of  iron  for  these  coses.)! 
The  first  few  sittings  occupied  only  three  muiutes  each.  Oin 
treatment  was  tha  principal  method  of  operating,  and  th 
dono  by  placing  one  large  and  moist  sponge  olccti'ode,  irLich 
was  the  positive,  over  the  painful  part,  while  the  other  eloctrodt' 
was  applied  some  ton  inches  from  tlio  fii-st,  and  carried  in  m- 
radius  about  it,  but  without  rt-iiioWiig  either  of  them  uutiLl 
through ;  using  at  first  a  veiy  gentle  and  then  a  stronger  Faradaii 
current,  but  if  at  hand,  a  galvanic  current  is  better  still. 
waa  contuiued  for  one  week-  Said  she  was  certainly  one  lulf 
better.  To  omit  medicine  and  electric  treatment  now  for 
week  ;  but  to  take  in  tlie  mean  time,  twice  a  day,  a  pill  of 
sulphate  of  iron  and  quinine,  and  to  apply  to  the  dorsal  spii 
lotion  of  soap  liniment  and  extract  of  opium,  in  equal  parts,  at 
bed  time.  Improvement  continues  :  looks  much  better,  and  her 
gait  is  more  natural  and  frca.  To  reiKmt  the  eloctrieal  ^ttings 
and  the  myrrh  mixture  daily  for  a  week  more.  The  negative 
electrode  was  often  carried  as  far  as  the  cervical  spine,  the  pit 
of  the  stomach,  and  over  the  bowels,  the  pelvis,  lumbar  and'' 
sacral  regions.  This  quite  chased  away  all  pains  ;  her  appetita 
and  rest  are  greatly  improved.  This  case  was  dismissed  with 
advice  to  shock  the  dorsal  spine  every  evening  Tcith  a  towel 
squeezed  out  in  very  cold  water,  and  applied  suddenly,  with 
a  wipe  up  and  down  the  whole  back,  which  was  then  to  bo  aa 
quickly  rubbed  and  dried,  and  the  patient  to  be  got  into  bed,- 
wcli  tucked  in.  She  immediately  resumed  her  former  employ-i 
ment,  and  has  regained  very  substantial  health. 

Pains  about  the  Loins.  —  Dr.  Oko  says,  most  truly,  tiiai.1 
there  is  no  symptom  more  commonly  met  with  in  the  general 
practice  of  medicine  than  '*  pain  in  the  loins."  To  arrive  at  iW' 
tnie  cause,  in  any  given  case,  we  must  try  to  ascertain  what 
function  is  principally  involved ;  we  propose, — 

1.  If  tlic  pain  be  rheumatic,  it  (soreness)  will  be  iuci 
by  pressure  on  the  seat  of  pain ;  and  still  more,  if  it  be  neuralgic 
if  pressure  bo  made  over  the  origin  of  the  nerves  there  distrib- 
uted.   If  rheumatic,  the  pain  will  be  increased  by  the  slighl 
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adaon  of  the  affected  muscles.  There  will  also  be  rheumatism 
or  neui*algia  in  other  parts  of  the  body  or  limbs ;  the  system 
will  not  be  much  disordered ;  the  urine  will  be  high  colored, 
and  deposit  the  lithates. 

2,  If  from  disease  of  the  spinal  column,  the  pain  will  be 
aggravated  by  percussion  upon  or  along  the  sides  of  the  spinous 
processes  at  this  portion  of  the  back,  or  by  suddenly  striking 
the  toes  against  an  uneven  surface.  Tliere  will  be  involuntary 
action  of  the  muscles,  especially  of  the  flexors  of  the  legs, 
diminished  temperature,  abnormal  feelings,  and  more  or  less 
loss  of  power  of  the  lower  limbs.  The  spinous  process  of  the 
affected  vertebrae  may  possibly  be  projected,  and  this  would 
confirm  it. 

8.  If  from  a  collection  of  matter  in  or  about  the  psoas  mus- 
cle, if  unconnected  with  spinal  disease,  then  the  pain  will  be 
continuous,  dull,  and  deep-seated ;  extending  from  the  loins 
down  the  psoasy  or  in  whatever  direction  the  matter  may  have 
taken  its  course.  The  pain  will  be  increased  by  flexion  of  the 
thigh,  and  there  will  be  difficulty  in  walking ;  moreover,  there 
will  be  marks  of  a  strumous  habit,  and  more  or  less  symptoms  of 
■  hectic  fever. 

4.  K  the  "  loin  pain  "  originates  in  irregular  hepatic  function, 
then  the  pain  will  shoot  upwards  along  the  splanchnic  nerves  to 
the  scapulaB ;  the  alvine  evacuations  will  show  deficiency,  alter- 
ation or  excess  of  bile ;  the  urine  will  have  a  bilious  tinge,  there 
will  be  a  congestion  of  the  hemorrhoidal  veins,  and  the  spirits 
will  be  depressed. 

6.  If  the  "  loin  pain  "  arises  from  deranged  duodenal  fiuiction, 
then*  it  will  be  noticed  that  about  three  or  four  hours  after  a 
meal,  the  pain  will  be  aggravated,  shooting  through  towards  the 
right  side  of  the  abdomen,  and  continuing  more  or  less  until  the 
food  has  passed  from  the  duodenum  into  the  jejunum.  If  this 
be  tlie  case,  dyspeptic  symptoms  will  prevail,  and  there  will  be 
likely  to  be  painful  pustules  breaking  out  about  the  face.  This 
last  symptom,  however,  is  not  uniform,  though  frequent. 

6.  ff  the  "  loin  pain  "  is  from  the  kidneys^  it  will  shoot  down 
the  course  of  the  spermatic  nerves,  towards  tlie  round  ligaments 
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in  tlie  female,  or  towards  the  testis  in  the  male,  which  wil 
be  retractoil  by  tlio  action  of  the  spermatic  nerve  upon  the  ere— 
master  muscle ;  and  there  will  be  more  or  less  irritation  com- 
municated to  the  mucous  membrane  of  the  bladder.     Then  t 
uriue   will   deposit   mucous,  calculous   matter,  blood,  piis,  ( 
albumen,  or  it  may  he  oUiorwise  morbid  in  its  composition. 

7,  If  the  "  loin  pain  "  be  from  the  uterus,  then  the  piun  will  I 
be  greatly  in  the  back,  and  arise  eitlior  from  disordered /uiu:li0Hf\ 
or  from  disease  of  the  uterus.  In  the  former  case  the  pain  will  J 
be  more  of  a  ncui'algic  cliaracter,  and  it  will  return  in  fondng] 
paroxysms,  esteudiiig  all  around  the  hips  and  hypogastric  rotl 
giou ;  will  often  be  attended  with  some  hysteria,  or  with  ilM| 
creased  menstrual  dischai'gc.  In  the  latter  ca.so,  that  ie,  if  fi 
organic  disease,  the  pain  will  be  coaslant  and  severe,  extendi 
along  the  anterior  crural  nerve  half  way  down  the  tliighs.  ThoBl 
will  probably  be  a  thin,  offeusivo  discharge  from  the  vagiuuj 
The  countenance  will  be  wan  and  sallow,  exhibiting  the  weul 
and  tear  of  organic  lesion. 

8.  If  the  given  "  loin  pain  "  proceeds  from  the  colon,  1 
will  be  constipation,  or  inflation  along  the  course  of  the  bowel,  txM 
the  fecal  discharges  will  be  of  small  and  perhaps  flattened  i 
ametor,  or  there  will  bo  marked  soreness  of  the  intestine  under  I 
pressure ;   especially  is  this  fouud  along  its  ajjcending  or  dfrl 
sceudiug  portions,  and  is  attended  occasionally  with  passage  of 
mucus  or  shreds  of  lymph,  much  in  the  form  of  a  yellow  soft 
jelly  or  phlegm,  but  more  frequently  as  wet  bits  of  drab-colored 
ribbons,  stretching  along  on  the  outside  of  the  hardened  alrinfi  J 
excretions.     (See  Appendix  E,  Notes  1,  3,  and  G,  Note  4.) 

The  correct  diagnosis  of  painful  nervous  affections  of  the  hip  j 
is  of  the  utmost  importance,  and  yet  is  not  always  so  easy, 
will  therefore  sura  up  the  different  characteristics  or  pccuUaritiei 
of  six  of  the  most  distinct  affections  of  the  hip,  that  may  1i 
be  confounded,  or  mistakeu  the  one  for  the  other,  viz. :  t 
sciatica,  neuralgia,  coxalgia,  rheumatica,  disease  of  the  spi 
and  disease  of  the  pelvic  bones,  among  which  we  may  reckon  tl 
sacro-iUac  disease.      According  to  Dr.  Frank  Hamilton,  pn^l 
feasor  of  surgery  at  tlie  Buffalo  Jledical  College,  and  Dr.  Jolin| 
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Erichsen,  professor  of  surgery  at  University  College,  we  may 
keep  our  eye  on  the  following  peculiarities  :  — 

1.  Sciatica  occurs  usually  in  persons  of  middle  or  advanced 
life ;  the  seat  of  the  pain  being  back  and  below  the  articulation, 
and  extending  down  the  back  of  the  limb,  and  thei*e  being  no 
elongation  of  the  limb,  will  enable  us  to  effect  the  diagnosis  here. 

2.  Neuralgia  occurs  at  all  ages ;  but  the  peculiar  neuralgic 
pain,  following  tlie  course  of  the  nerves,  or  manifested  over  the 
ramification  of  certain  superficial  nerve  branches,  or  the  wide- 
spread and  superficial  pain  and  soreness,  or  the  coexistence  of 
the  "hysterical  joint"  and  hysterical  temperament,  the  sex 
of  the  patient,  and  the  absence  of  all  actual  local  disease,  is 
sufficient  to  make  the  case  clear ;  but  in  young  females  it  may 
be  most  readily  confounded  with  the  ulcerative  sacro-iliac  dis- 
ease. The  obliquity  of  the  pelvis  which  sometimes  occurs  in  the 
simple  neuralgia,  and  "  hysteria  of  the  hip,"  causing  apparent 
elongation  of  the  limb,  is  readily  detected,  and  is  diagnostic,  for 
it  is  removed  for  the  time  while  the  patient  lies  upon  her  back. 

3.  Coxalgia.  —  Hip  disease  may  occur  at  all  times  of  life ;  but 
we  must  look  out  for  that  variety  of  hip  disease  that  commences 
in  the  acetabulum^  and  primarily  involves  the  pelvic  bones,  and 
only  secondarily  implicates  the  great  joint.  In  hip  disease  the 
patient  suffers  most  if  pressure  is  made  deeply  just  back  of  and 
above  the  trochanter,  in  the  hollow  behind  that  osseous  promi- 
nence, or  where  pressure  is  made  against  the  anterior  part  of 
the  hip  joint  through  the  pectinalis  muscle,  and  also  when  made 
upward  from  the  foot ;  pressure  of  the  head  of  the  femur  into 
the  acetabulum,  abduction  and  rotation  outwards,  aggi'avate  to 
an  unbearable  degree  the  sufferings  of  the  patient.  Movements 
that  influence  the  hip  joint  merely,  as  well  as  all  other  move- 
ments, produce  the  greatest  pain  just  in  the  joint. 

4.  Rheumatism  may  occur  at  any  stage  of  life  and  in  either 
sex ;  but  there  will  usually  be  otlier  marks  of  it  either  present  or 
in  the  history  of  the  past,  and  the  characteristic  rheumatic  pains 
will  distinctively  diagnosticate  this  sort  of  hip  affection. 

6.  Spinal  Disease^  but  more  particularly  that  form  of  it 
which  arises  from  an  accimiulation  of  pus, — as,  for  instance, 
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whore  an  abscess  results  from  caries  of  the  vcrtebrie,  but  (hiffl 
accuiuula,tion    gravitating    downward    through    tlie    faecia,  i 
may  and  often  does  occupy  the  same  situation  on  the  pcUis  a 
that  winch  is  occupied  by  the  collection  of  pus  resulting  f 
sacro-iliac  disease  ;  but  then  there  is  tenderness  over  the  affe 
portion,  or  the  vertebra  projects,  or  the  spinal  column  haB  \\ 
its  flexibility,  and  now  moves  stiffly  as  a  whole, 

6.  Disease  of  the  pelvic  banes,  and  disease  of  the  sacro-iliuj 
articulation,  may  occur  entirely  separate  or  together,  Tbo  f( 
mer  may  commence  at  the  crista  ilii,  the  tuber  tsckii,  or  at  tl 
acetabulum,  which  latter  is  the  more  unial  scat  of  this  diseaa 
and  then  the  symptoms  arc  like  ordinary  coKalgia.  By  t 
merely  calling  the  attention,  by  this  concise  reheaifud,  of  j 
medical  gentlemen  to  the  possibility  of  such  conditions,  I  ti 
to  prevent  them  from  falling  into  any  serious  error  while  ( 
ing  the  less  or  more  grave  nervous  affections  of  tlio  hip  t 
pelvis.  But,  in  all  faithfiduess,  I  should  have  mentioned  < 
other  afFection  that  may  assimilate  either  or  all  of  these  disc 
I  refer  to  the  hysterical  affection  of  the  hip  joint.  But  1 
you  will  bo  put  upon  your  guard  by  the  age  and  sex  t 
patient,  by  other  manifestations  of  hysteria,  and,  more  especial 
by  the  excessive  svperfidal  tenderness  over  the  v^hole  haunt 
hip,  and  thigh,  but  no  pain  on  strongli/  pressitig  the  limb  fro 
foot  towards  the  pelvis ;  besides,  the  hj-steric-hip  patient  has  ii 
the  worn  aspect  of  those  really  diseased  patients,  where  the  c 
tilages  are  ulcerating,  and  thus  causing  the  pain. 


Neuralgic  or  "  Hysterical  Affections  of  the  Joints." 

Tliis  condition,  surely,  refers  to  the  nerves,  not  to  the  v 
of  the  affected  part.     As  wo  have  general  affections  of  tlie  vas-l 
cular  system,  as  well  as  local,  so  wo  may  have  morbid  c 
tions  of  the  nervous  system,  either  as  general  or  local.    Theni 
is  a  local  affection  of  the  nerves  called  the  neuralgic  state,  ( 
tic  douloureux ;  and  I  believe  there  is  a  general  affection  of  tl 
nerves  as  manifested  in  nervousness  and  in  hysteria.     But  in  tlid^ 
hysterical  affections  of  joints  the  neiTOUS  affection  is  both  Iw 
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and  general.  The  pain  about  such  joints  is  excruciatingly 
serere,  far  beyond  what  attends  ulceration ;  but  it  lasts  as  long, 
and  only  so  long,  as  the  mind  dwells  upon  it,  and  it  recurs  as 
instantly  and  as  often  as  the  mind  reverts  to  it.  Divert  the 
patient's  mind  powerfully  to  another  affair,  and  it  is  remark- 
able how  almost  instantaneously  the  suffering  will  vanish. 
These  cases  of  simulated  disease  may  not  always  be  pure,  —  that 
is,  without  some  simultaneous  change  of  structure ;  but,  usually, 
there  is  no  sign  of  local  disease  beyond  a  slight  swelling  of  the 
joint,  and  the  temperature  of  the  joint  and  limb  is  rarely  changed ; 
but  not  always  so  by  any  means,  as  heat  and  swelling  do,  now 
and  then,  attend  hysterical  affections  of  the  joints  and  neuralgic 
affections  generally.  Dr.  Skey,  of  St.  Bartholomew's  Hospital, 
in  speaking  of  this,  says,  "  We  have,  perhaps,  in  the  history  of 
mankind,  no  manifestation  of  the  intimate  relation  between  mind 
and  body  more  remarkable  than  this  —  the  entire  and  almost 
sudden  cessasion  of  severe  pain  simply  through  the  curative 
agency  of  a  train  of  healthy  thotights.^^    (See  p.  570.) 

We  see,  perhaps,  a  delicate  girl  suffering  "very  greatly" 
with  pain  in  the  back^  or  hip^  or  knee^  as  a  mysterious  recent  case ; 
or  we  see  a  "  maiden  lady,"  perhaps,  within  ten  years  of  thirty, 
who  has  long  suffered  with  precisely  the  same  state  as  a  chronic 
affection,  —  an  old  case.  Wo  are  told  that  "the  pain  is  dread- 
ful "  —  in  some  cases  so  severe  that  the  patient  holds  her  body 
in  some  perpetually  reclining  posture,  or  her  leg  as  constantly 
semi-flexed  and  immovable.  In  some  cases,  though  the  patient 
is  unceasingly  complaining,  she  still  walks  about,  at  least  at 
times.  The  pain  and  the  pseudo-joint  malady  are  generally  in 
the  direct  immerse  ratio  with  other  hysterical  symptoms ;  for 
here  the  hysteria  is  concentrated,  and  the  pain  is  increased 
about  the  menstrual  period.  In  the  earlier  stages  the  worst  and 
most  frequent  pain  is  referred  to  a  spot  about  the  ligamentum 
patellcSy  which  is  often  greatly  aggravated  by  the  merest  touch, 
but  especially  if  the  skin  and  subKJutaneous  fat  here  situated 
be  gently  pinched  up  between  the  thumb  and  finger.  The  knee 
joint  is  more  apt  to  be  thus  affected  than  any  other,  and  that 
without  local  mischief  adequate  to  accoimt  for  its  intensity. 

35* 
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The  patient  does  not  appear  worn  as  one  whose  jobit  is  ulcen 
ing.     So  is  the  position  of  the  patient  and  limb  peculiar  i 
well  worthy  of  remark.    When  we  see  licr  at  rest  as  she  choose 
wo  find  her  lying  slightly  over  towards  the  affected  side,  and  tl 
eick  limb  ia  averted  bo  as  to  lie  on  its  outer  side,  wiUi  the  1 
semi-flexed  and  Bome  swollen.     K  we  attempt  to  apply  our  bu 
to  the  knee,  the  girl  will  shrink  and  express  suffering  before  the 
limb  is  oven  touched ;  and  if  we  do  touch  it,  or  attempt  to  move 
it,  she  will  plead  or  shriek  and  resist  it  instantly  and  most 
earnestly.     Even  the  merest  approximation  of  the  hand  intimat- 
ing tho  slightest  iiidicatioQ  of  a  manipulative  examination,  is 
met  by  the  instantaneous  extension  of  both  her  bauds,  and  her 
wliolo  attitude  and  expression  are  those  of  intense  fear  with  r 
sistanee.     Such  is  a  hysterical  joint,  and  such  cases  are  by  n 
means  rare.     (See  Appendix  P,  G.) 

Miss  S.,  aged  about  thirty,  was  very  sick  before  ten  years  o 
a^,  with  severe  cutaneous  disease  and  fever,  after  which  i 
began  to  feel  at  times  a  "  stiffness  "  in  the  left  hip  joint,  whi<l| 
was  more  marked  from  thirteen  to  fifteen,  while  at  boardiq 
school.  She  suffered  great  paiii  about  that  hip  at  meustroi 
times,  and  often  for  whole  months  together,  when  she  I 
confined  to  her  bed,  and  retained  the  limh  in  a  semi-ffexed  p 
tion  for  long  periods.  She  Imd  had  various  and  the  best  i 
medical  advice  and  treatments  for  the  last  twenty  years. 
I  saw  her  lying  iu  bed,  she  was  inclined  somewhat  over  towai 
tho  affected  hip,  tlie  limb  drawni  up,  with  the  knee  resting  c 
a  pillow,  and  the  leg  contraetod  uihju  tho  thigh.  By  i 
ment,  (which  was  done  only  after  most  cautious,  repeated,  i 
deliberate  manipulation  of  the  ankle  Arst,  tlicn  gliding  I 
hands  along  up  to  the  knee,  and  while  the  lingers  of  one  hai 
were  carefully  searching  the  contracted  tendons  back  of  I 
bend  of  the  knee,  and  at  the  same  time  closely  catechising  t 
patient  as  regards  sensations  tliere,  the  other  hand  was  glidoci 
over  tho  hitherto  touch-^ne-nol  hip  joint,  and  before  slie  wM 
aware  of  it  my  fingers  were  deeply  pressed,  exploring  tho  som 
deep-lying  muscles  about  tlio  long-fixed  pscudo-auchylosod  joint^ 
—  I  say  tliat  by  actual  meoE'Uremcut,  it  was  found  that  1 
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femur  was  about  three  inches  shorter  than  the  other,  and  the 
leg  on  that  side,  &om  the  under  edge  of  the  patella  to  the  heel, 
was  four  inches  shorter  than  its  fellow,  showing  that  the  limb 
had  not  grown  in  proportion  with  the  general  development  of 
this  otiierwise  beautiful  girl.  Besides,  the  limb  below  the  knee 
was  atrophied,  cold,  and  lifeless,  while  the  thigh  muscles  were 
remarkably  well  developed,  and  the  hip  muscles  were  drawn 
together,  tilting  the  pelvis,  and  largely  projecting  the  whole  hip. 
By  any  experienced  and  skilful  eye. this  would  be  at  once  recog- 
nized as  mainly  a  "  hysteric-hip  joint."  There  was  no  sign  of  local 
disease  in  progress,  beyond  a  general  swelling  or  enlargement  of 
the  whole  hip.  Pain  —  pain,  not  the  concomitant  of  inflamma- 
tion or  ulceration,  but  pain  per  se  —  seems  here  to  constitute  the 
disease.  These  cases  are  said  to  possess,  in  one  sense,  a  quality 
of  ttwreality  ;  but  it  is  not  to  be  for  one  moment  supposed  that 
all  these  patients  willingly  deceive  their  medical  attendant  and 
best  friends,  nor  that  the  pain  complained  of  so  long  and  inces- 
santly has  no  real  existence.  If  so,  why  does  she  not  complain 
when  pressure  is  made  gradually  but  firmly  from  the  foot 
towards  the  pelvis,  which  would  be  likely  to  give  pain  in  almost 
every  otlier  hip  joint  or  pelvis  malady  ?  * 

In  fact,  or  effect,  this  disease  may  be  originally  produced  by 
the  peculiar  circumstances  and  conditions  of  woman's  life  ;  but 
I  believe  it  soon  becomes  a  disease  of  habit^  or  a  true  neurosis, 
and  now  more  or  less  independent  of  uterine  action  or  inaction  ; 
but  is  rather  become  the  peculiar  contingency  of  the  uncon- 
trolled emotional  feelings  and  morbid  imaginations  of  the 
patient.  Dr.  Barwell  says  great  harm  is  done  by  prescribing 
the  indiscriminate  and  long  use  of  steel,  ethers,  aloes,  &c.,  for 
these  patients.  If  this  view  be  correct,  the  treatment  should  bo 
general  as  well  as  local^  and  directed  to  the  cerebral  condition 
that  produces  this  manifestation  of  pain,  and  to  that  faculty  of 
WiUy  that  sways  the  disease  by  its  own  or  the  emotional  state. 
To  control  the  emotions  and  will,  is  to  cure  the  disease.  Ilence  a 
plain,  coarse,  and  low  diefy  with  plenty  of  regular  exercise  for  both 
body  and  mind,  will  be  best  calculated  to  break  up  this  morbid 
habit  and  state.    Let  the  patient  have  mainly  plain,  light,  crusty 

«  See  Dr.  Walter  Channing's  work  on  the  *'  Bed  Case:* 
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bread,  of  wheat  or  rye,  cold,  aud  at  least  one  day  old,  with  pood 
butter,  moderate  tea,  aud  meat,  with  potatoes  or  heaus  onco  a 
day.  She  must  uot  sleep  upon  a  feather  Ijcd,  uor  yet  iu  a  heated 
room ;  is  to  wear  6aunel,  aud  over  the  affected  Joint  aad  limb 
ilanuels  of  double  thickness;  to  apply  close  over  the  pidiiful 
joi(it  at  bed  time  a  piece  of  oiled  silk  or  rubber  cloth,  upua  the 
under  side  of  which  is  spread  a  draclmi  or  two  of  opium  llmt 
has  been  rubbed  up  very  soft  in  a  few  drops  of  rum  aud  hot 
water ;  to  s/iock  the  spine  by  suddenly  applying  at  every  bed 
time  a  large  towel  squeezed  out  in  very  cold  water,  which  is 
quickly  passed  a  few  times  up  and  down  the  whole  spiuo  aud 
back,  aud  theu  is  to  be  as  quickly  wiped  dry  and  got  into 
for  tlie  night. 

Miss  S.  was  positively  encouraged  that  she  should  be 
cfited,  and  the  electric  treatments  were  commenced,  with  tlu 
regimen  as  above.  As  the  pelvis  had  been  tilted  over  for  about 
twenty  years,  assimilating  and  exaggerating  the  position  a»- 
sumed  in  true  hip  disease,  there  was  double  curvature  of 
spiuc  from  the  unequal  aetion  of  the  muscles  of  tlie 
besides,  the  left  glutei  could  be  felt  in  strong  irritative,  wi 
contractions,  and  the  nates,  instead  of  being  on  that  side  as 
the  sound  side,  was  very  protut)erant ;  therefore  the  first  bi 
nos8  was  to  balance  up  the  action  of  the  muscles  of  the 
and  loins.  Tlic  first  week  was  devoted  to  tliis,  using  the 
mary  current  of  galvanism.  Next,  tlie  circle  treatment 
instituted  over  the  great  sciatic  nerve,  just  as  employed  Id 
atica  or  neuralgia,  observing  the  same  rules  and  precautiona. 

In  three  months,  this  lady  went  to  ehureh  regularly,  and 
her  daily  promenade  in  the  Mall.  The  atrophy  and  coldui 
below  tlie  knee  was  replaced  with  more  habitual  warmth,  flesh 
color,  and  plumpness ;  the  contraction  of  tlic  hamstrings  eo 
much  overcome  that  a  yardstick  laid  upon  tlie  knee  pan  would 
touch  the  upper  end  of  the  rectus  femoris.  wlule  the  lower  end 
of  tlie  stick  would  rest  upon  the  front  of  the  ankle  above  the 
instep.  Instead  of  the  toes  now  pointing  to  the  ground, 
wore  a  steel  spring  high  shoe,  with  her  little  foot  nearly 
and  she  often  walks  without  a  cane,  or  cveu  a  perceptible 
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During  the  past  fall,  however,  the  general  health  of  this  patient 
had  run  down,  and  the  old  hip  affection  had  become  the  most 
prominent  symptom.  She  was  again  treated,  but,  I  regret  to 
ssLjj  with  not,  as  yet,  so  flattering  success ;  but  that  she  will 
recover  ultimately,  and  be  restored  to  health,  usefulness,  and 
happiness,  I  have  not  a  doubt. 

Headaches, 

When  tracing  the  cause  of  headaches,  what  do  we  learn 
firom  anatomical  considerations,  as  to  the  probable  source  of 
pain  within  the  cranium  when  a  person  is  the  subject  of  a 
true  and  profound  headache  ?  The  source  of  distress,  says 
Dr.  Symonds,  does  not  appear  to  be  in  the  nervous  matter, 
vesicular  or  tubular,  either  in  that  of  the  cerebral  hemispheres 
or  of  the  cerebellum.  No  evidence  of  feelinff  has  ever  been 
obtained  by  vivi-sectors,  till  they  approach  the  sensory  ganglia 
—  the  thalami  optici  and  the  corpora  quadrigemina.  But  these, 
on  the  contrary,  are  the  centres  of  sensation  to  all  parts  of  the 
body,  as  well  as  to  the  head.  All  analogy  points  to  some  cer- 
tain nerves  as  the  source  or  medium  of  the  pain.  Numerous 
as  are  the  nerves  that  come  out  of  the  cranium,  there  are  to 
ocular  view  but  very  few  that  go  into  it.  A  branch  of  the  sub- 
occipital  accompanies  the  vertebral  artery ;  but  a  large  majority 
of  the  other  nerves,  destined  for  intra-cranial  purposes,  are 
derived  from  the  sympathetic.  These ^  then,  we  may  feel  satis- 
fied, are  the  nerves  which  are  of  the  chiefest  interest  to  our 
present  inquiry.  Nerves  of  this  class,  wo  know,  accompany 
blood  vessels  ;  and  when  we  observe  the  large  amount  of  these 
vessels,  —  as  the  brain  and  its  membranes  are  more  liberally 
supplied  with  blood  than  any  other  organ,  the  quantity  being 
computed  as  one  fifth  of  the  blood  of  the  whole  body,  —  we 
might  here,  without  searching  farther,  realize  the  enormous 
amount  of  minute  network  of  ganglionic  nerves.  By  the 
microscopic  examinations  of  modern  anatomists,  in  fact,  they 
are  traced  in  the  greatest  abundance. 

There  is  also  foimd  a  vast  interlacement  of  nerves  at  the 
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base  of  the  bwun,  derived  from  the  ]ilexuses  of  the  vertebral, 
tlie  basilar,  and  tljc  caiutid  arteries,  mingled  witli  nerve  threads 
connecting  witb  tbo  third,  fourth,  fifth,  and  the  sixth  pdn 
of  cranial  nerves,  besides  branches  in  the  cavernous  plesu!>, 
derived  from  some  of  the  upper  cervical  nerves,  as  well  as  those 
connected  with  Uie  pituitary  body,  otherwise  called  the  cephalic 
gangUon.  Now  the  ner\-es  proceeding  from  this  network,  and 
accompanying  the  arteries  of  the  brain,  must  possess  the  miscd 
endowment  of  their  several  sources.  But  then,  whether  or  not 
the  sensory  properties  of  ganglionic,  otherwise  called  sympa- 
thetic nerves,  are  entirely  dependent  on  tlio  cerobro-spinal 
fibres  contained  in  them,  (as  Valentin  believes,)  or  -whetlior 
they  arise  from  the  gray  fibres  which  become  sensitive  when 
altered  by  disease,  (as  Yolkmau  believes,)  is  still  a  question. 
It  is  enough  for  us  to  know  that  the  compound  nerves  of  this 
sort  seem  to  be  capable  of  fulfilling  almost  every  conceivable 
function  of  a  nerve. 

Whatever  these  peculiar  nerves  may  effect  on  the  chemical 
processes  of  the  molecular  laboratory  of  ultimate  tissue, — 
whatever  regulation  they  give  to  the  blood  vessels,  —  it  can 
scarcely  be  doubted,  says  Dr.  Symonds,  that  in  many  parts 
of  the  body  tliey  actually  send  messages  of  paiu,  if  not  of 
pleasure,  to  the  sensorium ;  and  that  they  are  the  telcgrafJi 
lines  that  transmit  infinenccs  from  the  seat  of  emotion  to  the 
parts  where  they  are  distributed,  and  perhaps  have  a  rcflci 
function  also.  They  only  seem  not  to  attempt  to  convey  motor 
impulses  from  the  will.  That  our  general  sense  of  well-bciug 
must  derive  its  favorable  tidings  from  the  various  viscera. 
through  these  "uuiou"  telegraphers,  can  hardly  bo  doubted; 
and  certainly  there  is  no  other  channel  through  which  flow  tliu 
miseries  and  aaiguisli  of  tlie  very  many  visceral  disorders. 

Seeing,  then,  tliat  the  ganglionic  (sympathetic)  norvos,  so 
abundantly  distributed  through  the  brain  and  its  membranos, 
are  tafgeJi/  implicated  in  profound  headaches,  our  next  iiiquirj' 
is  turned  to  find  the  agencies  which  so  act  upon  or  tlmjugli 
them  as  to  cause  painful  feelings.  Some  of  these  are,  obi-iously, 
local  changes  in  the  cerebral  structure,  as  irom  sluggish  circular 
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HoUy  injuries,  inflammation,  or  organic  disease.  There  are  also 
changes  in  the  blood  itself ;  and  there  are  also  disordered  states 
of  the  nerves  themselves,  resulting  often  from  functional  causes, 
as  in  prolonged  or  excessive  mental  exertion,  emotional  excite- 
ment, &c.  Other  causes  there  are  that  act  by  sympathy,  as 
through  the  nerves  of  special  sensation  ;  for  instance,  vivid 
light,  or  loud  noises.  There  are  also  very  familiar  examples 
of  head  pains  from  impressions  made  on  the  branches  of  the 
fifth  pair,  as  well  as  on  the  gastric,  and  on  the  intestinal,  or 
genital  nerves.  Now,  the  stomach  and  the  liver  are  always 
blamed  for  these  profound  headaches,  and  doubtless  they  are 
often  guilty;  but  I  believe  that  a  too  great,  or  otherwise  bad 
impression  made  at  any  one  pointy  —  as  on  the  eye,  in  the 
head,  or  stomach,  —  will  involve  the  whole  in  a  paroxysm  of 
derangement  and  pain.  If  this  is  made  in  the  brain,  the 
stomach  will  as  certainly  be  deranged,  and  the  tongue  foul, 
the  bowels  will  tardily  throw  oflf  scybalae  with  mucus,  etc.,  as 
if  vice  versa.  This  is  a  case  of  hypercesthesia  of  the  gang'li- 
onic  nervesj  and  more  particularly  of  that  portion  witliin  the 
cranium.     (See  p.  401,  and  Appendix  D,  F.) 

Headaches  and  pains  in  the  head,  then,  may  have  either  a 
difiuscd  peripheral  site  on  the  scalp,  as  in  persons  of  liigh 
neurotic  temperament,  or  the  pains  may  follow  the  course  of 
the  supra-orbital  nerve,  or  the  temporal  branches  of  the  portio 
duraj  or  the  branches  of  the  sub-occipital,  and  it  will  show  its 
character  either  as  hemicranial,  or  as  "  clavus  hystericusy^  or 
as  simple  neuralgia  ;  or  the  pain  may  have  a  periosteal  seat,  as 
in  the  rheumatic,  or  syphilitic ;  while  here  we  are  examining, 
as  I  believe,  true  tn/er-cranial  headaches,  arising  possibly  from 
molecular  alteration  of  the  nerve  substance  of  the  brain.  But 
I  am  most  strongly  inclined  to  consider  the  elaborate  moss-like 
network  of  intcrcranial  vascular  nerve  filaments  of  the  sympa- 
thetic to  be  in  almost,  if  not  all,  true  profound  headaches^  the 
very  focus  and  medium  of  communication  to  the  scnsorium. 
These  are  ganglionic  nerves,  as  we  have  just  shown,  and  attend 
every  capillary  and  fringe  of  minute  ultimate  artery. 

Now,  we  know  that  periods,  and  habits  of  successions  of 
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various  w>rts  nro  the  very  iiatiiro  of  our  nerves,  Tliey 
to,  and  loarn  to  call  for,  liabits —  good  regular  habits  ;  bo 
tliey  Boon  learn  to  repeat,  and  even  demand,  evil  habits, 
painful  periods,  as  if  natural.  Indeed,  t/ie  periodic  evoluti 
of  nerve  force  is  a  law  of  our  I'ery  nature ;  and  as  this  is 
in  pliysiology,  so  do  wo  often  see  its  force  in  neurolof 
pathology,  (morbid  pliysiology  ?) 

Headache  !  —  for  ycai-s,  perhaps,  a  profound  and  often- 
ring  distress  in  the  very  dome  of  the  great  nerve  centre,  wlw 
all  the  influences  and  sympathies  of  tlie  entire  organism  iwd 
being  coiispira  to  awake  it  anew,  and  porpotuatc  its  existence 
How  sliall  we  cure  it  ?  What  actual  change  is  to  bo  brouglitj 
about,  what  new  impression  is  to  be  established,  in  tins  ca|«l 
of  states,  this  kingdom,  with  living  automatic  telegraphs 
way-stations  for  siraultaneouHly  and  harmoniously  operal 
hydraulics,  pneumatics,  manufactories,  and  laboratories,  where 
are  largo  classes  of  operatives,  individuals,  familioa,  and  neigh- 
borhoods, cacli  of  which  having  offices,  rights,  and  sympathioa 
to  be  performed  and  sustained,  represented  and  defended — 
yes,  and  are  there  not  some  peculiarly  odd,  sensitive,  tattling, 
"  mischief-making  "  ones  ?  All  this  in  one  body !  How 
we,  then,  relieve  or  cure  a  profound  headache  ? 

Now,  my  answer  to  all  this  is,  first,  simply,  tliat  there  it  no 
remedy  —  there  can  be  no  "■specific"  for  these  cases.     My 
of  action  here  is,  to  stop  the  pain  as  soon  as  possible,  and 
prevent  the  recurrence  by  any  and  every  possible  means. 
out  what  causes  tlie  headache,  and  witli  greatest  vigilance  m 
this  source.     Wlien  the  attack  actually  comes  on,  even  uuaskl 
then  cut  it  short  by  any  means  at  hand ;  buicutit  short,  bj 
up  the  habit,  break  up  any  regular  recurrence  of  paroxyf 
One  [latient  mil  find  relief  in   standing  iip,  another  in  lyi 
down  flat  upon  the  back,  another  from  opiates,  but  others  only 
from  stimulants ;  others  get  marked  relief  from  a  cup  of  hot  toft 
or  coffee,  or  perhaps  these  combined  witli  morphia,  or  camphor, 
or  brandy ;  while  others  find  it  better  from  a  cold  drink 
boncset,  (thoroughwort  —  evpatorium  perf alia  turn;')  othera  tl 
are  who  get  relief  from  eating  something,  while  a  greater  u 
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ber  are  relieved  by  vomiting.  But  a  sudden  and  new  mental 
diversion  will  more  surely  relieve  U  than  all  the  foregoing ;  and 
electric  currents,  applied  according  to  the  rules  to  be  observed 
in  other  hyperaesthesia,  will  relieve  obstinate  headaches  more 
uniformly,  and  that  with  a  curative  tendency,  than  all  other 
known  means  together;  but  to  this  end  the  case  needs  to  be 
studied,  and  the  treatment  must  necessarily  be  more  or  less 
continued. 

In  treating  inveterate  headaches,  I  more  usuafly  employ  the 
primary  current  of  galvanism  than  the  secondary  current  of 
electro-magnetism,  although  this  latter  can,  for  it  docs,  succeed 
in  very  many  cases.  But  I  must  here  confess  there  is  no  small 
difficulty  in  giving  directions  how  to  decide,  in  a  given  case, 
without  trial,  as  to  which  of  these  currents  is  best  adapted  to  be 
successful.  Moreover,  I  here  recognize  the  law,  that  must  be 
observed  in  the  treatment  of  all  painful  nervous  aflfections,  and 
that  is,  that  a  larger  class  is  benefited  by  the  direct  current,  while 
a  smaller  class  is  only  reached  with  a  truly  remedial  eflFect  by 
the  inverse  current.  For  instance,  for  one  patient  I  apply  one 
large  and  soft  electrode  to  the  base  of  the  occiput,  or  a  little  lower, 
while  the  other  is  at  the  stomach,  or  down  the  lumbar  region, 
80  as  to  embrace  the  posterior  cervical  ganglia ;  then  a  downr 
running  current  of  bearable  strength,  —  say  one  eighth  strength 
of  electro-magnetic  current,  —  or  a  stream  of  ten  Daniell's  or 
twenty  Garratt's  elements,  ^without  being  reversed^)  for  thirty 
seconds ;  then  a  recess  of  ten  seconds ;  and  then  applied  again  in 
the  same  direction  once,  twice,  or  even  seven  times,  if  the  head 
pain  does  not  begin  to  yield.  In  another  case,  if  such  a  seance 
is  managed  with  a  down^running  current,  it  will  succeed  all  the 
better.  Generally  speaking,  the  fair,  the  fleshy,  and  the  hys- 
terical simply  require  the  down-running  current,  and  that  vdry 
light,  and  a  short  seance  ;  while  the  lean,  or  the  hardy,  the  cold 
in  temperature,  and  the  melancholic  in  temperament,  seem  to 
require  the  spring  of  the  reflex  action  from  an  up-running  cur- 
rent, whatever  the  battery  or  apparatus  employed  to  give  it. 
Where  we 'are  thwarted  in  the  desired  results,  the  electrodes 
may  be  positioned  so  as  to  run  the  current  from  the  nape  of  the 
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neck  to  the  pit  of  the  stomauh,  or  umbilicus;  or  from  the  n^ 
of  tho  neck  to  the  doi-sal  spiiie,  or  even  as  low  down  as  to  t 
sacrum,  and  tlma   maiiitaiu  the   current,  dmerhrvnuii^,  i 
direct,  by  parUmimUo  stages,  but  always  in  one  direction,  what- 
ever that  is,  when  once  chosen,  and  we  obtain  good  results. 
Indeed  such  a  procedure  cannot  be  systematically  adopted  with- 
out Eomo  positively  sensible  results;  and  even  if  tlie  hcada(^e 
seems  to  be   awakened  to   more  severity  by  a   given   curreut 
direction,  the  work  is  then  half  done,  for  you  have  obtained  & 
diagnostic  test  tliat  now  guides  you  in  tlio  future,  and  you  wilLd 
be  —  you  must  be  —  successful  in  breaking  up  all  merely  funo-1 
tional,  habitual,  or  periodical  lieadochos,  wliere  tliere  is  14J 
organic  disease,  nor  any  habit  persisted  in  that  as  coiistau^ffl 
perpetuates  the  malady. 

TVeatment  of  Neuralgia.  —  All  forms  of  neuralgia  are  ob-S 
Btinate  of  cure,  or,  more  properly  speaking,  arc  relapsing;  tha| 
many  cases  of  whtcli,  taken  in  a  strict  sense,  are  not  diseases 
iselvos,  but  appear  either  as  the  herald  or  sequel  of  somu 
disease  or  derangement,  and  often  of  a  very  slight  do- 
iment.     But  sometimes,  even  after  the  cause  is  removed, 
s^l  tlie  neuralgic  pains  recur,  apparently  from  some  abiduig  J 
changed  condition  of  the  nerve,  induced  at  first,  as  we  have  ssidi'J 
by  some  other  disease  or  derangement  of  functions.     But  if  thdj 
neuralgia  is  caused  by  wounds  of  the  nerves,  by  iuBammaUoi 
by  hypertrophy,  or  by  scirrhus   of  the  neurilemma,  or  Irosi 
disease  of  the  great  nerve  centres,  or  fram  caries  or  exo&tostl^ 
of  the  bony  passage  tlirough  which  the  nerve  passes,  then  ItJ 
cannot  bo  expected  of  any  local  electric  treatments  to  cure  thai 
afToction ;  nor  indeed  if  it  arises  from  any  organic  disease  OTI 
existing  morbid  states  of  the  liver,  stomach,  kidneys,  uterus,  ofJ 
ovaries,  ifec. ;  nor  yet  if  tlie  affection  is  continued  from  repeated! 
exposure  to  damp  or  cold,  or  from  exhausting  and  irregular  in-  1 
dulgences,  or  from  over-woiking  habits.     But  if  the  ncural^a 
arose  even  from  some  such  cause,  which  is  now  removed,  and 
tho  affection  is  merely  a  morbid  exaltation  of  seiisibilUi/,  without  . 
stnictural  change  or  faulty  function  acting  as  an  exciting  oause,a 
or  if  it  is  of  a  rheumatic  origin,  or  of  no  assignable  foreign  0(J 
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Tkarioas  origin  whatever,  then  can  Faradaic  or  Galvanic  elec- 
tricity have  a  truly  curative  eflFect,  and  that  by  changing  and 
thus  permanently  restoring  the  nervo-electric  polarity  of  the 
deranged  nerves.     (See  pp.  380,  475,  and  Appendix  D,  E,  G.) 

The  excruciating  pains  of  neuralgia  are  easily  distinguished 
from  those  of  rheumatism,  mainly  by  the  former  following  the 
course  of  the  nerves,  or  from  their  being  fixed  at  the  point  of 
exit  of  a  large  nerve  trunk  from  the  bones,  as  the  facial,  tri- 
&cial,  and  sciatic  nerves  are  examples.  Some  neuralgias,  we 
have  said,  are  evidently  complicated  with  rheumatism ;  and  they 
must  receive  a  modified  treatment,  according  as  either  of  these 
characteristics  predominates.  The  most  grave  and  indeed  fre- 
quent form  of  this  is  the  sciatic  neuralgic  rheumatism;  and 
these  attacks  are  often  occasioned  by  inter-pelvic  causes,  as  well 
as  from  exposure  to  cold  or  damp  immediately  after  fatigue. 
With  an  eye,  then,  on  the  origin  of  the  affection,  shape  the  plan 
for  eradicating  it ;  if  this  is  not  possil)lo,  then  aim  for  toning  it 
down  to  some  more  bearable  kind  or  degree. 

For  these,  as,  indeed,  for  all  cases  of  neuralgia,  choose  the 
largest  sized  and  softest  sponge  electrodes  ;  place  one  —  the  posi- 
tive pole,  for  example — over  tlie  exit  of  the  sciatic  nerve ;  i.  e.,  just 
back  of  the  most  prominent  bone  on  the  outside  of  the  hip  and 
thigh,  which  is  the  trochanter  major ^  in  the  hollow  between  it  and 
the  ischium  bone,  which  spot  is  easily  found  from  its  being  the 
seat  of  exquisite  tenderness  or  pain  ;  while  the  other  sponge  elec- 
trode is  firmly  applied  on  the  terminal  twigs,  along  down  the 
foot,  and  there  retained  with  a  steady  down-running  (direct) 
current  of  electro-magnetism,  or  galvanism,  o/ft^araft/e  stren^th^ 
for  one  minute ;  then  veiy  carefully  remove,  or  glide  along 
the  positive  electrode  some  six  inches  down  the  limb  for  a  half 
minute  more,  and  then  again,  and  again,  in  such  short  stages, 
until  arriving  at  the  ankle ;  in  all  some  five  or  six  min- 
utes. The  electrodes  must  bo  applied  with  the  greatest  possible 
gentleness,  and  removed  equally  so.  Care  must  bo  taken  not  to 
touch  the  limb  with  any  kind  of  shock,  or  reversed  current,  not 
even  for  an  instant.  The  electrodes  may  be  applied,  skating 
along  down  the  limb  first  one,  every  minute,  and  then  the  other, 
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but  always  in  the  same  order  and  at  short  moves.  The 
that  is,  tlie  negative  —  electrode  should  never  be  placed  above  any 
painfii]  neuralgic  spot,  but  always  aim  to  include  between  thft 
two  electrodes  the  painful  nerve  trunk,  as  well  as  the  painftU 
periphery.  When  the  whole  nervous  pystem  appears  to  be  more  or 
less  implicated  in  the  neuralgic  or  hyperaisthetic  state,  I  then  ap- 
ply the  positive  electrode  rather  to  the  nape  of  the  neck,  at  first, 
and  then,  byskating-like  motiorm,  from  minute  to  minute,  gently 
work  it  along  down  the  back,  not  only  over  tbo  i^puious  pro- 
cesses, but  again  on  tbo  muscles  of  the  sides  of  the  back,  whils 
tlie  lower  sponge  is  planted  below  all  painful  localities.  I  say, 
glide  the  positive  sponge  in  stages  gently  along  down  the  back, 
more  slowly  over  the  cauda  equina,  and  so  along  over  the  hip  or 
the  crest  of  the  ilium,  and  down  the  lower  limb,  tracing  along 
the  painful  traek.  Let  the  seance  last  as  long  as  the  pain  coih 
tinuos,  i.  0.,  never  quit  while  pain  or  even  soreness  remains.  If 
the  pain  returns  williiu  six  hours,  repeat  the  seance  at  once; 
but  if  merely  some  pain  lingers  here  and  there  in  after  boun, 
then  daily  applications  wilt  suffice.  If  a  moderate  current  ia 
Srst  used,  and  does  not  succeed,  tbeu  bring  a  stronger  one  to 
bear  upon  the  case.  If  this  has  been  fairly  tried,  and,  perb^w, 
faithfully  repeated,  and  yet  without  success,  then  I  change  diS 
mode  of  proceeding  by  applying  the  electrodes  reversed,  \.  e., 
witli  an  up-running  current,  embracing  only  the  nerve  trunk  of 
the  affected  part.  But  these  are  rare  cases.  Where  the  neu- 
ralgic-like pain  is  seated,  and  proves  obstinate,  the  circle  treat- 
ments, daily  repeated,  will  eradicate  the  last  vestige. 

We  notice  that  M.  Magondie  was  the  first  fairly  to  employ  the 
primary,  continuous  galvanic  current  in  the  treatment  of  neural- 
gias. Wlien  the  pain  was  in  the  face,  for  instance,  he  employed 
two  acv-puncture  needles  to  convoy  the  current,  the  one  from  the 
positive  polo  inserted  in  the  very  spot  where  the  painful  nerre 
makes  its  exit  from  the  bone,  while  the  other  needle  was  inserted 
into  the  subfitance  of  the  muscles  that  receive  the  twigs  of  that 
nerve.  The  negative  needle  was  removed  and  then  reinserted 
every  few  minutes  wborever  pain  was  felt,  until  all  the  paina 
were  fairly  chased  away.     But  this  was  not  always  effected  pfi>' j 
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manently  until  after  several  sittings.  The  needles  were  allowed 
to  remain  inserted  for  a  little  time,  during  which  the  patient 
was  directed  to  make  such  motions  as  had  usually  before 
brought  on  the  paroxysms  of  pain,  and  if  any  was  still  found  to 
be  produced,  the  current  was  repeated.  This  he  termed  "  elec- 
trapunclure,^^  But  in  other  parts  of  the  body  he  often  used 
the  sponge  electrodes.  By  carrying  out  the  rules  and  conditions 
already  obtaiiftd  by  Nobili  and  Marianini,  he  restricted  the  use 
of  the  galvanic  current  to  a  bearable  strength^  and,  in  given 
cases,  to  certain  givers  current  directions  as  regards  the  afifected 
nerves. 

In  all  cases  of  pure  neuralgia  he  always  employed  the  positive 
pole  of  the  battery  towards  or  nearest  to  the  nerve  centre  and  over 
the  nerve  trunk,  while  the  negative  pole  is  placed  over,  or  into, 
some  portion  of  the  ramifications  of  that  nerve ;  so  that  the 
electric  stream  is  direct  j  when  treating  neuralgias.  But  he  held, 
also,  that  in  case  the  current  was  employed  in  the  opposite  direc- 
tion, and,  if  not  too  severely  employed, .  the  therapeutic  effect 
would  still  more  or  less  take  place,  it  being  in  that  case  a  dis- 
turbing method^  which  is,  indeed,  a  very  law  in  therapeutics  ;  but 
then  there  would  be  a  waste  of  remedial  power,  and  a  production 
of  needless  pain. 

M.  Becquerel  advises  to  the  employment  of  this  powerfiil  agent 
in  the  most  gentle  and  agreeable  manner  possible,  and  for  that 
reason  he  thinks  it  best  to  dispense  with  the  needles,  and  employ 
moist  sponges,  using  sometimes  the  secondary  or  Faradaic,  and 
at  others  the  primary  or  Galvanic  currents. 

Dr.  James,  a  recent  English  author,  gives  it  as  his  experience, 
that  one,  and  the  largest,  class  of  neuralgic  patients  is  best 
treated  by  the  veritable,  primary,  and  continuous  galvanic  cur- 
rent, of  only  moderate  intensity ;  but  he  does  not  define  the 
class,  or  say  particularly  how  he  directed  the  current. 

It  is  my  own  experience  that  the  neuralgias  met  with,  in 
this  coimtry,  are  mostly  of  two  quite  distinct  kinds,  —  or,  at 
least  so  they  may  be  termed,  —  as  relates  to  the  successful  adaptar 
tion  of  the  different  electric  currents.  If  the  operator  cannot  by 
tact  or  discrimination  distinguish  these  at  first,  he  will  find  that 

86* 


4S6  ELECTBO-THEItAPEnnCS. 

on  apply^iDg  the  continuous  galvanic  current  he  will  succeed 
admimbly  ui  some  cases,  but,  perimps,  fail  as  eignally  in  otberB; 
and  not  ouly  so,  but  speedily  aggravate  the  case.  Now,  if  in 
this  dilemma,  he  but  just  reverses  the  direction  of  the  current 
and  tries  again,  in  a  very  few  seances  he  will  find  his  triumph, 
and  that  in  the  very  same  case  where  before  he  failed.  And 
electro-magnetism  may  also  be  introduced  in  the  place  of  galvan- 
ism with  happy  resulta,  often,  almost,  if  not  quite,  equal  to  Uic 
former,  provided  the  same  rules  are  observed  as  regards  the 
direction  of  the  current,  and,  at  the  same  time,  avoiding  shocks 
and  perturbations. 

Whenever  we  find  by  proving,  and  have  decided  upon  using  i   ' 
given  direction  of  current  in  a  case  of  neuralgia,  this  relative 
position  of  the  two  sponge  electrodes,  during  all  that  seance,  is  to 
be  strictly  observed  —  i,  o,,  for  neuralgias ;  for  one  instant  of  a 
sudden  and  actually  reversed  current  can  get  up  an  increased 
susceptibility  that  is  rarely  calmed  again  in  that  seance.    My  , 
own  practice  is  not  to  exceed  ten  minutes,  in  all,  at  any  one  at-  J 
ting,  and  more  frequently  only  five  or  six  minutes,  using  a  gen- 
tie  current,  and  lai^e,  soft  electrodes.     The  time  of  the  whole  I 
sitting  may  be  a  half  hour,  or  more  if  desirable ;  but  the  lime  I  I 
refer  to  particularly  relates  to  the  length  of  time  the  current  J 
traverses  the  nerves,  or,  rather,  is  applied  to  the  skin.     In  ci 
Faradaic  currents  are  used,  (i.  e.,  electro-magnetism,)  double 
the  time  may  be  profitably  devoted  to  each  sitting.     Then,  if  the 
clearing  out  of  the  neuralgic  pains  is  not  effected  by  some  half  a 
dozeu  dr  dozen  seances,  it  will  be  found  that  the  pains  are  the 
result  of  inflammation,  or  but  symplmnatic  of  some  existing  mor- 
bid function  that  first  needs  to  be  set  right,  or  of  some  more 
serious,  and,  perhaps,  remote  organic  disease  that  is  incurable. 

I  would  only  add  here,  as  electro-magnetic  machijios  are  the 
more  generally  owned,  and  for  other  reasons,  also,  are  more 
likely  to  be  employed  in  tliesc  cases,  that  first  class  and  fine  ctai 
instruments  only  should  be  relied  upon.  If  the  vibrations  are 
coarse  or  irregular,  and  canuot  be  nicely  graduated  to  a  rapid, 
even,  and  fine  current,  that  nearly  resembles  the  true  primaiy 
galvanic  current,  then  I  should  never  touch  a  neuralgic  patient 
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with  it.  Success  in  these  cases  greatly  depends  on  a  smooth 
current  with  gentleness:  the  applying,  the  continuing,  and 
removing  the  current  without  change  of  density ^  or  change  of 
direction  of  the  current,  in  the  main  is  the  rule  here  for  treat- 
ment.   (See  p.  477,  and  Appendix  B.) 

In  muscular  and  periphery  neuralgia,  as,  indeed,  in  some 
other  cases  where  the  pains  arc  more  diffused  and  somewhat 
rheumatic,  we  can  manage  to  obserre  this  law  of  application  for 
neuralgia,  and  yet,  as  it  were,  wash  or  bathe  the  part  with  the 
electric  current.  By  beginning  with  a  very  gentle  current  of 
electro-magnetism,  then  after  a  few  seconds  or  a  minute,  (and 
while  the  applied  sponges  are  being  very  gently  moved  along 
over  the  skin,)  let  another  person  push  the  bundle  of  wires  or 
iron  rod  a  little  further  into  the  machine,  to  increase  the  current 
in  the  most  cautious  and  imperceptible  manner  possible,  and  the 
patient  will  bear  this  labile  movement  of  the  electrode,  and  with 
it  a  larger  current  than  could  be  borne  if  abruptly  applied,  or 
retained  in  one  position  when  applied. 

After  no  small  experience  in  treating  the  various  neuralgias 
by  means  of  electricity.  Dr.  H.  W.  Lobb  says  he  is  now  inclined 
to  divide  the  whole  family  of  neuralgias  (as  respects  treatment 
by  this  means)  into  two  great  divisions  or  classes ;  the  one  re- 
quiring the  "  direct "  current  of  Galvanism  or  Paradaism  to 
eflFect  a  cure,  while  the  other  class  is  reached  only  by  the  "  in- 
verse "  current.  In  this  connection,  he  calls  the  direct  current 
stimulating^  and  the  inverse  current  lowering,  calmingy  or  de- 
pressing in  its  eflFects  on  such  morbid  nerve  action.  Therefore, 
he  says,  the  sagacity  of  the  physician  must  decide  in  a  given 
case  which  current  is  best  —  is  the  right  and  only  one  to  be 
used.  He  remarks  further,  that  "  during  the  month  of  June 
last,  I  had  under  my  treatment,  at  the  Western  General  Dispen- 
satory, three  cases  of  infra-mammary  pain  that  was  neuralgic. 
Dr.  C.  was  present,  and  also  desirous  of  making  use  of  the 
so-called  continuous  (primary)  current  of  galvanism,  as  a  means 
of  diagnosis  and  treatment,  he  having  heard  that  I  believed 
neuralgias  to  be,  in  this  respect,  of  two  distinct  classes.  There- 
fore, the  direct  current  was  applied  to  two  of  these  women,  and 
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that  with  very  decided  and  immediate  relief.  To  tliethirrfo 
tlie  inverse  current,  being  indicated,  was  applied,  which,  in  one 
minute,  not  only  removed  the  pain,  but  consciousness  also; 
which  state  she  remained  for  some  ton  or  fifteen  miuutes.  Upon  ' 
restoration,  she  said  that  lier  side  was  quite  numb.  This  was 
an  instance  not  only  of  local  but  of  general  amesthesia,  pro- 
duced, by  the  aid  of  the  continuous  current  of  electricity,  in  less 
than  one  minute," 

It  18  to  be  regretted  that,  in  bo  interesting  a  matter,  the  number 
and  size  of  the  elements,  and  kind  of  battery  power  employed, 
were  not  mentioned.     But  doubtless  this  was  a  very  nervous  or 
peculiarly  impressible  case,  and  gave  not  the  ordinarily  to  ba 
ejEpected  result  of  galvanic  electricity,  unless  employed  in  jort   , 
such  cases,  or  else  there  is  an  outrageous  battery  strength  broi^ht 
to  bear,  that  is  entirely  disproportionate  to  the  nerve  endurance 
of  the  patient,  and  hence  dangerous.     It  is  my  own  opinion. 
Judging  from  the  sketch  of  the  case,  that  a  too  strong  or  too  lon^ 
continued  current  was  employed  for  the  constitution  or  condition  J 
of  that  particular  case ;  that  is,  the  same  current  might  liave 
been   borne   for  fifteen   or   twenty  seconds,  and  even   accom- 
plished the  purpose  aud  no  more,  that  so  affected  her  in  fifty;  | 
or  half  that  current  could  have  been  borne  the  whole  fifty  see-  I 
onds,  with  only  good  results. 

Another  very  curious  example  of  ansesthesia  produced  by  tha  I 
primary  current,  and  local  in  this  instance,  is  thus  reported  by  i 
Dr.  Coot,  of  Liverpool :  "  A  young  lady,  paralyzed  in  her  right  J 
arm  since  her  tliird  year  of  age,  was  wearing  a  local  galvanio  I 
arrangement  for  the  generation  of  the  continuous  current,  ta  | 
excite  tlie  circulation,  during  the  intermittences  of  the  regiiUr  j 
application  of  the  interrupted  current,  which  was  l>eiiig  done  ti 
arouse  the  paralyzed  muscles.  One  day  she  complained  that  tlw  \ 
anu  was  colder  than  before  she  wore  the  local  battery ;  and,  in  j 
fact,  on  examination,  it  was  found  more  like  a  piece  of  marble,  i 
and  perfectly  without  sensation  !  Upon  further  investigation,  I  I 
found  that  she  had,  upon  exciting  anew  the  chain,  returned  it  ta  I 
the  arm  wrong,  i.  e.,  so  that  an  inverse  current  passed  instead  of  1 
a  direct,  thus  producing  aoKSthesia.     I  was  convinced  from  this, 
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that  ana^thesia  might  be  produced  by  the  inverse  continuous 
current  of  electricity,  if  of  sufficient  tension  to  pass  along  the 
nerve  we  are  desirous  of  depriving  of  sensation^ 

But,  again,  as  to  the  two  classes  of  all  kinds  of  the  neuralgic 
for  electric  treatments.  This  interests  me  much,  for  it  accords 
with  my  own  experience.  No  doubt  this  afiFection  may  be  set  up  in 
an  organism  under  quite  different  circumstances,  as  in  astenia  as 
well  as  in  hi/peramea,  and,  indeed,  in  opposite  conditions  of  the 
nerves,  or  body,  in  many  other  respects ;  therefore  it  is  not  strange 
that  a  different  change  of  nerve  polarity  should  be  required  for 
the  restoration.  The  careful  and  correct  application  of  the  cur- 
rent itself  in  a  given  way,  is  the  best  diagnosis,  for  it  will  speedily 
restore  or  aggravate.  In  the  latter  case,  change  the  direction  of 
the  current,  and  you  triumph.  Should  you  fail  now  again,  you 
may  judge  that  there  is  exposure,  bad  habit,  functional  derange- 
ment, inflammation,  or  organic  disease. 

Case  1.  —  An  elderly  clergyman,  who  had  long  been  very  sub- 
ject to  sciatica,  of  a  truly  neuralgic  kind,  having  heard  of  my 
mode  of  treating  such  cases  by  galvano-puncture,  came  from  a 
distant  part  of  the  state,  last  spring,  for  the  purpose  of  putting 
himself  under  my  care,  and  remaining  in  the  city  until  cured. 
I  inserted  six  of  the  four-inch  gold  needles,  as  three  pairs,  along 
the  course  of  the  great  nerve  trunk  of  the  right  thigh,  every 
other  day,  for  three  times.  In  one  week  he  was  so  well  that  he 
concluded  to  return  home.  He  writes  me  that  he  has  been  quite 
well  of  it  ever  since.     This  was  a  chronic  case. 

Case  2.  —  A  lady  in  the  prime  of  life,  residing  in  Dorches- 
ter, but  a  patient  of  Dr.  Bartlett,  of  Roxbury,  about  forty  years 
of  age,  was  suffering  so  much  from  lumbago  and  sciatica  on 
both  sides,  that  she  was  almost  helpless ;  and  being  fleshy,  she 
could  not  get  in  or  out  of  bed,  nor  even  arise  from  her  invalid 
chair,  without  assistance.  She  had  long  tried  internal  medicines, 
blisters,  tuicture  of  iodine,  mustard,  and  cold  water.  I  was  sent 
for  by  the  advice  of  her  physician,  and  applied  (or  rather  inserted) 
the  long  gold  needles  for  electro-puncture,  over  the  most  painful 
parts,  and  used  in  this  case  a  very  mild  primary  direct  current, 
but  held  steadily  in  contact  with  the  silver  wires  in  the  eye  of 
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the  needles,  for  one  minute  ;  that  is,  there  were 
pitirs  of  needles,  and  I  made  contact  with  two  at  a  time,  and 
occupied  at  each  sitting  some  five  or  six  minutes  in  all, 
days  this  was  repeated  five  times,  when  she  walked  down  si 
and  about  the  dining  room,  as  she  had  not  done  since  the  w 
before.  She  soon  recovered,  and  is  still  well,  and  may  be 
every  fair  day  in  her  carriage  about  our  streeta  where  ladies 
trading. 

Case  3.  —  A  truckman,  of  middle  age,  applied,  with  a  chroi 
neuralgic  rheumatism  lurking  about  the  parts  of  the  right  shoi 
der,  but  mostly  in  tbo  deltoid  muscle,  at  its  lower  end  wh( 
is  inserted  in  the  humerus.  The  shoulder  muscles  and  joint 
so  lame  and  painful,  that  he  could  not  raise  his  arm,  and 
pains  at  times  were  most  Cicruciatiug.  It  appeared  to  me  a 
to  bo  most  speedily  benefited  by  electro-puncture,  and  I  thcrefc 
inserted  one  needle  in  front  and  below  the  head  of  the  humei 
and  the  other  at  the  insertion  of  the  deltoid,  and  with  an 
current  of  bearable  strength,  wliicli  was  five  Dauiell's  ha 
it  was  allowed  to  continue  for  some  five  minutes,  with  as  mi 
interruptions  at  every  thirty  seconds.  He  was  greatly 
pled"  by  this  one  seance,  aud  two  more  eradicated  the 
"tatig'le"  as  he  termed  it,  so  that  he  swung  his  arm  hi  all  di 
tious ;  only  it  was  not  as  strong,  however,  as  before  the  r 
matic  attack,  which  was  some  months  previous. 

It  can  be  seen,  I  think,  that  some  chronic  rlieumatigms 
chronic  neuralgias  may  thus  be  cut  short  more  snrely  tlian 
any  other  means.     No  doubt  simple  acu-puncture  would  prore 
eervicoable  in  tlieso  same  selected  cases ;  but  it  is  my  opinion, 
from  experience  with  both,  that  every  seance  with  electro-puno- 
ture  strikes  a  more  effectual  blow  for  disturbing,  or  for  modify 
ing  by  direct  catalysis,  and  hence  changing  the  [tolarity  of 
morbid  nor^-es,  and  therefore  for  eradicating  tfic  disease,  thsa' 
many  acu-punctures,  or  blisters,  or  other  less  disturl>ing  forces 
can  possibly  do. 

In  one  extremely  bad  ease  of  sciatica,  I  adopted  tlie  followii 
plan :    The  patient  was  placed  on  the  operating  mattress,  lyinffi 
on  his  sound  side,  with  the  limb  semi-flexed  ;  placed  tlio  poai* 
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tive  electrode,  which  was  a  soft  sponge,  over  the  most  painful 
spot,  and  this  was  just  back  of  the  trochanter  major ;  while  the 
negative  electrode,  also  a  moist  sponge,  was  firmly  placed  some 
four  or  five  inches  off,  and  then  at  every  ten  seconds  moved 
along  in  a  radius  about  the  first  electrode,  so  that  the  current 
of  medium  strength,  whether  Galvanic  or  Faradaic,  should  flow 
in  all  directions  from  that  centre  of  pain,  but  not  removing  the 
electrode  until  the  pain  was  fairly  subdued,  which,  however, 
was  brought  about  in  some  six  minutes.  The  seance  was  then 
finished  with  the  steady  current  run  down  the  limb  for  a  minute 
or  two  from  hip  to  ankle.  When  twinges  of  pain  occurred  dur- 
ing the  seance^  I  at  once  took  off"  the  upper  electrode,  some  two 
or  three  times,  very  suddenly,  so  as  to  produce  twitchings  of 
the  muscles,  and  this  scattered  the  new-growing  pains.  This 
treatment  was  repeated  every  other  day  for  ten  days,  when  all 
pains  had  vanished  completely.  Further  treatment,  but  more 
seldom,  restored  the  limb  also  from  weakness  and  lameness,  so 
as  to  be  very  nearly,  if  not  quite,  equal  to  the  other. 

Beading  the  practice  of  M.  Ducros,  from  the  Gazette  Me- 
dicale^  we  find  he  says,  "  In  the  most  intense  hemicrania,  and 
in  the  most  obstinate  tic  douloureux^  wlicthcr  fronto-facial  or 
temporo-facial,  the  pain  disappears  instantly  upon  the  applica- 
tion of  extra  strong  aqua  ammonia  to  the  palatine  arch,  by 
means  of  a  camel's  hair  brush  ;  the  brush  being  allowed  to 
remain  on  the  part  till  a  copious  flow  of  tears  has  been  excited. 
If  the  pain  returns,  a  fresh  application  will  again  produce  a 
cessation  of  the  neuralgia."  I  determined,  for  the  same  end,  to 
direct  a  small  buckskin-covered  ball  electrode  to  the  same  part, 
while  the  other  electrode  was  planted  upon  the  nape  of  the 
neck,  in  a  most  violent  case  I  had,  and  to  my  surprise  and  the 
patient's  relief  and  gratification,  the  excessive  pain  would  cease 
upon  a  few  seconds'  administration  of  strong  direct  electro- 
magnetism,  or  a  direct  current  shock,  or  two,  from  some  twenty 
cups  of  galvanism.  The  pain  did  not  return  so  soon,  nor  so 
powerfully,  as  at  first,  but  it  did  return  in  some  degree  after 
each  such  temporary  victory.  But  by  repeating  the  application 
a  few  times,  all  pain  and  soreness  were  eradicated. 
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It  is  observed,  that  where  arsenic  is  resorted  to,  as  aid  io  t! 
treatQieiit  of  some  olistiiiate  neuralgias,  its  curative  effects  o 
ate  unilbrnily  most  favorably  on  jwrsoiis  who  arc  of  lax  fi 
aud  have  a  lauguid  state  of  the  circulation,  whose  secretions 
are  rather  profuse,  urine  is  pale  and  plentiful,  and  whose  skin 
is  moist  and  cold.    In  such  persons,  it  not  only  aids  in  the  relief 
of  tlio  neuralgic  pains,  but  it  actually  Improves  the  general  . 
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cnpina  ffora  Ihe  Stj'lo-Mastoid  Fu- 
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!.  The  Posterior  Aurisulur  Braach  at  the 

Fkcia). 
I.  The  Stjlo-Hfoid  Branch. 
I.  The  Pes  Aneerinus. 
!.  Temporal    Bruicbea    oF    thi 

NeriTE. 
I.  Hklu  BiiuichcB. 
'.  Cervico-FBdal  Branches. 
I.  Supn-Oitutol  Nene. 
>.  Sub-CutsneoiiH  Malic,  a  bran 

Superior  Maiilluy. 
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Pleicm. 

13.  The  8nperflci»li«  Colli  Nerve. 
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FiLCial       IS.  OcciiiitnliaUinor  Bnuichof  thaOi 
cal  Flexus. 
16.  Descending  Branchei  of  the  CetliOd'  1 


19.  The    Great    i 
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health,  and  gives  more  firmness  and  vigor  to  the  constitution, 
and  power  of  endurance  to  the  nervous  system.  At  least,  so  it 
operates  if  taken  while  under  repeated  treatments  by  electricity. 
Astonishing  improvement  have  I  seen,  now  and  then,  in  such, 
and  by  such  means,  as  if  the  constitution  were  made  anew. 
But  (mark  !)  where  the  tongue  is  coated,  or  is  red  at  its  tip  or 
edges,  or  where  the  urine  is  of  a  deep-red  color,  or  is  decidedly 
scantily  secreted,  or  frequently  deposits  the  heavy  lithates  of 
ammonia,  then  arsenic  is  not  a  good  auxiliary,  but  will  both 
fail  and  do  harm  by  aggravating  the  existing  gastric  derange- 
ment and  pains.  Correct  the  stomach  thoroughly  first,  and 
often  it  can  then  do  good  service  in  the  very  same  case.  Dur- 
ing the  administration  of  arsenic,  4he  patient  should  strictly 
avoid  the  use  of  fruits,  and  all  acids,  as  well  as  confectionery  ; 
but  the  occasional  application  of  electric  currents  enhances  its 
alterative  and  curative  efiFects. 

Superficial  Nerves  in  the  Facial  Neuralgic  Region. 

I  wish  now  to  pass  in  short  review  the  exact  anatomical  rela- 
tion of  the  nerves,  or  rather  to  examine  such  a  portion  of  them 
as  might  be  seen^  for  instance,  if  the  skin,  fascia,  and  muscles 
were  all  transparent,  and  thus  try  quickly  to  refresh  our  mem- 
ory by  a  bird's-eye  view,  as  it  were,  of  the  geography  of  the 
trunks  and  branches  of  the  more  superficial  nerves. 

We  know  that  the  tri-facial,  or  fifth  pair,  after  leaving  the 
skull,  spreads  out  into  the  most  complex  distributions  and  anas- 
tomoses. There  are  three  principal  branches.  The  ophthalmic 
branch  passes  forward  through  the  outer  walls  of  the  cavernous 
sinus,  lying  externally  to  the  other  nerves,  penetrates  the  bony 
orbit  by  coming  out  at  the  sphenoidal  fissure^  and  then  divides 
into  three  branches ;  and  it  is  exactly  at,  or  from  this  point 
that  neuralgia  oftentimes  radiates  flashes  of  excruciating  pains. 
The  lachrymal  nerve,  which  is  the  smallest  of  the  three  branches 
of  the  ophthalmic  trunk,  communicates  with  the  fourth  nerve, 
passes  along  the  upper  border  of  the  external  rectus  muscle, 
traverses  the  lachrymal  gland,  and  then  divides  into  two  cuta- 
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11C0U9  branches.     The  superior  branch  of  it  passes  through  fe^T 
malar  boite,  and  comes  out  again  to  be  distributed  upou  ths  J 
anterior  temple  and  the  cheek.    The  iuferior  branch  of  it  sup-  \ 
plies  the  conjunctiva,  and  terminates  in  the  integnments  of  the 
upper  eyelid,  also  communicating  with  the  facial  nerve.    But  ] 
it  is  the  superior  branch,  just  described  as  mounting  up  to  the  i 
temple,  and  there  being  lost  in  the  integuments,  that  is  the  scat  ] 
of  the  most  frequent  attacks  of  neuralgia.     The  frontal  branch  ' 
is  the  smallest  of  the  ophthalmic  third  of  the  tri-facial  ucrve,  and 
gives  off  but  one  branch,  the  siipra-lrochlear,  which  passos  in- 
ward and  over  the  pulley  of  the  internal  obliqiie  eye  musclo,  and 
ascends  thou  along  the  middle  line  of  the  forehead,  very  supe^ 
ficially,  giving  filaments  to.thc  skin,  to  the  inner  angle  of  th»  ] 
eye,  root  of  -the  nose,  and  also  to  tlie  conjunctiva.    The  exact  I 
ramification  of  the  two  branches  of  the  frontal  nerve  can  be  I 
distinctly  traced  as  being  separate  as  far  as  the  vertex,  wheifl  ] 
they  terminate ;   and  along  the  occipital  suture  many  of  tia  | 
twigs  interlace  with  the  filaments  of  the  sub-occipital  norvB.  j 
The  n-jsal  branch  of  the  ophthalmic  plunges  into  the  deep  part  I 
of  the  orbit,  and  after  crossing  the  optic  nerve,  enters  tlio  eti^  J 
moidal  foramen,  and  seeks  the  nose  through  the  slit-like  c 
galH,  then  dividing  into  two,  the  internal  supplying  the  i 
membrane  of  the  nose,  about  the  opening  of  the  nares,  wl 
external  branch  is  mostly  distributed  to  the  skin  of  the  nose, , 
even  to  its  tip,  and  also  giving  a  filament  to  the  upper  eyeUdi  J 
Such  is  the  superficial  plot  of  tlie  ophthalmic,  or  fii-st  branch  of  J 
the  great  tri-facial. 

The  second  and  larger  branch  of  the  tri-facial  we  l;now  ill 
called  the  superior  maxillary  nerve.  It  comes  out  forward 
through  i)\Q  foramen  rotumlum^  enters  tlie  canal  iu  the  floor  c 
the  orbit,  and  rims  out  at  the  infrororbital  foramen.  Emerging 
then  on  the  face,  just  beneath  the  levator  labii  superioris  n 
cle,  it  here  immediately  divides  into  multitudhious  braiichct 
thus  diffusing  itself  mostly  at  and  about  its  issue,  but  seudin 
some  filaments  to  tlie  lower  eyelid,  to  the  conjunctiva,  to  t 
muscles  and  integuments  of  the  upper  lip,  nose,  and  cheek,  i 
finally  forming  anastomosis  with  the  porlio  dura.     True,  I 
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are  groups  of  branches  given  ofiF  from  the  superior  maxillary 
as  it  passed  the  spheno-maxillary  fossa,  which  give  the  posterior 
dental,  &c. ;  also  during  its  passage  through  the  infrororbital 
canal,  which  latter  gives  the  middle  and  anterior  dental ;  but  it 
is  the  group  that  radiates  on  the  face,  giving  the  cutaneous  and 
superficial  muscular  filaments,  that  we  most  need  to  study  here. 
We  often  find  occasion  to  know  that  there  are  considerable  fil- 
aments furnished  by  the  orbital  branch  of  the  superior  max- 
illary, that  ascends  along  the  outer  wall  of  the  orbit,  receiving 
ther^  a  twig  from  the  laclirymal,  then  plunging  through  a 
canal  in  the  edge  of  the  malar  bone  to  enter  the  temporal  fossa, 
supplying  the  temporal  muscles  and  fascia,  and  is  finally  lost 
in  the  skin  of  tlie  temple  and  side  of  the  forehead,  but  com- 
municating with  the  portio  dura,  the  auricular,  and  the  tem- 
poral nerves.  A  posterior  branch  supplies  the  back  teeth, 
the  alveoli,  and  their  gums.  The  middle  and  anterior  dental 
branches,  before  their  distribution,  form  the  superior  maxillary 
plexus,  and  from  this  the  filaments  are  given  off*  that  supply  the 
pulps  of  the  teeth,  the  gums,  alveoli,  and  the  mucous  membrane 
of  t\iQ  floor  of  the  nares  and  the  palate.  But  the  cutaneous  and 
muscular  filaments  are  the  true  terminations  of  this  nerve,  not 
only  supplying  the  muscles,  the  skin,  and  the  mucous  membrane 
of  the  cheek,  nose,  and  lips,  but  also  form  intricate  plexus  with 
the  more  superficial  branches  of  the  portio  dura,  and  hence  are 
often  neuralgic. 

The  Vidian  or  Pterygoid  nerve  is  one,  that  is  here  of  the  utmost 
importance  for  our  study.  This  nerve  arises  from  the  spheno- 
palatine ganglion,  traverses  the  vidian  canal  of  the  sphenoid,  and 
then  divides  into  two  branches.  But  it  is  only  the  external 
branch  that  particularly  interests  us.  This  is  called  the  superior 
cranial  or  nervus  superficialis  petrosus,  which  ascends  into  the 
cranium,  and  enters  the  hiatus,  to  unite  with  the  facial  nerve. 
And  let  us  be  reminded  that  it  is  very  near  the  point  where  these 
two  nerves  anastomose  that  the  chorda  tympani  branches  off*. 
This  superficial  cranial  branch  of  the  vidian,  according  to 
Arnold,  presents  all  the  characteristics  of  a  cephalic  nerve  in 
its  whiteness  and  touglmess  of  structure.    Thus  we  find,  even 
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1                    in  the  interior  or  the  ear,  a 
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1                     facial  which  is  liable  to  become  neuralgic.                                    ^| 
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Uio  tri-facial.     It  first  escapca 
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lary  region.  They  are  the  masseteric,  the  temporal,  the  buccal, 
and  the  internal  pterygoid.  Then,  again,  the  internal  branch  of 
the  inferior  maxillary  divides  into  three  branches,  which  are  the 
gustatory,  the  inferior  dental,  and  the  anterior  auricular.  The 
gustatory  supplies  the  side  of  the  tongue,  its  papillae,  and  the 
mucous  membrane.  The  inferior  dental  passes  on  by  the  ramus 
of  the  lower  jaw,  enters  the  dental  foramen,  and  runs  along  the 
bony  canal  in  the  jaw,  giving  off  branches  to  the  teeth  and  gums 
as  it  passes,  and  then  terminates  in  two  considerable  twigs,  the 
incisive  and  the  mental.  The  former  supplies  the  lower  incisive 
teeth,  while  the  mental  branch  escapes  through  the  mental  fora- 
men, and  there  becomes  superficial,  to  supply  the  muscles  and 
skin  of  the  chin,  lower  lip,  and  the  mucous  membrane  of  the 
lower  lip ;  it  also  communicates  with  the  portio  dura. 

Now,  if  we  go  back  and  trace  the  temporal,  or  the  second  of 
the  four  branches  of  the  inferior  maxillary,  we  find  it  at  first 
turns  around  the  posterior  side  of  the  neck  of  the  lower  jaw 
condyle,  near  the  joint  of  the  jaw,  then  goes  up  vertically 
between  the  articulation  of  the  jaw  and  the  anterior  edge  of  the 
eai",  where  it  becomes  superficial,  and  then  even  sub-cutaneous, 
in  the  most  superior  portions  of  the  temporal  fossa.  But  at  its 
root,  and  behind  the  condyle,  it  furnishes  important  anastomotic 
branches  to  the  portio  dura;  thus  uniting  with  the  upper  divis- 
ions of  these  motory  nerves,  to  be  together  distributed  and  lost  in 
the  integuments  of  the  temple,  the  surroundings  of  the  eye,  and 
in  the  upper  lip.  These  deserve  our  particular  attention,  as 
likewise  do  the  twigs  of  this  nerve  to  the  lobe  of  the  ear,  and 
those  to  the  auditory  cavity  and  pavilion,  as  also  the  communi- 
cations with  twigs  from  the  cervical  plexus,  and  from  the  lachry- 
mal, sub-cutaneous  malar,  auricular,  and  facial  nerves. 

Neuralgic  Points,  — The,  to  us,  most  important  points  of  the 
tri-facial  nerve  are,  1.  The  point  of  exit  of  the  lachrymal 
branch,  which  is  at  the  external  part  of  the  upper  eyelid.  This 
is  what  Dr.  Valleix  called  the  "  palpebral  painful  point." 

2.  The  point  of  emergence  of  the  frontal  nerve,  or,  rather,  of 
its  external  branch,  from  the  upper  orbital  foramen,  called  the 
upper  orbital  point. 
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.  The  point  of  emergence  of  the  naxal  branch,  which  oanbe 
found  at  tlio  upijer  pari  of  tlie  side  of  the  noso,  a  little  inside, 
and  below  tho  internal  angle  of  the  eye,  and  tliis  is  called  the 
nasal  neuralgic  point. 

4.  The  malar  or  inferior  branch  that  emerges  upon  the  check, 
tbrougli  a  groove  in  the  nialar  bone,  and  passing  through  the 
fibres  of  the  orbicularis  palpebrarum  muscle,  is  called  the  malar  | 
neural ffic  point. 

5.  Tho  point  of  union,  in  the  interior  of  the  car,  of  a  brandt  I 
of  the  superjirial  petrosal  branch  of  the  vidian  norTo,  with  a  J 
branch  of  the  poriio  rfwr a  —  a  union  which  arises  from  the  chorda  I 
Ij/mpani,  and  is  designated  as  the  internal  auricular  neuraigU  J 
point.* 

6.  The  point  of  emergence  of  tho  upper  aWeola  and  dentalfl 
nerve,  which  may  bo  called  the  superior  detital  neural^  point.  > 

7.  The  two  very  important  points  of  emergence  from  bone  an  1 
found  first  at  the  infra-orbtlal  foramen,  well  known  as  the  at«| 
of  tic  douloureux,  and  now  called  tlio  infra  orbital  neuronic  I 
point;  tho  second  is  at  the  menial  foramen,  and  called  the  ne»i  | 
ralgic  point  of  the  chin. 

8.  The  point  iu  the  viasseler  nerve  branch,  where  it  crossea  J 


*  I  will  remark  heic,  —  aa  vt  oliserre  that  this  point  le  quite  difTerent  Ttam  then*  ■ 
ptrficial  pointg,  —  thai  I  thinli  I  fiiidninio,  that  at  the  very  point  ofbifurcBtiunot  firoMi- 
ing  off  of  norrcfl,  u  ulso  at  the  point  or  larger  spot  o(  amutomosing  and  ititerlaeuf, 
Ihnt  Ihfre,  eipecially,  {and  next  to  the  "  point*  of  emergenoe,"  and  hecoming  lupnt- 
cial,  as  diBEDvered  by  Valtrii,)  i«  the  nerve  more  liable  to  become  the  wat  of  neural- 
Ri«i  and  that  nil  the  more  according  a  a  thcae  are  more  eompUcaled  nt  nnj  giren  plMfc 
True,  Dr.  Vallcix  laid  down /our  difrrtnt  paatiani  of  a  nrrvt  aa  mosi  liable  10  betOOW 
tbeaeHlofneiiralnia;  but  I  do  not  see  what  portion  of  anjr  loperficial  ncrra  ialeftoM, 
if  we  define,  first,  •'  the  point  of  cmerRcnce.'"  second,  "  the  coume  of  the  nerte  branekrt 
through  the  muacle  fibres  to  become  superficial,"  third.  "  the  paint  where  Ibt  B#m 
becomes  superficial,"  fourth,  "  the  point  where  the  nerve  has  its  ultimate  an 
dislributians."    Besides,  this  is  not  sufficiently  definite  for  a  rvle  in  practice. 

1  think  I  am  justified,  therefore,  in  mentioning  #erm  poiiiU  in  tho  oourw  Ol 
lUal  arc  peculinrlj  liable  to  be  the  seat  of  neurnlgio  pains  :  — 

1.  The  point  of  emrrgrace  of  the  nerve  trunk  from  bono  or  any  deep  seat. 

2.  The  point  of  branching  off. 

3.  The  point  of  becorainB  tuperficial,  or  running  very  superficially. 

4.  The  point  of  itUtrlacing,  as  for  plexus  and  ganglia. 

5.  The  point  of  anaatomoaing  with  other  nerre  fibrils. 

6.  The  sput  of  uUimale  ramijicaiion  in  the  inlegumenti. 

7.  The  spot  of  ultimate  ramifiealian  in  thcfataa  and  mveUJibrM. 
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the  sigmoid  notch,  on  its  way  to  the  masscter  muscle,  and  this 
is  called  the  temporo-maxillari/  neuralgic  point. 

9.  The  point  of  the  temporal  branch  of  the  inferior  maxillary 
uerre  found  between  the  articulation  of  the  jaw  and  the  anterior 
edge  of  the  ear  passage,  which  is  called  the  temporo-auriculnr 
neuralgic  point. 

10.  The  point  of  the  Ungual  nerve  branch  is  found  where  it 
emerges  between  the  sub-lingual  gland  and  the  tongue,  and  is 
called  the  lingual  neuralgic  point. 

11  and  12.  There  is  one  more  vastly  important  point  which  I 
must  here  speak  of  and  designate  as  the  crown  point  of  neural- 
gia; but  this  does  not  strictly  nor  exclusively  belong  to  the  tri- 
facial nerve.  This  point  (or  limited  region)  is  found  at  the 
interlacing  between  the  last  twigs  of  the  frontal  and  the  super- 
ficial temporal  branches  on  the  one  side,  with  those  of  the  greater 
and  lesser  occipital  nerves  on  the  other.  This  large  spot  lies 
over  the  sagittal  suture,  and  almost  directly  above  the  parietal 
protuberance ;  it  was  called  by  Dr.  Valleix  the  "  parietal  pain- 
ful point."  Thus  we  have  noted  the  marked  neuralgic  points  of 
the  greatest  sensitive  nerve,  in  the  whole  human  body. 

The  great /a^ia/,  or  portio  dura,  is  rather  a  motor  nerve ;  but 
it  makes  such  numerous  interlacings  with  the  facial  and  the 
cervical,  that  it  at  one  time  bore  the  nickname  of  "  nervus  symr 
patheticus  minor.^^  Its  trunk  first  emerges  from  the  stylo-mas- 
toid  foramen  and  passes  forward  through  the  parotid  gland,  and 
at  but  a  little  under  the  ramus  of  the  lower  jaw  it  divides  into 
two  trunks,  the  temporo-facial  and  cervico-facial.  These  two 
trunks  at  once  bifurcate  into  very  numerous  branches  supplying 
the  muscles  of  the  face,  forming  loops  mostly  over  the  masscter 
muscle,  and  anastomosing  with  other  nerves  in  its  profuse  rami- 
fications over  the  peripheral  regions  of  the  face  from  the  temple 
to  the  neck.  It  is  at  its  first  division  into  the  two  main  branches, 
and  just  where  it  comes  out  of  the  parotid  gland,  which  we  find 
is  close  along  under  the  angle  of  the  lower  jaw,  that  it  may  be 
designated  as  the  point  most  superficial  of  the  facial  nerve.  This 
is  the  most  reachable  point  in  cases  of  paralysis  of  this  nerve. 
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Buperficial  Nerves  in  the  OccipUo- Cervical  Region. 

.  The  first  or  highest  four  of  the  eight  cervical  nerves  interest  us 
here  more  particularly.  It  is  the  anterior  branches  of  these  upper 
four  that,  by  loops  of  communication,  go  to  form  the  great 
cervical  plexus.  Tliis  jJexus  wo  find  to  be  situated  iipon  the 
levator  anguli  scapula;  and  posterior  scalenus  muscle,  to  be  there 
partly  covered  by  the  posterior  edge  of  the  sterruhmustoid^  but 
more  completely  by  the  plat//sma.  The  anterior  branches  of  the 
fifths  sitth,  seventh  J  and  eighth  cervical  nerves  will  be  examined 
with  the  brachial  plexus^  of  which  they  form  the  greater  part 

The  posterior  division  of  the  first  cervical  nerve,  also  called 
the  sub-occipital  nerve,  passes  out  of  the  spine  between  the 
occipital  bone  and  the  atlas,  in  the  there  triangular  space,  and 
at  this  spot  forms  a  long  ganglion  that  connects  with  the  second 
cervical^  and  then  divides  into  two  branches,  one  of  which  soon 
becomes  superficial,  and  again  divides  into  a  number  of  branches, 
which  are  all  distributed  to  the  integuments  and  muscles  of  the 
upper  and  back  part  of  the  neck ;  but  the  larger  and  longer 
branches  mount  upon  the  occiput  and  expand  so  as  to  cover 
the  occipital  region,  and  are  traced  even  up  to  the  parietal  pro- 
tuberance. The  anterior  branch  of  this  first  cervical  nerve,  and 
those  of  the  three  other  upper  cervical  nerves,  go,  as  we  have 
said,  to  form  the  great  anterior  cervical  plexus ;  but  i\\(^  posterior 
branches  arc  those  that  just  here  most  concern  us.  Tlieso  not 
only  form  the  smaller  or  posterior  plexus,  but  seem  to  have  an 
almost  common  destination  ;  and  that  is,  first,  to  supply  the 
muscles  of  the  back  of  the  nock,  to  form  numerous  anastomoses, 
and  then  to  become  cutaneous.  We  find,  by  dissection,  that 
the  whole  surface  of  the  nucha,  as  high  as  the  first  four  verte- 
braj,  also  as  low  down  as  to  the  seventh  and  eighth  nerves,  is 
occupied  with  a  very  remarkably  profuse  supply  of  these  short 
posterior  nerve  fibres,  that  mostly  terminate  abruptly  in  the 
flesh,  skin,  and  fascia  along  the  spine,  while  their  roots  are  thus 
embedded  so  near  by  in  the  spinal  marrow. 

The  first  superficial  nerve  trunk  I  will  notice  here,  is  the  svper- 
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ficialis  collif  which  is  formed  of  united  branches  from  the  sec- 
ond and  third  cervical  ner\'es ;  it  is  found  by  the  electrode 
as  it  crosses  obliquely  behind  the  external  jugular  vein  at  the 
anterior  border  of  the  stemo-mastoid  where  it  divides  into  an 
ascending  and  a  descending  branch ;  the  latter  is  lost  in  the  skin 
and  fascia  of  the  side  and  front  of  the  neck,  even  to  as  low  down 
as  the  clavicle ;  while  the  ascending  branch  passes  upwards  to 
the  sub-maxillary  region,  and  by  very  numerous  branches  they 
supply  the  integuments  as  high  up  as  the  chin  and  the  lower 
part  of  the  face ;  it  tlicn  anastomoses  with  the  facial  nerve. 

The  second  of  the  larger  superficial  nerve  trunks  here,  is  the 
auricularis  magnusj  formed  also  of  the  second  and  third  cervical 
nerves.  This  first  curves  around  the  posterior  border  of  the 
stcmo-clcido-mastoideus,  and  then  ascends  upon  that  muscle 
parallel  with  the  external  jugular  as  far  as  the  parotid  gland, 
where  it  divides  into  an  anterior  and  a  posterior.  The  former  is 
distributed  to  the  integuments  over  the  region  of  the  parotid 
gland,  and  to  the  gland  itself,  connecting  with  the  facial  nerve 
and  with  the  external  car.  The  posterior  branch  pierces  the 
parotid  gland,  crosses  the  mastoid  process,  and  then  divides  into 
many  branches  which  are  spread  out  upon  the  posterior  region 
of  the  pinna,  and  the  integuments  of  the  side  of  the  head  and 
upper  neck. 

But  the  most  superficial  nerve  trunk  of  all,  in  this  region,  is 
the  occipitalis  minor,  which  arises  from  the  second  cervical 
nerve.  It  also  curves  around  the  posterior  border  of  the  sterno- 
cleido-mastoideus,  but  above  the  preceding  nerve,  and  ascends 
also  upon  that  muscle  parallel  with  its  posterior  border,  where  it 
is  easily  affected  by  tlie  electrode  ;  and  from  here  it  divides  and 
is  distributed  to  the  muscles  and  skin  of  the  region,  namely,  to 
the  occipito-frontalis,  attollcns,  and  attrahens  aurem,  &c. 

The  next  most  important  and  superficial  nerve  trunks  are,  the 
acromialis  and  the  clavicularis.  These  are  found  as  two,  or 
sometimes  three,  large  nerves,  which,  at  first,  proceed  from  the 
fourth  cervical  nerve ;  but  leaving  the  ganglion,  they  immediately 
subdivide  into  niunerous  branches,  all  of  which  pass  downwards 
over  the  clavicle,  and  are  distributed  to  the  integuments  of  the 
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upper  and  anterior  part  of  the  chest  from  the  sternii] 
shouldor ;  as  also  in  tlio  supra  clavicular  triangle.  The  more 
mnscutar  branches  from  the  third  and  fourth  cervical  go  to  the 
trapezius,  lei'ator  anguH  scajmlw,  and  rhomboidei  muscles.  J 

To  Slim  up  tlie  whole,  iii  this  region,  then,  the  most  marked! 
neuralgic  points  are  found,  first,  at  the  middle  of  the  side  of  llie  * 
neck  on  the  posterior  border  of  the  sterna  cleido-masloideus,  where 
these  several  up-running  nerve  trunks  emerge  to  become  supe^ 
ficial.     Next,  at  the  upper  and  lateral  pai-t  of  the  slemo-chido- 
mastoideus,  just  below  its  insertion,  and  about  on  a  level  witli. 
but  back  of,  the  lower  part  of  the  ear,  which  is  the  point  of  the 
first  superficial  bifurcation  of  the  occipitalis  minor  iicitc.     Next, 
we  find  a  neuralgic  point,  a  little  above  and  back  of  that,  a  little 
xmtside  of  the  first  vertebra,  which  is  the  emergence  of  the  trwak 
of  the  occipitalis  major  nerve.    Nest,  a  point  in  front  of,  or 
rather  anterior,  to  tliat,  and  just  a  little  back  of  the  ear,  where 
the  electrode  can  bo  placed  upon  the  jiosterior  aurirular  branch ; 
and  then,  again,  a  little  lower  down,  on  tlie  middle  of  the  upper 
portion  of  tlie  sterno-cleido-masloidcus,  where  it  rests  upon  the  an- 
ricttlaris  magnvs,  which  is  the  great  superficial  ascending  branch 
from  the  cervical  plexus.    Nest  is  a  neuralgic  point  on  the  antcrioi  ■ 
edge  of  the  lower  third  of  the  trapezius  muscle,  at  the  point  what 
the  spinal  accessory  nerve  gives  off  a  large  branch  to  the  extfi 
nal  surface  of  the  trapezius,  for  there  the  nerve  emerges,  r 
niug  downward  and  backward  over  the  lower  part  of  die  d 
pause  of  that  muscle.     Next,  at  and  about  the  pavilion  of  { 
ear,  and  at  the  mastoid   process ;    and,   finally,  at  about  t 
parietal  protuberance.     This  latter  is  a  neuralgic  region  of  tl 
peripheric  distribution  and  anastomosis  of  two  nen'ei 
another  such  region  of  surface  terminal  ramification  and  anast 
mosis  over  aiid  about  the  nuchie,  particularly  about  the  llin 
first  vertcbrse.     There  is  another  such  over  the  trapezius,  n 
is  distributed  the  spinal  accessory  branch ;  and  another  over  ti 
upper  and  anterior  part  of  the  neck,  and  peculiarly  so  in  ti 
supra  clavicular   triangle.      Indeed,  the   neuralgic   region  i 
peripheric  distribution  is  a  characteristic  of  all  wide-spreat 
superficial  nerves ;  while  neuralgic  points  appear  to  bo  li 
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to  the  trunks  of  nerves,  or  to  those  more  circumscribed  in  desti- 
nation. 

Since  the  Pneumogastric  nerve  trunk  is  most  superficial  here^ 
I  will  add  that  i\iQ  functions  of  this  important  nerve  are,  accord- 
ing to  M.  Longet,  as  follows :  — 

1.  From  its  orign  above j  as  far  as  the  superior  jugular  gan- 
glion, the  pncumogastric  is  exclusively  a  nerve  of  sensation. 

2.  The  stimulation  of  its  proper  fibres,  as  by  the  electricity,  at 
their  extremities,  has  especially  the  effect  of  inducing  the  reflex 
?wot;67we/i^5  of  deglutition,  chymification,  circulation,  and  respirar 
tion.  At  the  same  time  it  would  be  a  serious  error  to  suppose 
that,  if  the  excitor  influence  of  these  fibres  were  cut  oflF,  the 
reflex  motor  actions  would  necessarily  be  abolished. 

3.  Beloto  the  superior  jugular  ganglion  the  trunk  of  the 
pncumogastric  represents  a  mixed  nerve,  exercising  a  motor 
influence,  voluntary  on  some  organs,  involuntary  on  others. 
The  voluntary  power  it  owes  to  its  direct  motor  fibres  ;  the  invol- 
untary, to  the  indirect  before  enumerated. 

4.  The  sources  of  innervation  required,  to  maintain  the  func- 
tion of  an  organ,  are  multiplied  in  proportion  to  its  physiological 
importance.  Thus  the  organic  movements  of  the  lungs,  heart, 
and  stomach  are  influenced  by  motor  fibres  coming  from  numer- 
ous points  of  tlio  nervous  system.  It  is  the  same  with  the 
movements  of  deglutition,  and  with  the  respiratory  dilatation 
of  the  glottis  and  uterus. 

5.  The  anastomotic  branch  of  the  spinal  accessory,  which,  to 
the  exclusion  of  every  other  nerve,  presides  over  the  vocal  move- 
ments of  the  larynx,  only  represents  a  partial  motor  root  of  the 
pncumop:astric. 

G.  It  is  neither  correct  nor  rational  to  conclude  that,  because, 
in  the  absence  of  tliis  anastomotic  branch,  the  phenomena  of 
respiration,  circulation,  and  digestion  continue  in  animals,  the 
pncumogastric  nerve  must  be  mixed  at  its  origin.  The  internal 
branch  of  the  spinal  accessory  is  only  one  of  the  sources  through 
which  the  trunk  of  the  pncumogastric  receives  motor  filaments 
from  the  cerebro-spinal  centre.     (See  p.  477,  and  Appendix.) 


SvperficuU  Nerves  in  the  Cervico-BTOckial  Region. 

This  neuralgic  field  embraces  the  whole  arm,  hand,  and  shoul- 
der, up  to  the  occipito-cervical  neuronic  region  on  the  one  hand, 
as  just  described,  and 
to  the  dorsal  neu- 
ralgic region  on  the 
other.  Wo  said  that 
the  four  upper  cervical 
nerves  were  mostly  in 
Tolved  in  the  last  de- 
scribed region,  and  as 
such  ve  have  studied 
them ;  but  we  see  here 
tiiat  the  lower  four 
of  the  eiglit  cervical 
nerves,  together  with 
the  first  dorsal,  go  to- 
gether to  make  up  the 
starting  point  from  the 
spine  for  the  ereat  ^te-"' 
brachial   plexus ;   and 

1.  The  Hjpo-QI<n«al  Nerve. 
3.  Branches    comiDunicating;    with    the 
Quits  lot7  Nerre. 

3.  A  Branch  to  the  origin  of  the  Iljoid 

UuDciei. 

4.  The  Deicendens  Nnni  Nerre. 
fi.  The  Loop   formed  with  the  hranch 


cal  Nrrvi 

6.  HuacuUr  Branches  to  the  Depresaor 

Hoiclea  of  the  Larynx. 

7.  A  Fllunent  from  the  Second  Cercical 

Nerve  I  and, 
S.  A  Filament  from  the  Third  Cervicsl 

nnilinit  lo  form  the  communicating 

branch  with  the  Loop  from  the  De- 

Mendeni  Noni. 
9.  The  Auricular  Kerve. 

10.  The  Inferior  Dental  Nerve. 

11.  lU  Mylo-Hjoidian  BrftDch. 

88 


a  the 
OusUlorj  None. 

14.  TheChordaTympanileaTingtheOus- 
tatory  Nerve  to  join  th«  Sub-Mniil- 
lary  Ganglion. 

15.  The  8ub-Maiillary  Ganglion. 

16.  Pilamenta  of  communication  with  the 

Lingual  Nerve. 

17.  The  GloHo-PharyDgeal  Nerve. 

18.  The  Pneumogaairic  Nerve,    or    Par 

19.  The  Three  Upper  Cervical  Nerves. 

20.  The  Four  Inferior  Cervical  Nervea. 

21.  The  Firet  Dorsal  Nerve. 

22.  23.  The  Brachial  Plexus. 
24,  25.  The  Phrenic  Nerves. 
20.  The  Carotid  Artcrj. 

27.  Internal  Jugular  Vein. 
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hence  are  the  five  spinal  roots  of  the  nerres  of  the  arm  and 

hand. 

We  know,  then,  that  the  brachial  or  axillary  plexus  of  nerves 

is  formed  by  peculiar  communications  between  the   anterior 
branches  of  the  four  last  cervical  and  first  dorsal  nerves ;  the 
fifth  and  sixth  nerves  unite  to  form  a  common  trunk,  which 
soon  again  divides  into  two  branches  ;  the  last  or  eighth  cervical 
and  the  first  dorsal  likewise  unite,  and  soon  again  divide  into  two 
branches  ;  the  seventh  cervical  nerve  passes  outward  between  the 
two  just  described,  and  when  opposite  the  clavicle  it  divides,  and 
unites  both  with  the  one  above  and  the  one  below,  and  so  uniles 
the  whole ;  from  wliich  results  the  brachial  plexus.     This  plex- 
us is  broad  and  deep-seated  in  the  neck,  but  narrows  and  becomes 
superficial  as  it  descends  into  the  axilla,  and  then  again  en- 
larges some  at  its  lower  part,  where  it  divides  into  its  six  termi- 
nal brandies.    It  lies  under  the  two  scaleni  muscles,  between 
which  its  nerves  issue,  and  lower  down  it  is  found  placed  be- 
tween tlie  clavicle  and  sub-clavius  muscle  above,  and  the  first 
rib  with  the  first  serration  of  the  serratus  magnus  muscle  below. 
In  the  axilla  this  plexus  is  found  situated  by  its  outer  border, 
,  resting  against  the  tendon  of  the  sub-scapularis  muscle.     At  tliis 
point  it  completely  surrounds  the  axillary  artery  by  means  of  the 
two  branches  which  are  here  sent  off  to  form  the  nerve  niedianus. 
Now,  so  very  important  is  it  for  us  to  be  familiar  with  tlie  ana- 
tomical relations  of  the  nerves  of  tho  upper  extremities,  that  we 
must  patiently  review  all  the  more  important  branches  in  the 
hand,   arm,   and   shoulder.      Commencing,  then,  at  the  roots 
of  the  arm  nerves,   we  find  there   five  pairs  of  spinal  nerves, 
the   fifth,   sixth,   seventh,   and   eighth  cervical   and   first  dor- 
sal, whose  anterior  branches  convei-ge  to  form  the  great  arm 
plexus.     Tho  posterior  branches  of  the  five  pairs  in  question  are 
far  less  in  size  and  importance  than  the  anterior ;  nevertheless, 
these  small,  short,  and  abrupt  branches  possess,  here,  no  little 
interest  for  us.     They  at  first  set  out  merely  vertically  down- 
wards, and  then  turn  inwards  between  the  muscles  of  the  back, 
occupying  the  lower  cervical  and  upper  dorsal  region,  there 
throwing  branches  to  the  muscles  as  they  pass,  and  then  they 


HTPERfiSTHESIA.  447 

reach  the  surface  chse  along  the  spinej  and  are  reflected  out- 
ward, to  be  distributed  and  lost  in  the  integuments  of  the  spinal 
^region. 

The  larger  anterior  branches  of  these  first  five  converge  into 
the  brachial  plexus.  From  this  plexus  there  go  out  together 
six  terminal  branches.  These  may  be  considered  in  two  divis- 
ions ;  first,  the  humeral  branches,  or  those  that  are  found  on  the 
upper  arm  and  shoulder ;  second,  the  descending  branches,  or 
those  that  supply  the  forearm  and  hand.  Now,  nearly  all  these 
nerves  are  in  the  first  instance  motors,  i.  e.,  first  traversing  and 
supplying  the  muscles ;  but  tliey  terminate  by  very  many  cuta- 
neous branches  of  great  importance.  The  first  we  notice  are 
the  superior  muscular  nerves,  that  go  to  the  sub-clavius,  the  rhojn- 
boidy  and  the  levator  atiguli  snapulce  muscles.  The  next  arc 
the  short  thoracic  nerves,  (anterior,)  whicli  arc  two  in  number, 
and  supply  the  pectoralis  major,  entering  it,  however,  on  its  cos- 
tal surface,  and  send  twigs  to  the  deltoid,  as  also  to  the  deeper 
parts  oi  i\\(i  pectoralis  minor.  Next,  we  notice  the  long  thoracic 
nerve,  also  called  the  posterior  thoracic,  or  the  external  respira- 
tory of  Bell,  passing  down  behind  tlic  plexus,  but  upon  the  broad 
serratus  magnus  muscle  to  its  lowest  serrations,  where  and  in 
which  it  is  lost,  after  supplying  tlie  whole  muscle.  Then  we 
observe  the  supra-scapular  nerve,  descending  from  above  the 
clavicle  obliquely  outward  and  downward  to  the  supra-scapular 
notch ;  it  then  passes  through  the  notch,  crosses  the  supraspi- 
nous fossa,  beneath  only  the  supra-spinatus  muscle,  (mark  this!) 
and  then  passing  in  front  of  tlie  concave  margin  of  the  spine  of 
the  scapula,  it  enters  the  infra-spinous  fossa,  and  is  distributed 
to  the  muscles  suprorspinatus  and  infraspinatus.  Next  are  the 
sub-scapular  nerves,  two  in  number,  distributed  also  to  the  mus- 
cle sub-scapular  is.  And,  finally,  still  lower  down  on  the  shoul- 
der, we  find  the  '' inferior  muscular  nerves ;^^  they  are  only 
three  branches,  distributed  to  the  latissimus  dorsi,  and  the  teres 
major.     So  much  for  the  shoulder. 

On  the  upper  arm  we  notice  the  great  "  external  cutaneous  " 
nerve,  which  arises  first  in  common  with  the  median  nerve  from 
the  cervical  plexus,  pierces  tlie  coraco-brachialis  muscle,  and 
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passes  down  between  the  btcepi 

and  brac/mhs  anUcus  to  the 

~  oiit'^ide  of  tl  e  bond  of  the  el- 

~  bow     afti.r  Buppl3-ing  the  in- 

tegumei  t    tl  c  o   it  perforates 

Li     i  t.c  a  ai  d  d  vides  into  two 

s  I  rancl  es.   Thus  the 

1  c  tl  ecus  nerve  first 

[\       tl  e  Loraco-brachialis, 

•  the  bic  pi    and  brachialis  afr. 

ttcus  m  tl  e  111  per  arm,  and, 

a  tl  e   irUegTi  nentx   of  tho 

outer  or  radial  side  (.both  &•< 

dorsal  and  palmar)  of  the  for»v' 

arm,  from  the  elbow  to  tliS 

wrist,  giving  twigs  also  to  tin 

Bynovial    membranes    of    the 

wrist  joint. 

The  internal  nUaneous  nerrft 
of  tlio  arm  is  smaller,  ani 
passes  down  the  upper  arm  bj 
the  side  of  the  basilic  vein,  pT- 
ing  off  many  cutaneous  brauclt- 
««v«,  .i,o«„g ,«  Bn.oi^«  « lu.  *™.  gg  jjj  jjg  course.  At  about  the 
middle  of  the  upper  arm  it  comes  out  of  the  deep  fascia,  and 
divides  into  several,  all  of  which  pass  down  the  bend  of  the 
dhow,  iu  front  of  or  behind  the  viedian  basilic  vein,  and  descend 
in  the  course  of  the  palmaris  lortgus  muscle,  even  to  the  front 
of  the  wrist,  distributing  branches  to  the  integuments  iu  their 
course,  which  is  mainly  on  the  palmar  and  outer  margin  of 
the  forearm.  The  lesser  cutaneous  nerve  arises  from  the  great 
plexus,  and  is  lost  in  the  integuments  back  of  the  elbow,  givmg 
some  twigs  iu  its  course  to  the  middle  posterior  aspect  of  the 


1 

I 


ng.  Tl.   A  Tl«w  ef  Ibo  Bncbiol  p: 


P 


1, 1.  The  Scalenius  Antico.  Mu.de. 

e.  The  Thoracic  Nerves;  and  ju«  ib«Tt 

2,  2.  The  Great  Median  None. 

JB  »een    the  Thoraeic   Loop,  OM 

3.  The  Ulnar  Nerve. 
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BicepB  MuBcle. 

0.  The  Phreaic  Kcrve,  Tormed  from  UN 

lliird  and  Fourth  Cervicd. 
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upper  arm,  and  connects  with  the  first  external  intercosio- 
humertU  nerve.     (See  p.  477,  and  Appendix  G.) 

The  median  nerve  arises  also  from  the  axillary  or  brachial  plex- 
us, and  descends  along  the  upper  arm  hy  the  side  of  the  brachial 
artery,  to  the  inner  bend  of  the  elbow,  where  it  passes  between 
the  two  heads  of  the  pronator  radii  teres  and  fiexor  ivblimis 
digiiorum  muscles.  It  then  runs  down 
the  very  middle  of  the  palmar  face  of 
the  forearm,  between  the  flexor  subltmis 
and  profundus  muscles,  and  also  beneath 
the  annular  ligament,  then  into  the  palm 
of  the  hand,  and  so  on  to  the  palmar  sur- 
face of  the  fingers.  Thus  the  terminal 
twigs  of  the  median  nerve  supply  the 
important  "exquisite  sense  of  touch" 
to  the  pulp  of  the  hand  and  hngers.  It 
also  supplies  the  periosteum  about  the 
elbow  joint,  and  at  the  wrist  it  throws 
a  branch  around  on  to  the  posterior 
aspect  of  the  wrist,  where  it  joins  a 
ganglion  of  nerves  that  there  give  off 
nomeroas  small  branches  for  the  supply 
of  this  joint.  There  is  also  a  super- 
ficial palmar  branch  that  arises  from 
the  median  at  about  the  lower  fourth 
of  the  forearm,  that  crosses   over  the 


1.  Lower  Put  at  Ceplulis  Vein. 
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annular  ligament,  to  be  lost  on  tbe  skin  of  tlio  palm  of  tho  hand,^ 
and  over  the  ball  of  the  thumb.     As  tlie  principal  branch  of  tha'^ 
median  nerve  reaches  the  palm  of  Uie  Iiand,  I  should  have  said, 
it  spreads  out  flattened,  and  divides  tlicro  into  six  branches — 
one  muscular  and  live  digital.    The  muscular  brancb  goes  to  tha 
ball  of  the  thumb.     Tho  digital  branches  first  send  twigs  to  tho  J 
lumbricales  muscles,  and   then  become  thus  distributed:   twoi 
pass  outward  to  supply  the  palmar  sides  or  edges  of  the  thumb  Jn 
one  goes  to  tbe  radial  side  of  the  index 
or  fore  finger ;    one  ottier  divides  into 
four,   two   of  wliicli    go    to  supply  the 
neighboring  sides  of  the  index  and  mid- 
dle fingers ;  while  the  other  two  go  to 
supply  the  neighboring  sides  of  the  mid- 
dle and  ring  fingers;  so  that  the  outer 
side  of  the  ring  finger,  together  with  tho 
little  finger,  goes  unsupplicd  from  this 
source.      As   the  digital   nerves  course 
along  the  inner  lateral  side  or  edge  of 
the  fingers,   when  opposite  tho  base  of 
the  first  phalanx  each  nerve  gives  off 
a  dorsal  branch,  wliicli  runs  along  the 
border   of  the  dorsum  of  tho  fingers,   j 
Then,  very   near  the  extremity  of  tl»j 
finger,  each  digital  uei-ve  divides  again! 
into  two,  —  a  final  palmar  aud  a  dorsal 
branch, — the  former  supplying  tho  seiUi- 
enijibres  for  the  pulpy  integuments  of 
the  balls  and  tips  of  the  fiiigei-s,  while  the 
latter  supplies  the  root  of  tho  nail,  and  tlic 
structures  around  and  beneatli  it.     No 


The  Median  Nerve. 


ir  the  MiuiiulD.Spi- 


3.  Tbe  Ulnar  Nerve. 
i.  Diviiiau  of  the  Medisn  Nerve  in  the 
Film  to  the  Thumh,  Finl,  Sec- 


ond, and  Radial  Side  of  the  Thiid 
Finger.. 
DliiBioD  of  (he  rlDsr  Nerre  (o  the 
Ulnar  Side  of  ihe    Third,  ind  «. 
both  aides  of  the  Fourth  Finjief i. 


k 


451 


digital  nerve  ever  holds  any  communication  with  Us  fellow  on 
the  opposite  tide  of  the  finger ;  hence  eacli  gives  an  independent 
impression ;  in  effect,  this  arrangement  is,  as  it  were,  "  a  jury  of 
ten"  which  certainly  ought  to  give  far  more  uniform  and  reliable 
judgment,  than  if  every  each  were  influenced  by  his  fellow. 

The  ulnar  nerve  arises  also  from  the  brachial  plexus,  and 
passea  along  down  the  upper  arm  a  very  little  back  of  the 
median  nerre,  but  diverging  from  it  more  aud  more  until 
it  reaches  the  groove  between  tlie  internal  condyle  and  the  ole- 
cranon, and  crossing  upoti  tlie  internal 
liead  of  the  triceps  extensor.  Exactly  at 
the  under  and  back  part  of  the  elbow, 
this  nerve  is  quite  superficial,  lying  sup- 
ported by  the  inner  condyle  of  the  elbow 
joint,  against  which  it  is  easily  compressed, 
as  is  often  done  by  accident,  giving  riso 
to  the  thrilling  sensation  along  tlie  inner 
side  of  the  forearm  and  little  tinger, 
usually  ascribed  to  hitting  the  "  funny 
bone."  From  this  point  the  ulnar  nerve 
passes  between  the  two  heads  of  tlie  flesor 
carpi  vlnaris,  and  descends  along  the  in- 
ner side  of  the  forearm ;  crossing  the  an- 
nular ligament  at  tlic  wrist,  it  divides  into 
two  branches  —  the  supei'ficial  one  going 
to  the  fingers  by  tliree  terminal  branches  ; 
the  one  of  which  is  distributed  to  the  ul- 
nar side  of  the  little  finger ;  one  goes  to 
the  neighboring  borders  of  tho  little  and 
ring-  Sjigers,  and  a  filament  to  join  the 
palmar  median.  Tlie  deep  palmar  branch 
passes  between  the  abductor  and  fiexor        "<■  "■  *  ^'"  *>'  *■" 

•^       .      ,     „    .  ,  ,         ,  ,  ■"        .  SsiTMliithofliickofUnIo™- 

mintmi  aigtli,  to  the  deep  palmar  arch,      Kn,.ndu«id. 

1,1.  The  Ulnar  Nerve.  *.  The  Dorsilii  Carpi  — a  Branch  of 

S,  2.  The    Ramiu    ProfuDdui    Donalii  the  Radial  Mcrve. 

Nene.  8,  iS.  Digital   Nervea  — a    back  tibw   of 

3.  TermiaatioQ  of  Ihe  Nems  Cut><  them. 

DCOi  Humeri.  6.  Doiaal  Brincb  of  tbo  Ulnar  Nerre. 
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supplying  the  muscles  of  the  little  finger,  and  the  intcrosse^ 
and  other  deep  structures  in  the   ulnar   side   of  the  palm 
the  hand.     There  is  also  a  dorsal^  branch   of  the  uluar  uerro 
at  the  lower  tidrd  of  the  forearm,  that   passes  backward  be- 
neath the  tendon  of  the  flexor  carpi  vlnaris,  and  divides  into 
two  branches  which  sujiply  the  integument  along  that  side  of 
the  forcann,  besides  two  fingers  and  a  half,  on  their  posterit 
aspect.     Auotber  anastamatic  bnuich  of  the  ulnar  iiene  an; 
about  midway  down  the  forearm,  aiid  this  divides  into  two^ 
the  one  accooijiiinies  the  ulnar  artery,  the  other  pierces 
deep   fascia  outwards,   and   is   distributed   along    the   inl 
ment. 

The  musculo-spiral  nerve  is  the  largest  branch  of  the  bracliii 
plexus.     It  passes  downward  in  front  of  the  tendons  of  the  lai 
simtis  dorsi  and  teres  major  muscles,  then  winds  around  the 
humerus  in  the  spiral  groove  to  the  space  between  the  braehiaBt 
anticvs  and  strptnator  lan^us,  and  thoncc  downwards  to  the  bend 
of  the  elbow,  whore  it  divides  into  two,  the  posterior  interosset 
and  the  radial  nerve.     The  branches  of  the  great  muscufospin 
are,  first,  the  muscular,  which  are  distributed  to  tlio  triceps, 
the  supinator  longvs,  and  to  the  extensor  carpi  radialis  longiof^ 
Tlie  next  is  the  spiral  cvtaneous,  tliat  becomes  sujierficial  ji 
below  the  insertion  of  the  deltoid  muscle,  and  this  passes  dow*' 
the  outer  side  of  the  arm  aiid  forearm  as  far  as  the  wrist,  and 
is  lost  in  the  integument.     Tlie  next  hraucli  forms  the  radioi 
nerve,  which  runs  along  the  radial  side  of  tlie  forearm  to  the 
beginiiiug  of  the  lower  third  of  it ;  and  here  it  iiagses  bcneal 
the  tendon  of  the  supinator  lon^is,  but  at  about  two  inch( 
above  the  wrist  joint  it  comes  out  again,  piercing  the  deep  fascil 
and  dividing  into  two  branches.     The  e.xternal  of  these 
tributed  to  tlie  upper  and  outer  or  radial  border  of  the  hi 
and  thumb.   The  uiternal  branch  crosses  obliquely  on  the  doi 
of  the  tensor  tendons  of  the  thimib,  and  divides  into  several  fill 
ments  for  the  supply  of  the  ubiar  border  of  the  tlmmb,  the 
al  border  of  tlie  index  finger,  an<l  the  neighboring  borders  of  tJM 
index  and  middle  fingers.     The  posterior  interosseous  branch 
separates  from  the  radial  at  tlie  boud  of  the  elbow,  as  eooo  as 
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it  leaves  the  parent  trunk,  pierces  the  supinator  brevis  muscle, 
and  emerges  from  its  lower  border  rather  on  the  posterior  of  the 
forearm,  where  it  divides  into  two  branches,  which  supply  the 
whole  of  the  muscle  on  the  posterior  aspect  of  the  forearm. 
The  longest  branch  of  this,  called  the  ramus  profundus  dorsalis 
nerve,  descends  to  a  little  below  the  posterior  aspect  of  the 
wrist,  where  it  forms  a  large  gangliform  swelling,  (as  often 
observed  in  nerves  that  supply  joints,)  and  fi*om  which  numer- 
ous branches  are  distributed  to  the  wrist  joint. 

The  circumflex  or  axillary  nerve,  arising  from  the  brachial 
plexus,  also  passes  downwards,  but  over  the  border  of  the  sub- 
scapularis  muscle,  then  winds  around  the  neck  of  the  humerus, 
and  divides  into  numerous  branches,  which  supply  the  muscle 
deltoideus.  The  branches  of  the  circumflex  nerve  are  both  mus- 
cular and  cutaneous.  The  muscular  branches  go  to  the  sub- 
scapularis,  teres  major^  latissimus  dorsij  and  the  deltoid  mus- 
cles. The  cutaneous  branches  pierce  the  deltoid  muscle  after 
traversing  its  fleshy  fibres,  and  are  lost  in  the  integument  of  the 
shoulder.  One  of  these,  which  is  the  largest,  (cutaneus  brachii 
superior ^^  winds  around  the  very  posterior  border  of  the  deltoid^ 
and  divides  into  many  filaments,  which  pass  in  a  radiating  direc- 
tion across  the  back  of  the  shoulder,  and  are  lost  in  the  skin  of 
those  parts,  and  particularly  over  the  upper  region  of  the  deltoid. 

The  neuralgic  points  then,  most  to  be  noticed  are,  first,  the 
terminal  cutaneous  nerve  region  of  the  posterior  branches  along 
the  lower  cervical  and  spine  muscles.  Second,  a  neuralgic  spot 
over  the  spine  of  the  shoulder  blade,  where  the  supra-scapular 
nerve  branch  passes  in  front  of  the  concave  margin  of  the  scap- 
ula^ to  enter  the  infra-spinous  fossa.  Third,  a  neuralgic  spot 
close  under  the  outer  end  of  the  clavicle^  where  lies  the  lower 
end  of  the  great  brachial  plexus.  Another  spot  in  the  upper 
atUerior  axilla.  Another  on  the  inner  anterior  neck  of  the 
humerus^  where  the  several  large  nerve  trunks  for  the  arm  first 
leave  the  great  plexus^  and  here  become  superficial^  which  makes 
tliem  at  once  liable  to  neuralgia,  but  also  accessible  to  the  elec- 
trodes. Fourth,  a  neuralgic  spot  on  the  pectoralis  major  muscle, 
where  the  loops  of  the  anterior  thoracic  nerves  are  lost  in  its 
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upper  fibres.  Fifth,  a  neuralgic  spot  quite  on  the  side  of  the 
chesty  and  just  by  the  anterior  edge  of  the  serratus  muscle, 
where  the  long  thoracic  nerve  trunk  (external  respiratory 
of  Bell)  is  superficial  on  its  way  to  the  farthest  serrations  of 
this  great  respiratory  muscle.  Sixth,  a  neuralgic  spot  imme- 
diately  at  or  beloxv  the  insertion  of  the  deltoid  muscle  into  the 
humerus,  where  the  spiral  cutaneous  nerve  emerges  to  become 
superficial.  Seventh,  a  neuralgic  spot  over  the  border  of  the 
sulhscapularis  muscle,  extending  to  the  posterior  pwtion  of  the 
deltoid,  where  the  terminal  branches  of  the  axillary  or  circum- 
flex nerve  are  lost  in  the  integuments  and  superficial  fleshy 
fibres  of  that  region.  Eighth,  a  neuralgic  spot  on  the  middle 
of  the  posterior  aspect  of  the  upper  arm,  where  the  lesser  cutar 
neous  nerve  of  Wrisberg  emerges  and  becomes  superficial. 
Ninth,  a  neuralgic  spot  along  the  inner  border  of  the  whole 
upper  arm,  but  more  particularly  at  a  point  just  above  the  bend 
of  the  elbow,  and  by  the  inner  side  of  the  tendon  of  the  biceps 
muscle,  where  the  great  medianus  nerve  trunk  becomes  most 
superficial.  Tenth,  a  neuralgic  spot  on  the  dorsal  and  radial 
aspect  of  the  wrist  and  hand,  where  the  dorsalis  carpi,  which  is 
also  known  as  the  dorsal  branch  of  the  radial  nerve,  mounts 
obliquely  upon  the  extensor  muscle  of  the  thumb,  and  runs 
along  superficially  to  the  back  of  the  thumb  and  fore  finger. 
There  is  another  liable  to  be  a  painful  spot  at  the  back  of  the 
wrist  joint,  over  the  nerve  ganglia  there ;  but  this  is  not  so 
frequently  neuralgic,  as  rheumatic.     (See  p.  477,  Note  B.) 

Superficial  Nerves  in  the  Dorso-Intercostal  Region, 

There  are  twelve  dorsal  nerves  on  each  side  of  the  body :  tlie 
first  or  upper  one  leaves  the  si)ine  between  the  first  and  second 
dorsal  vertebrae ;  the  last  or  lowest  one  from  between  the  twelfth 
dorsal  and  first  lumbar  vertebrae.  These  are  distributed  to  the 
back,  sides,  and  front  portions  of  the  body,  both  supplying  the 
muscles  and  skin  from  the  shoulder  above,  to  the  crest  of  the 
ilium  below.  This  maps  out  the  whole  field  of  what  is  desig- 
nated as  Dorso-intercostal  Neuralgia, 
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As  each  dorsal  nerve  root  escapes  from  its  inter-vertebral 
foramen  in  a  downward  and  outward  direction,  the  trunk 
immediately  divides  into  two  main  branches,  much  as  we  have 
seen  in  the  eight  above ;  the  one  is  called  the  dorsal  or  back 
branch,  while  the  other  constitutes  the  true  intercostal  nerve. 
The  short  posterior  dorsal  branches  pass  directly  out  backward, 
first  distributing  to  the  back  muscles,  and  even  to  the  deep 
erector  spince;  they  then  terminate  profusely  in  the  integument 
of  this  middle  portion  of  the  back,  and  even  in  the  intcgimient 
of  the  lumbar  region  in  and  near  the  middle  line  ;  so  also  some 
external  branches  are  distributed  to  the  skin  and  fascia  ui)on  the 
sides  of  the  lumbar  and  gluteal  region. 

The  twelve  intercostal  nerves,  after  receiving  a  filament  each 
from  the  adjoining  ganglia  of  the  sympathetic,  pass  separately 
forward,  running  along  in  the  intercostal  spaces  between  the 
ribs,  supplying  the  muscles  as  they  pass,  some  terminating 
at  the  anterior  termination  of  the  intercostal  space  near 
the  sternum;  at  this  point  the  longer  branches  pierce  the 
intercostal  and  pectoral  muscles,  then  turning  more  down- 
ward and  outward,  are  distributed  to  the  integument  of  the 
mamma,  and  over  the  front  of  the  chest.  Those  lower  down, 
which  are  situated  between  the  false  ribs,  pass  behind  the 
costal  cartilages,  and  then  outward  between  the  muscles  trans- 
versalis  and  the  obliqutis  itUernus,  then  supplying  the  rectus 
abdominis  muscle,  and  the  integuments  over  the  front  of  the 
abdomen.  The  first  and  last  dorsal  nerves  come  short  of  all 
this  distribution.  The  branches  of  each  intercostal  nerve  are, 
first,  a  muscular  branch,  (which  has  no  cutaneous  twigs ;)  and, 
second,  a  cutaneous  branch,  which  is  given  off  to  become  super- 
ficial at  about  the  middle  of  the  arch  of  each  of  the  ribs.  The 
cutaneous  branches  of  the  upper  three  intercostal  nerves  are  not 
distributed  on  the  body,  but  rise  to  radiate  on  the  back  of  the 
upper  arm,  and  hence  are  called  the  intercosto-Jiumeral  nerves. 
One  of  these  is  of  a  large  size,  and  is  widely  distributed  over  the 
integuments  of  the  back  and  inner  aspect  of  the  upper  arm,  as 
far  down  as  the  elbow.  Another  smaller  branch  is  distributed 
to  the  integument  of  the  extreme  tip  of  the  shoulder.    One 
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other  filament  can  be  traced  to  the  skin  and  fascia  of  the  mamma. 
The  cutaneous  branches  oi  the  fourth  anijifth  intercostal  nerves 
send  anterior  twigs  to  the  integument  of  the  mammary  gland, 
and  posterior  twigs  to  the  scapular  region  of  the  back.  Then 
the  cutaneous  branches  of  the  remaining,  or  lower  seven  inter- 
costal nerves,  arrive  at  the  surface  from  between  the  ser- 
rations of  the  serratus  magnus  muscle  above  and  the  external 
oblique  below,  and  these  spread  both  backward  and  forward  to 
all  the  surface  of  this  anterior  and  lateral  portion  of  the  body. 
But  the  cutaneous  branch  of  the  last  dorsal  nerve  is  remarkable 
for  its  size,  and  its  ready  response  to  the  electrode.  It  pierces 
the  internal  and  external  oblique  muscles,  and  at  once  becomes 
superficial ;  then  crossing  the  superior  crest  of  the  ilium,  it  is 
thrown  into  the  integument  over  the  dorsum  of  the  ilium  and 
of  the  gluteal  region  even  as  low  down  as  the  trochanter  m^ijor. 

To  sum  up,  then,  we  find  the  nde,  as  first  laid  down  by  Dr. 
Valleix,  that  there  are  in  each  dorsal  nerve  three  principal 
points,  —  i.  e.,  that  one  is  a  point  of  "  emergence,"  one  of 
"superficial,"  and  one  of  "distribution."  The  fii-st  is  along 
the  side  of  the  spine  over  the  intervertebral  foramen,  the  second 
on  the  middle  arch  of  the  ribs,  and  the  third  along  the  side  of 
the  sternum  and  linea  alba. 

The  first  series  of  neuralgic  points  in  the  dorsal  region,  are 
found  along  the  side  of  the  spine,  over  the  spot  where  these 
nerves  emerge,  which  is  about  one  inch  from  the  side  of  the 
spinous  process.  The  second  neuralgic  spot^  here,  is  found 
along  the  back  muscles,  where  arc  distributed  to  the  skin  all 
those  sliort  terminal  twigs  of  the  posterior  branches  of  the  dorsal 
nerves.  The  third  great  neuralgic  spot^  or  spotSy  are  found  over 
the  middle  of  each  intercostal  space  ;  that  is,  at  about  the  most 
prominent  bend  of  tlie  ribs,  wiicre  the  cutaneous  branch  bifurcates 
to  become  superficial.  The  fourth  neuralgic  spot  is  found  but 
a  little  to  either  side  of  the  sternum,  or  linea  alba,  where  the 
terminal  twigs  of  all  tlie  intercostal  nerves  become  sub-cuta- 
neous, and  are  reflected  backward  and  forward  over  the  in- 
tegument, through  all  that  region :  particularly  is  this  so  just 
under  or  below  the  mamma ;  and  that  is  far  more  frequently 
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observed  an  the  left  than  on  the  right  side.  Another  particular 
spot  so  abundantly  supplied  with  surface  filaments  is  over  the 
r^icn  of  the  stomach,  the  pain  there  being  more  frequently 
ascribed  to  that  viscus ;  another  is  near  the  umbilicus,  and  the 
pain  there  is  often  ascribed  to  the  underlying  bowels.  The 
fifth  neuralgic  spot,  in  tliis  field,  is  that  just  over  tlie  upper  and 
anterior  part  of  the  crest  of  the  ilium,  where  the  last  great  cuta- 
neous  branch  of  a  dorsal  nerve  emerges^  so  that  its  trunk  is  there 
superficial,  lying  on  the  external  oblique  muscle,  to  cross  over 
to  the  dorsum  of  the  ilium,  and  be  broadly  radiated  in  tlie  in- 
tegument over  the  great  glutei  muscles.     (See  Appendix  F,  G.) 

Nerves  of  the  LumbO' Sacral  and  Abdominal  Region. 

In  this  neuralgic  field  we  have  to  look  at  the  remaining  lower 
eleven  pairs  of  spinal  nerves.  Five  of  these  are  lumbar ^  while 
six  pairs  are  sacral.  From  the  lumbar  nerves  results  the  great 
lumbar  plexus;  from  the  latter,  the  sacral  plexus;  then  from 
these  result  the  great  nerve  trunks  of  the  lower  limbs.  But 
here  we  will  confine  our  anatomical  review  to  the  "  pelvic  re- 
^on,"  including  the  five  lumbar  vertebrae,  the  sacrum,  and  the 
sides  of  the  pelvis,  the  lower  part  of  the  abdomen,  and  the 
genital  organs. 

Each  of  the /it  lumbar  nerves ^  as  they  leave  the  intervertebral 
foramen,  communicates  first  with  the  lumbar  ganglia  of  the 
sympathetic,  and  then  the  anterior  branch  of  each  of  them  passes 
obliquely  outward  and  downward  back  of  the  psoas  magnus  mus- 
cle, but  imderneath  or  in  front  of  the  quadratus  lumborumj  to  both 
of  which  it  sends  a  nervous  supply.  The  first  posterior  lumbar 
branches  pass  directly  backward  from  between  the  transverse 
processes  of  the  vertebrae,  and  here  each  divides  into  two.  The 
internal  of  these  first  supplies  the  muUifidus  spince^  and  the  inter- 
spinaleSy  then  becomes  cutaneous,  and  supplies  the  integument 
of  the  "  hollow  of  the  back,"  or  lumbar  region,  on  or  near  to  the 
middle  line.  The  external  twigs  of  these  posterior  branches 
anastomose  frequently,  and  so  form  loops,  and  after  supplying 
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the  muscles,  they  pierce  tho  sacro-lumbalis  outward,  to 
the  inlegitment  of  the  lumbar  and  upper  Gacral  region,  to 
these  also  arc  finally  distributed.  The  longer  branches 
primitive  five  anterior  nerve  trunks  tliat  branch  off  while  be- 
tween the  fiat  surfaces  of  ths  psoas  magnus  muscle,  which  Wts 
beneath  or  beyond  thcni,  on  tiie  one  hand,  and  tho  guadraiut 
lumborum,  that  is  over  them,  on  the  other,  also  form  numerous 
anastomoses  and  loops,  which,  together  with  the  last  dorsal,  cou- 
stitute  there  the  lumbar 
plexus.  From  tliis  plexus 
there  go  out  eereral 
branclicH  that  very  partita 
ularly  interest  us  here. 

The  first  are  tlie  muteulo- 
nitaaeous  wertes,  which 
arc  two  in  iinmher,  and 
known  as  the  Hio-scrottd, 
and  the  ilio  -  in^ixal. 
These  pass  together,  and 
mostly  from  the  upper 
lumbar  ner\es  to  the  mid- 
'Uc  of  tho  crest  of  the 
i/ium,  and  tlicre  piercuig 
llic  Iranxvrrsalis  muscle, 
ilii'v  each  give  off  a  cuB- 
[■inis  branch  that  passes 
ovor  and  out,  to  he  losi 
Mbcwmg  iho  BnociM  or  lb*  ibmiu^!    ^       In  tho  lutcguments  of  llie 
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upper  and  back  portions  of  the  hip.  The  main  trunk  of  the  mus- 
culo-cutaueous  then  winds  along  the  crest  of  the  ilium  between 
the  transversalis  and  the  internal  oblique,  and  at  this  point  it 
divides  into  two  branches  —  the  abdominal  and  the  scrotal.  The 
abdominal  branch  runs  forward  parallel  with  the  last  dorsal  or 
intercostal  nerve,  to  near  the  rectus  muscle,  and  supplying  the 
muscles  in  its  course,  it  then  is  distributed  finally  in  the  integ- 
ument of  the  mons  pubis  and  the  folds  of  the  groin.  The  scrotal 
branch,  after  communicating  with  the  inferior  musculo-cutaneous 
nerve,  passes  forwrard  to  the  abdominal  ring.  It  then  pierces 
the  cremaster  muscle,  and  accompanies  the  spermatic  cord  in 
the  male,  and  the  round  ligament  in  the  female,  to  be  distril> 
uted  to  the  integument  of  the  scrotum  or  the  external  labium. 
Such  is  the  distribution  of  the  ilio-scrotal  nerve.  The  other 
musculo-cutaneous  nerve,  viz.,  the  ilio4ngniinaly  passes  at  first 
obliquely  across  the  quadratus  lumborum,  below  the  former 
nerve,  to  the  anterior  superior  spinous  process  of  the  ilium,  rest- 
ing in  its  course  upon  the  iliac  fascia ;  but  here  it  pierces  the 
fascia  and  muscle  of  the  transversalis  outwards,  and  connecting 
with  the  scrotal  branch  of  the  ilio-scrotal  nerve,  it  passes  along 
the  spermatic  canal  with  the  spermatic  cord,  to  be  distributed 
with  it. 

The  genitO'Crural  nerve  proceeds  mostly  from  the  second  lum- 
bar, and  passes  downward  and  forward  on  the  psoas  muscle  to 
Poupart's  ligament,  and  divides  there  into  two  main  branches  — 
the  genital  and  the  crural.  The  genital  branch  (spermaticus 
seu  pudendus  extemus)  arrives  at  the  internal  abdominal  ring, 
and  descends  along  the  spermatic  canal,  lying  behind  the  cord 
to  the  scrotimi,  where  it  branches  off  to  supj)ly  tlie  spermatic 
cord  and  cremaster  muscle  in  the  male,  and  the  round  ligament 
and  external  labium  in  the  female.  Thus  the  scrotiil  branch 
of  the  musculo-cutaneous  nerve  and  the  genital  branch  of  the 
genito-crural  nerve  together  supply  those  important  parts.  At 
the  abdomuial  ring,  the  genital  branch  sends  off  a  largo  twig 
to  the  integument  of  the  groin.  The  crural  branch  of  the 
genito-crural  goes  to  the  thigli,  and  will  there  be  considered. 

We  now  come  to  the  last  six  of  the  thirty-one  pairs  of  spinal 
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nerves.  Tliese  six  pairs  are  known  as  the  sacral  nerves.  The 
upper  one,  called  the  first,  escapes  from  the  vertebral  canal 
through  the  first  foramen  in  the  sacral  bone ;  the  second,  third, 
and  fourth  through  their  foramina ;  the  two  last  from  between 
the  sacrum  and  the  coccyx.  These  anterior  branches  interlace 
among  themselves,  and,  with  the  lumlx>-sacral,  go  to  form  the  sa- 
cral plexus.  Then  from  it  are  sent  off  to  this  neuralgic  region  the 
visceral  nerves^  which  are  in  some  three  or  four  large  branches, 
and  arise  mostly  fi*om  the  fourth  and  fifth  sacral  foramina ;  these 
ascend  iipr)ii  the  side  of  the  rectum  and  the  urinary  bladder;  in 
the  finnale  upon  the  side  of  the  rectum,  the  vagina,  and  the 
bladder.  The  mtiscidar  nerve  branches  go  to  the  levator  am 
muscle  ;  the  hemorrhoidal  nerve  passes  through  the  two  ischiatic 
openings,  and  goes  to  the  terminal  portion  of  the  rectum ;  also 
supplying  tlie  sphincter  ani  muscle y  and  the  integument  just 
about  the  aiuis. 

The  internal  pudic  nerve  arises  from  the  lower  part  of  the 
sacral  plexus,  passes  out  of  the  pelvis  through  the  great  sacro- 
ischiatic  foramen,  below  the  j)yramidalis  muscles,  and  divides 
into  two  branches.  Tlie  upj)cr  one  {dorsalis  penis^  turns 
under  and  upwards  to  ascend  along  the  posterior  surface  of 
the  ramus  of  the  ischium,  and  witli  the  arteria  dorsalis  j^ems 
goes  to  the  glands,  in  which  it  is  distributed.  At  the  very  root 
of  the  organ  this  nerve  gives  off  a  cutaneous  brancli,  which  runs 
along  its  side,  giving  branches  to  the  corpus  cavernosum^  and 
then,  with  its  fellow  of  the  opj)()sitc  side,  supphes  the  integu- 
ment of  the  ui)i)er  two  thirds  of  the  penis  and  prepuce.  The 
interior  l)ranch  of  the  pudic  nerve  divides,  while  in  the  peri- 
neum, into  tliree  prineijjal  twigs.  The  one  ascends  ujion  the 
outer  side  of  the  crus  penis^  and  is  lost  in  the  scrotum.  A 
second,  called  the  superficial  perineal  branch,  gives  twigs  to 
the  scrotum,  to  the  integument  of  the  imdcr  ])art  of  the  penis, 
and  to  the  prepuce.  The  third  branch,  called  the  bulbo-urethral 
nerve,  sends  twigs  to  the  sphincter  ani,  transversus  perineij  and 
to  the  arcclcrator  urinrc,  and  then  terminates  by  profusely  rami- 
fying the  corpus  spongiosum.  In  the  frniale,  these  branches  of 
the  internal  pudic  nerve  are  distributed  to  the  parts  analogons 
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to  those  of  the  male.  There,  the  superior  branch  supplies  the 
clitoris,  whUe  the  inferior  goes  to  the  vulva  and  parts  in  the 
perineum.     (See  Appendix  E.) 

The  lesser  ischiatic  nerve  passes  out  of  the  pelvis  with  the 
internal  pudic.  One  of  its  cutaneous  branches  curves  around 
the  tuberosity  of  the  ischium,  ascends  to  the  scrotum,  and  there 
divides.  One  branch  is  distributed  to  the  inner  surface  of  the 
scrotum,  and  to  the  testis.  The  external  branch  goes  to  its 
outer  side,  and  both  terminate  in  the  integument  of  the  under 
border  of  the  penis,  or,  in  the  female,  to  the  vulva. 

To  sum  up,  then,  we  find  that  the  lumbar  nerves  give  some 
large  posterior  branches^  which  are  distributed  to  the  loins, 
the  sacrum,  and  nates;  also,  that  the  three  musculocutaneous 
branches  give  off  those  that  go  to  the  muscles  of  the  lower 
abdomen,  to  the  folds  of  the  groin,  and  to  the  scrotum  or 
pudendum ;  another  branch  to  the  integument  of  the  lower 
abdomen,  and  another  to  the  skin  of  the  upper  and  inner  thigh. 
A  genito-cmral  nerve-branch  also  goes  to  the  integument  of  the 
scrotum,  the  groin,  and  the  tliigh.  Then  the  sacral  nerves  give 
branches  to  parts  in  the  vicinity  of  the  coccyx ;  also  posterior 
branches  to  ramify  the  muscles  and  integuments  of  the  nates. 
Of  these  are  the  hemorrhoidal  nerves  to  the  rectum,  the  vesical 
to  the  bladder,  the  uterine  and  vaginal  nerve  branches*  to  the 
vagina  and  uterus.  A  branch  of  the  inferior  gluteal  goes  to  the 
perineum^  and  tlie  integuments  of  the  posterior  parts  of  the 
thigh.  Then  there  is  the  pudic  nerve  to  the  perineum,  and  to 
the  penis,  or  vulva. 

The  most  important  neuralgic  spots  in  this  region  are,  first, 
a  series  of  points  along  the  side  of  the  spinous  processes^  and 
but  a  little  removed  from  the  median  line  where  the  posterior 
branches  of  the  lumbar  and  sacral  nerves  emerge  from  their 
bony  passage  —  the  former  pierce  the  lumbo-sacralisj  to  become 
distributed  to  the  integument  over  them ;  and  again,  a  neu- 
ralgic extent  along  and  near  to  the  median  line  over  their 
ultimate  cutaneous  distributions ;  and  again,  a  neuralgic  spot 
at  the  posterior  part  of  the  crest  of  the  ilium,  where  some  of 
the  lumbar  branches  pass  over  its  edge  very  superj&cially,  and 
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almost  yerticallj,  to  be  distributed  to  the  skin  and  superficial 
fascia  of  the  gluteal  region.  Next,  we  find  a  neuralgic  spai  at 
tbe  bighest  and  middle  point  on  the  crest  of  tlie  ilium,  where 
the  great  musculchcutaneous  nerve  gives  off*  a  large  superficial 
branch. 

Next,  there  is  a  neuralgic  point  at  the  anterior  superior 
spinous  process  of  the  ilium,  above  the  groin,  where  the 
musculchcutaneous  nerve  gives  off*  its  abdominal  branch,  which 
is  distributed  to  the  mons  pubis^  the  folds  of  the  groin;  and 
near  here,  too,  the  scrotal  branch  anastomoses,  which  is  very 
liable  to  be  a  neuralgic  spot.  Another  very  liable  point  is  at 
the  external  abdominal  ring^  (which  may  extend  along  the 
course  of  the  spermatic  cord,)  where  the  scrotal  nerve  branch 
emerges  from  under  the  crcmaster  muscle  to  accompany  the 
spermatic  cord  in  the  male,  and  the  round  ligament  in  the 
female,  then  to  be  finally  distributed  in  the  integument  of  the 
scrotum  of  the  former,  or  in  the  external  labium  in  the  latter. 
Tlie  ifio-scrotal  nerve  also  is  often  neuralgic,  and  excessively 
painful  along  the  course  of  it  from  the  abdominal  ring  to  the 
groin.  But  perhaps  the  most  frequently  neuralgic  spot  we  find 
in  this  region  is  that  over  the  internal  abdominal  ring,  where 
the  genito-crura  nerve  comes  out  a  very  little  below  PovparPs 
ligament;  from  there  this  nerve  descends  to  be  ultimately  dis- 
tributed to  the  skin  and  fascia  on  the  top  and  front  asiM?ctof 
the  tliigli  as  far  as  half  way  down  to  the  knee.     (Sec  B,  E.) 

Rule, — In  treating  these  painful  points  and  regions,  bep^in  tlio 
seance  with  the  positive  electrode  placed  at  or  above  the  highest 
painful  point,  while  the  negative  is  below  or  beyond  the  lowest 
site  of  pain ;  then  move  the  positive,  from  minute  to  minute, 
towards  the  negative,  until  it  is  beloio  the  lowest  site  of  pain. 

Nerves  of  the  Sciatico-Fe moral  Neuralgic  Region. 

Tliis  simply  embraces  the  lower  limb.  We  have  here  then 
but  two  great  nerve  trunks  to  consider,  viz.,  the  femoral  nerve^ 
(crural,)  on  the  inner  and  anterior  aspect  of  the  limb,  and  tbe 
great  ischiatic  (sciatic)  nerve,  on  the  posterior  and  outer  aspect 
of  the  limb.  The  roots  of  these  two  great  nerves  are  inter- 
pelvic,  arising  from  the  lumbar  and  sacral  plexuses ;  and  as  the 
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anterior  or  femoral  nerve  epriiigs  mostly  from  the  lumbar  plexus, 
we  will  review  this  first.  Tlits  nerve  is  the  largest  branch  From 
tiie  lumbar  jjexas ;  it  emerges  beueatli  Foupart's  ligament  into 
tbe  thi^,  just  above  the  groin,  whore  it  is  ilattcuod,  but  imme- 
diately subdivides  uito  a  great  number  of  branches,  almost  all 
of  which  are  superficial.  Of  its  first 
branches  are  the  cutaneous  nerves,  two  in 
number,  which,  after  perforating  the  sar- 
torius  muscle,  and  there  giving  filaments, 
pierce  tile  fascia  lata,  and  ai-c  tiieii  dis- 
tributed to  the  integuments  of  tlie  ante- 
rior inner  aspect  of  the  thigli,  over  its 
middle  and  lower  part,  even  do»  ii  to  the 
inner  side  of  tiie  knee.  Tbo  inoit  '•uper- 
ficdal  branch  is  tiie  perforans,  that  comes 
out  of  tlie  upper  part  of  the  sartorEus,  and 
there  communicates  with  the  gemto-crural 
iierve,  then  divides  into  many  branches, 
which  supply  the  surface  of  tlic  anterior 
and  outer  aspect  of  the  limb  as  far  as 
the  patefla.  Another  branch  coincH  out 
of  tlie  fascia  lata  at  the  lower  third  of 
the  thigh,  and  descends  over  the  inner 
condyle  of  tlie  knee  joint,  and  curves  for- 
ward around  to  the  front  of  tlie  knee, 
terminating  just  Iwlow  the  patella.  Be- 
sides these,  there  is  an  important  surface 
branch,  derived  from  the  muscular  branch 
that  supplies  the  vastus  exlernus  muf^tlc, 
which  is  found  radiated  to  the  integ- 
uments over  the  outer  side  of  the  lower 
third  of  the  thigh.    The  muscular  branches 
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go  to  the  muscles  on  the  anterior  of  the  thigh,  as  to  the 
rectus  femoris,  the  vastus  exlemvs  to  the  crurtEus,  aiid  a 
loug  brauch  to  the  vastus  itUernus ;  and  from  this  nerve 
large  filaments  go  to  the  periosteum  about  tlie  knee,  aiid 
to  the  knee  joint.  We  see  that  the  sartorius  receives  its 
supply  from  cutaneous  twigs.  The  branch  to  the  femoral 
sheath  enters  it  at  once  near  the  groin,  and  there  surrounds 
the  femoral  artery  and  vein,  and  the  profoundcr  vessels;  some 
of  these  ro-unito  and  escape  from  the  saphenous  opciiiog  to 
pass  downwards  with  tbat  vein ;  others  are  distributed  to  the 
adductor  muscles,  and  connect  with  the  long  saphenous  aerve. 
The  shnrt  saphenows  nerve,  descends  on  the  inner  border  of  the 
sartorius  to  the  lower  tbird  of  the  thigh,  and  is  lost  about  the 
knee  joint;  but  one  branch  accompanies  the  femoi-al  vessels  to 
the  point  opposite  the  termination  of  tlio  femoral  art«ry,  where 
it  divides  and  anastomoses  with  otiicr  nerves,  as  the  obturator, 
&c.,  so  as  to  fonn  there  a  plexus,  and  from  this,  branches  ramify 
the  integument  upon  the  internal  and  posterior  aspect  of  the 
lower  thigh.  The  long  saphenovs  nerve,  (^cutaneus  iniemus 
/nngi/s,)  after  leaving  tlie  femoral  nerve  trunk,  accompanies  &.t 
femoral  artery  to  tlic  aponeurotic  canal  formed  by  the  adductor 
hngus  and  the  vastus  itUernus  muscles.  It  here  quits  the  ar- 
tery, passes  between  the  tendons  of  the  sartorius  and  gracHis 
muscles,  descends  along  the  inner  side  of  the  leg  down  to  tlie 
front  of  the  inner  anklo,  and  is  distributed  to  the  integumonl 
over  the  inner  side  of  the  fool,  as  far  as  the  great  toe.  But 
there  is  first  a  tibial  cutaneous  branch  from  this,  that  branches 
off  a  little  above  tlie  internal  condyle  at  the  knee,  and  passes 
down,  giving  a  constant  supply  of  surface  twigs  over  tho 
inner  aspect  of  the  leg,  even  to  tlio  ankle ;  also  another  short 
branch  that  supplies  tho  synovial  membrane  of  the  knee  joint; 
also  another  that  supplies  lirst  the  integument  over  and  about 
the  patella  and  around  the  knee ;  then  the  skin  and  fascia 
on  tlie  front  and  outer  aspect  of  the  leg  as  far  down  as  the 
ankle  ;  and  lastly,  some  cutaneous  branches  that  come  off  from 
the  long  saphenous  a  little  below  the  knee  to  supply  the  integ- 
ument on  the  inner  side  and  front  of  the  leg  and  foot,  and  to 
give  articular  branches  to  the  ankle  joint. 
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We  must  here  notice  again  the  obturator  nerve,  wliich  arises 
from  the  lumbar  plexus,  aiid  witli  the  obturator  artery  escapes 
from  the  pelvis  to  supply  first  the  obturator  exlemus,  then  pass- 
ing in  front  of  the  adductor  brevis  muscic,  supplying  the  adduc- 
tor Umgvt  and  the  gracilis,  and  a  branch  ramifies  the  adductor 
magma;  then,  from  ttiis,  a  long  cutaneous  branch  proceeds  to 
the  plexus  of  the  short  saphenous  nerve,  and  gives  nervelets  to 
the  integument  all  along  the  inner  side  of  the  calf  of  the  leg ; 
but,  before  this,  it  givoa  some  branches  to  the  synovial  mem- 
brane on  the  posterior  aspect  of  t)ie  knee  joint. 

The  great  ischiatic  nerve,  excepting  the  brain  and  spinal  mar- 
row, is  the  largest  nen'ous  cord  in  the  human  body.  It  has  its 
roots  in  the  sacral  and  lumbar  plexuses, 
but  more  directly  from  the  latter.  It  is, 
indeed,  the  great  prolongation  or  ex- 
tension of  the  lower  spinal  nerves,  but  its 
large  size  forms  only  at,  and  not  before 
its  exit  from  the  great  sacro-ischiatic  fo- 
ramen, vhere  it  measures  three  quarters 
of  an  inch  in  breadth.  It  descends  from 
beneath  the  pyriformis  muscle,  through 
the  middle  of  the  space  between  the  tro- 
ehtmter  major  and  tlie  tuberosity  of  the 
ischium,  and  so  along  down  the  posterior 
aspect  of  tlie  thigh,  to  about  its  lower 
third,  where  we  see  it  divides  into  two, 
the  popliteal  and  the  peroneal  branches. 
This  division  sometimes  occurs  farther 
np,  but  its  course  is  always  the  same, 
llie  nerve  in  this  routo  down  the  thigli 
rests  upon  the  gemellus  superior,  the  ten- 
don of  the  obturator  internus,  gemellus    Buk  or  tiu  Thigb. 


1, 1.  The  Foitcriot  Sacral  Nerrci. 

2.  Neirl  OluUi. 

3.  Ths  Internal  Fabic  Iferrg. 

4.  The  Leuei  behutia  Narre,  giving 

^  the  Pnoneel  Cntancna,  and, 


'.  The  Ramua  Femoralii  Cutaneiu  Fds- 
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inferior,  quadratus  fetnaris,  aiid  the  adductor  magnus  muscles ; 
while  it  is  covered  in,  first  by  tlie  glateus  viaximus,  then  for  a 
space  by  tho  biceps,  and  all  along  by  the  semi-t«^ndiiu>svs  and 
semi-membranosus.  Tho  first  branches  from  it  supply  the  ex- 
ternal condyle  of  tho  femur,  and  after  tliis  they  pass  on  down 
to  be  distributed  to  the  fibrous  capsule,  and  to  the  synovial 
membrane  of  the  outer  side  of  tho  knee-joint. 

Tlie  lesser  ischiatic  nerve  passes  ont  of  the 
pelvis  through  the  great  sacro-iscliiatic  foramen 
also,  and  near  by  the  side  of  the  grcoi  scialie 
nerve.  These  more  local  and  superficial  nerves 
curve  their  branches  both  backward  and  for 
ward,  to  he  distributed  in  the  neighborhood  of 
the  hip.  It  first  supplies  the  gluteus  maximvs 
even  to  its  upper  border  under  the  crest  of  tlie 
ilium,  while  other  branches  turn  backwards 
about  tlio  coccyx,  aud  others  go  still  farlliEr 
down  on  the  back  of  the  thigh  and  leg.  The 
middle  posterior  cutaneous  nerve  is  one  brancii 
of  it,  and  curves  around  and  over  tlie  tubia^ 
osity  of  the  ischium  in  company  with  the  scro- 
tal branch,  then  passes  downwards  supcrficijJly 
along  the  middle  posterior  aspect  of  tho  thigh, 
to  be  distributed  to  tho  integument  along  iD 
the  popliteal  region  both  to  the  sides  aud  tack 
of  the  bend  of  the  knee,  and  down  as  far  as  the 
middle  of  tho  calf  of  the  leg. 

Tho  popliteal  nerve  is  the  "  continuation " 
of  tlio  great  ischiatic,  from  that  point  where  the 
ischiatic  (sciatic)  nerve  divides,  to  tho  arch  of 
the  soleus,  from  whence,  it  is  then  called  the 
posterior  tibial  nerve.  The  popliteal  nerro 
trunk  is  very  superficial  in  all  its  course,  and 


I 


1.  The  PopIHeil  Nerve. 
2,  3.  The   Termi  nations   of  Ihc  Rama< 
Fcmons  CuUdcui  Posterior. 


I,  S.  The  latemo]  Siphenoui  Ncm,  i 

Branch  of  the  Cninl. 

1,  6.  The   ExCemal  Saphctunu,  a  Cnn- 
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is  finind  external  to  the  vein  and  arteiy.  The  branches  are  for 
muscular,  articular,  and  cutaneous  ramifications.  One  branch 
supplies  the  interior  of  the  knee  joint.  Tlie  communicans  is 
a  large  branch  of  the  popliteal,  which  interlaces  with  a  large 
blanch  from  the  peroneal  nerve,  (which  is  from  the  femoral,) 
and  these  two  together  constitute  tlie  roots  of  the  external 
saphenous  nerve.  Thou  tliis  external  saphenous  becomes  supers 
ficial  on  the  upper  middle  of  the  posterior  calf  of  the  leg, 
rather  inclining  to  the  outer  border  of  the  tendo 
AehiUit ;  it  then  winds  around  the  outer  mai- 
leolut,  and  is  distributed  superficially  to  the 
outer  side  of  the  foot  as  far  as  the  little  too. 
The  popliteal  nerve  also  gives  off  tlie  posterior 
tibial  Herve,  which  runs  deep-seated  until  it 
arrives  at  the  ankle,  after  passing  down  the 
inner  side  of  the  tendo  AchiUis ;  and  here  some 
cutaneous  branches  pass  down  tlie  inner  side 
of  the  OS  colds,  to  be  lost  in  the  integument 
of  the  heel.  There  are  some  branches  of  the 
posterior  tibial  nerve  that  entwine  about  the 
fibular  artery,  and  supply  the  flexor  lovffus 
poinds,  and  then  become  superficial,  to  be 
distributed  to  tlie  integument  on  the  back  of 
the  1^  and  heel.  Tlie  internal  plantar  nerve 
branch  seeks  tlio  solo  of  tlie  foot,  and  lies 
between  the  abductor  poUicis  and  the  flexor 
brevis  digitorum  muscles ;  but  at  tlie  meta- 
tarsal bones  it  divides  into  three  branches. 
One  supplies  the  adjoining  sides  of  the  great 
and  second  toe  ;  the  second  supplies  the  adjoin- 
ing sides  of  the  second  and  third  too ;  and 
the  third,  the  corresponding  sides  of  the  third  n^  eo.  a  ti.w  « 
and  fourth  toes.  This  order  is  the  same  pre-  "»  pmuhot  nbui 
iuscly  as  we  observed  in  the  hand  by  the  digi-    ui»  Lac 


1, 3.  lodloitet  tti  conns  and  it 
twins  ■«>>  to  '^  "^^^ 


BnnehM,  the  upper  put  of  tlie  Peioaad  Nerre 
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tal  branches  of  the  median  nerve.  The  plantar  nervffi  8iip<<9 
ply  the  intcguinent  along  tlic  inner  sole  and  side  of  the  foot,  | 
also  the  articulations  of  the  tarsal  and  metatarsal  Ixines.  The  < 
external  plantar  branch  gives  nervclets  to  the  integument  aloi^  I 
the  outer  border  and  sole  of  the  foot,  and  then  seuds  forward 
two  digital  branches  to  supjily  the  little  toe  and  one  side  of 
the  next  toe. 

The  peroneal  nerve,  we  know,  is  one  of  the  principal  terminal 
branches  of  the  great  ischiatic  nerve,  the  popliteal  and  posterior 
tibial  being  the  other  forks.     And  tliis  bifurcation,  we  know, 
takes  place  above  the  popliteal  space.  This  ner%'e  passes  outward 
and  downward  by  the   side  of  the  inner 
hamstring,  or  tendon  of  the  biceps,  cross- 
ing tho  inner  head  of  the  gastrocnemiuij 
and  the  origin  of  the  soleiis,  to  the  neck  of  J 
the  fibvla,  and  there  cmcrgos  from  unda  ] 
the  origin  of  the  peroncus  lon^us  muscl^  1 
and  then  divides  ijito  the  anterior  tibial  and  ] 
tbu  musculo  cutaneovs.    From  the  peroneal  ] 
iiLne  there  is  first  tlio  commu»icans  pero- 
nn,  which  crosses  over  the  external  bead 
(  f  the  eciitroLnemius  to  the  middle  of  the  , 
1  ^       It   then    sends   a  largo   branch  to  ] 
mute  with  a  large  branch  from  the  com*  1 
iiiumcauH  poplitei,  and  so  constitutes  thft  J 
exlertuil  saphenous  nerve  ;  it  then  descend!  J 
to  the  external  ankle,  to  which,  and  to  ] 
the  integument  of  the  heel,  it  distiibuteK  J 
nervelets. 
The  cutaneous  branch  of  the  peroneal  I 
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1.  tmide  of  the  Foot. 

2.  Outside  of  the  Foot. 

3.  The  Heel.  [ 

4.  Inleraal  Plantar  Nerre. 
fi.  Eitemal  Planl.r  Nerve. 

6.  BtBDch  to  ihc  FUior  BceTJi  Muscle. 
T.  Bianch  to  the  ontdde  or  the  Little 
Toe. 


:  Britnch   to  the   ipsce   betwera 

Fourtl-  and  Fifth  Toet.  ' 

I.  Digital  Brunchci  to  Die  Temuning 
spncc*.  ' 

.  Branch  to  the  intemtl  ilds  of  the    ' 


HYPERESTHESIA. 


Ui 


nerve  pssseB  down  the  outer  sido  of  the  leg,  supplying  the 
skin  and  fascia  oa  its  vraj  to  tlie  dorsum  of  the  foot,  where  it 
ramitics  the  integuments  as  its  ultimate  distribution.  Tlie 
anterior  tibial  nerve  branch  passes  down  beneath  the  exten- 
sor communis  digilorum,  passes  under  tlio  arniular  ligament 
at  the  instep,  supplies  the  adjoining  sides  of  the  great  and 
second  toes ;  it  also  gives  twigs  to  tlie  iiUerossei  muscles  on 
the  outer  dorsum  of  the  foot,  and  to  the  articulations  of  the 
tarxut  and  metatarsus.  The  muscuio-cutaneous 
branch  (mark  !)  passes  down  over  the  fibula  in 
tlie  substance  of  the  peroneiis  longus  muscle, 
but  at  tlie  lower  third  of  the  leg  it  emei^es, 
and  branches  superficially ;  one  of  these  goes 
to  the  top  of  the  foot,  and  then  to  the  toes, 
passing  ui  front  of  tlio  outer  ankle  bone.  In 
fact,  tliis  branch  divides  on  the  top  of  the  foot ; 
one  branch  then  subdivides,  to  supply  tliree 
and  a  half  toes,  and  the  other  branch  one  I 
and  a  half.  ' 

Now,  to  sum  up  what  we  Icam  from  clinical 
experience,  as  well  as  fram  anatomy,  and  by 
comparing,  we  find  in  this  region  the  neuralgic 
spots  to  be,  hrst,  at  the  exit  and  ultimate  rami- 
fication of  the  nervi  glutei  on  the  side  of  the 
hip,  and  where  many  lumbar  branches  also 
terminate,  which  pain  is  very  often  mistaken 
for  rheumatism,  or  some  affection  seated  in  the 
great  sciatic  nerve  trunk.  Next,  a  neuralgic 
spot  is  found  about  the  tuberosity  of  the  ischium. 
Next,  is  the  most  remarkable  neuralgic  spot  of 
all,  which  is  about  half  way  between  the  ischium 
and  the  trochanter  major;  and  this  point,  we 
know,  is  over  the  emergim  spot  of  the  ffreat       "<■  ^  ' 

....  ,  ,     .         ,  .      tl»    Antert 

tscAiattc   nerve  trunk,   ana  is   the   more  usual   nwt». 


1,  The  Penmtal  Nene,  &  Branch  of  the  iBchUtio.    2,  3.  The  Anterior  Tibial  NerTt, 
BCcompiiijiaB  the  AnUrior  Tibial  Arteiy  down  the  Leg,  and  an  the  Foot. 
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seat  of  all  sciatic  tenderness  and  pains.  Next,  Tve  find  a  neW' 
ralgic  point  over  the  course  of  the  middle  posterior  cutaneotis 
nerve  trunks  and  also  in  the  popliteal  space  where  it  is  dis- 
tributed ;  a  neuralgic  spot  at  the  external  condyle  of  the  femur; 
a  neuralgic  spot  over  the  course  of  the  popliteal  nerve,  and 
another  at  its  termination.  Another  neuralgic  spot  is  found 
over  the  superficial  trunk  of  the  external  saphenous  nerve,  on 
the  middle  calf  of  the  leg,  and  along  the  outer  border  of  the 
tendo-Achillis,  and  at  the  root  of  the  little  toe.  Another  neu- 
ralgic s|X)t  is  some  two  inches  below  the  knee  joint,  on  the 
outer  aspect  of  the  leg,  where  the  peroneal  nerve  trunk  emerges 
to  become  superficial ;  and  another  six)t  at  the  outer  ankle  joint 
and  heel,  where  it  terminates.  And  finally,  we  find  a  neuralgic 
(and  gouty  ?)  spot  at  the  terminal  twigs  of  the  great  sciatic 
nerve,  through  the  anterior  tibial,  which  we  know  is  mostly  on 
the  big  toe. 

Now,  if  we  examine  the  anterior  aspect  of  the  lower  limb, 
wo  find  the  first  and  most  frequently  neuralgic  spot  imme- 
diately  under  PouparVs  ligament,  where  the  femoral  nerve 
trunk  emerges,  afid  there  becomes  supcrfcial.  So,  indeed,  is  all 
the  anterior  and  inner  part  of  the  thigh  very  prone  to  neuralgic 
pains,  because  the  femoral  or  sacral  nerve  is  superficial,  and 
throws  nearly  all  its  ultimate  ramification  of  nervelcts  into  the 
integument  over  this  space  from  the  groin  to  below  the  knee, 
but  particularly  over  the  inner  condyle  of  the  knee,  over  the 
middle  of  the  sartorius  and  rectus  fe maris  muscles,  also  just 
below  the  knee-jmn.  Next,  we  often  find  a  neuralg^ic  spot  over 
the  exit  of  the  short  saphenous  nerve,  along  the  inner  border 
of  the  sartorius  muscle  ;  then  again  over  the  long  saphenous 
nerve,  but  more  jjarticularly  at  its  termination  along  the  inner 
ankle,  and  about  the  inner  side  of  the  great  joint  of  the  big  toe. 
And  finally,  we  find  liable  to  neuralgia  the  spot  of  emergence 
of  the  cutaneous  branch  of  the  internal  saphenous  nerve,  which 
is  about  the  middle  of  the  thigh,  and  where  many  other  nerves 
also  become  superficial ;  and  another  spot  might  be  mentioned, 
and  that  is,  the  ankle  joint.  This  may  be  doubted  by  some, 
as  pains  here  are  usually  referred  to  sprain  or  rheumatism; 
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but  we  must  recollect  that  in  and  about  this  articulation  arc 
spent  the  ultimate  ramifications  of  many  nerve  twigs,  but  espe- 
•cially  those  of  the  internal  saphenous  nerve.    (See  p.  476.) 


CHAPTER    VII. 

AKJB3THESIA  —  DIMINISHED   NEBVE  ACTION  AND 

PARALYSIS. 

General  Palsy, 

When  all  the  limbs,  as  well  as  the  body,  of  an  individual  are 
deprived  of  motion,  the  affection  is  viewed  as  a  general  palsy. 
I  have  seen  a  case  of  catalepsy  similate  this^  but  then  the  sphinc- 
ters were  unaffected,  and  the  case  remained  in  this  state  for  but 
a  short  time.  General  palsy,  strictly  so  speaking,  may  occur  as 
a  merely  extended  state  of  paraplegia.  In  these  rare  cases,  vol- 
untary motion  alone  may  be  lost,  while  sensibility  still  remains ; 
80  may  both  be  lost,  but  such  cases  are  extremely  rare.  The 
origin  of  this  sad  condition  is,  probably,  from  some  lesion  of  the 
spinal  cord,  or  its  membranes,  situated  high  up,  still  necessarily 
below  the  origin  of  the  pneumogastric  nerves.  Some  general, 
special  poison,  as  the  worara^  might  cause  it.  Sir  Benjamin 
Brodie  very  justly  remarks  that  it  is  not  to  be  supposed  i\\2X  fatal 
cases  of  palsy  are  always  mere  "  functional  diseases,  simply  be- 
cause we  cannot  find  a  lesion  after  death.  The  mysterious  and 
minute  organization  of  the  brain  and  spinal  cord  is  by  no  means 
to  be  freely  inspected  by  the  naked  eye.  Nor  even  by  the  aid 
of  a  microscope  can  we  trace  but  a  little  way.  Some  change  of 
ultimate  structure,  some  grand  defect  in  the  minute  and  intricate 
ensemble  may  exist,  and  yet  be  far  too  fine  and  deep  to  be  pei^ 
ceptible  to  our  coarse  senses."    (See  pp.  476-479,  and  App.  B,  C.) 
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go  to  the  muscles  on  the  anterior  of  the  thigh,  as  to  the 
rectus  femoriSf  the    vastus   eztemus  to  the  crwrceuSj  and  a 
long    branch  to    the  vastus  internus ;    and  from    this  nerve 
large    filaments  go    to  the  periosteum  about  the  knee,  and 
to  the  knee  joint.     We  see  that  the  sartorius    receives   its 
supply  from    cutaneous    twigs.     The  branch   to   the  femoral 
sheath  enters  it  at  once  near  the  groin,  and  there  surrounds 
the  femoral  artery  and  vein,  and  the  profoundcr  vessels ;  some 
of  these  re-unite  and  escape  from  the  saphenous   opening  to 
pass  downwards  with  that  vein ;  others  are  distributed  to  the 
adductor  muscles,  and  connect  with  the  long  saphenous  nerve. 
The  short  saphenous  nerve  descends  on  the  inner  border  of  the 
sartorius  to  the  lower  third  of  the  thigh,  and  is  lost  about  the 
knee  joint ;  but  one  branch  accompanies  the  femoral  vessels  to 
the  point  opposite  the  termination  of  tlie  femoral  artery,  where 
it  divides  and  anastomoses  with  other  nerves,  as  tlie  obturator, 
&c.,  so  as  to  form  there  a  plexus,  and  from  this,  branches  ramify 
the  integument  upon  the  internal  and  posterior  aspect  of  the 
lower   thigh.     Tlie   long  saphenous  nerves   {cutaneus  intermu 
longus^)  after  leaving  the  femoral  nerve  trunk,  accompanies  the 
femoral  artery  to  the  ai)oneurotic  canal  formed  by  the  cuidudor 
longus  and  the  vastus  internus  muscles.     It  here  quits  the  a^ 
tery,  passes  between  the  tendons  of  the  sartorius  and  gracUis 
mu>scles,  descends  along  the  inner  side  of  the  leg  down  to  the 
front  of  the  inner  ankle,  and  is  distributed  to  the  integument 
over  the  inner  side  of  the  foot,  as  far  as  the  great  toe.     But 
there  is  first  a  tibial  cutaneous  branch  from  this,  that  branches 
off  a  little  above  the  internal  condyle  at  the  knee,  and  passes 
down,   giving  a   constant   supply   of    surface    twigs    over  the 
inner  aspect  of  the  leg,  even  to  the  ankle ;  also  another  short 
branch  that  supplies  tlie  synovial  membrane  of  the  knee  joint; 
also  another  that  supplies  first  the  integument  over  and  about 
the   patella   and   around   the  knee  ;   then  tlie  skin  and  fascia 
on  the  front  and  outer  aspect  of  the  leg  as  far  down  as  the 
ankle  :  and  lastly,  some  cutaneous  branches  that  come  oflF  from 
the  long  saphenous  a  little  below  the  knee  to  supply  tlie  integ- 
ument on  the  inner  side  and  front  of  the  leg  and  foot,  and  to 
give  articular  branches  to  the  ankle  joint. 
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Directions  for  the  Electric  Sittings  or  Seance. 

A.  Note  1.  (See  page  280,  also  notes  in  Appendix.)  These  explanatory 
notes  are  introduced  here  to  facilitate  others,  less  experienced,  in  the  employ- 
ment of  electricity,  by  making  very  plain  some  of  the  minviias  of  the  author's 
method,  (in  sitting  the  patient,  in  managing  the  electrodes,  and  guiding  the 
current,  as  by  a  law,)  during  each  of  the  diiferent  orders  of  sittings  instituted 
by  him  for  the  diiferent  classes  of  diseases  appropriately  so  treated,  and  for 
tuch  found  most  uniformly  successful.  The  systematic  rules  here  laid  down 
for  employing  electricity  as  a  remedy,  although  not  found  elsewhere  in  this 
or  in  any  other  language,  are  not  the  mere  idea  of  a  theory,  but  are  the 
apparently  well-corroborated  results  of  the  author's  own  clinical  experience. 
The  word  "  seance  "  means  the  same  as  if  we  should  say,  "  a  sitting  for  electric 
treatment"  In  my  office  —  since  this  has  been  and  is  with  me  a  special  prac- 
tice —  we  have  four  different  orders  of  attitudes  for  the  "  seance,^  (as  it  is 
termed  by  the  French,)  and  for  these  we  employ, — 

1.  The  insulated  chair  and  stool. 

2.  The  cushioned  ottoman,  covered  with  rubber  cloth. 

3.  The  invalid*s  chair,  with  a  head-rest. 

4.  The  lounge,  with  pillows,  &c. 

To  prepare  a  person  on  the  first  order  of  sittings,  the  clothes  need  to  be 
tucked  up  from  the  floor,  &c.,  so  as  to  insulate  the  patient  as  perfectly  as 
possible. 

To  prepare  for  the  second  order,  the  object  is,  to  get  free  access  to  the  whole 
back,  thorax,  and  abdomen.  If  the  patient  is  a  boy  or  man,  let  him  merely 
unbutton  his  clothes,  and  thus  take  his  seat  upon  the  ottoman,  stool,  or 
a  chair  turned  sidewise,  with  his  back  towards  the  operator,  his  shirt  and 
under  flannel  pulled  up  above  the  waistbands ;  while  the  latter  takes  his  seat 
on  a  low  stool  behind  the  patient,  with  his  table  of  apparatus  close  by,  at  his 
right  hand.  In  this  arrangement  he  can  freely  manoeu^Te  tfte  electrodes,  up  or 
down  the  whole  back,  side  muscles,  thorax,  abdomen,  loins,  hips,  &c.  If  the 
patient  be  a  female,  let  her  lift  or  gather  up  the  back  part  of  her  skirts,  as  she 
is  about  to  take  the  scat ;  the  corsets  and  dress  are  to  be  loosened,  and  thus 
the  hand  of  the  operator  can  be  passed  freely  up  the  back,  or  from  the  neck 
downwards ;  so  also  over  the  sides,  chest,  muscles,  abdomen,  and  loins,  as  the 
case  may  require,  —  without  removing  the  dothing.  In  this  attitude  we  also 
have  easy  access  for  adjusting  one  of  the  electrodes  under  the  nates,  coccyx, 
Poupart's  ligament,  or  on  the  lumbar  region,  while  operating  on  the  nerves  and 
muscles  of  the  thighs  and  lower  limbs  with  the  other  electrode. 

The  reclining  chair,  or  rocking  chair,  receives  the  patient  for  the  third  order, 
and  is  used  for  all  operations  about  the  face,  eyes,  ears,  head,  throat,  &c. 

The  lounge,  or  sofa,  or  cot,  is  the  fourth  order^  and  is  desirable  for  a  variety 
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of  cases,  sucb  as  where  there  is  a  contracted  hip  joint ;  so  also  for  some  afte- 
tions  of  back,  rectum,  bladder,  uterus,  &c.    (See  pages  280,  328,  430.) 

A.  Note  2.  A  very  small  intensity  current,  soofa  as  that  produced  by  the 
Humboldt  battery,  may  be  maintained  continuoudy  during  the  night,  or  e?en 
for  days,  with  happy  effects.  8o  also  the  compound  primary  current  of  a 
Garratt's  battery  may  be  applied  for  5, 10,  15,  30,  or  40  minutes  at  a  time,  and 
even  for  an  hour  or  so,  as  in  tetanus  and  conyulsions,  provided  the  pcwer^ciU 
are  proportionally  few,  or  the  application  is  not  near  or  about  the  head.  But 
the  powerful  primary  current  of  both  quantity  and  intensity^  such  as  produced 
by  a  Daniell's  or  a  Smee's  battery,  has  so  much  chemical  effect  in  living  tissues, 
that — although  perfectly  safe,  and  highly  useful,  when  applied  for  given  cases, 
and  by  a  precise  mdhody  for  only  a  fraction  of  a  minute  —  we  must  ever  be 
reminded  that  the  lang-eorUinued  application  of  such  a  currcni  to  the  human 
orgwiism  is  not  safcy  and  is  not  its  correct  or  philosophic  use,  but  in  all  the 
minute  details  of  current  direction,  whether  this  way  or  that,  applies  equally 
well  for  all  the  primary  galvanic  currents,  as  for  all  the  secondary  or  Faradaie 
currents. 

B.  Note  1.  Experience  leads  me,  of  late,  to  conduct  the  electric  treat- 
ment for  most  of  the  cases  of  neuralgia,  rheumatism,  **  sciatica,^  and  other 
pain-causing  conditions  of  the  nerves,  muscles,  and  joints  of  the  "lower 
limbs," — L  e.  such  as  are  not  inflammatory,  —  under  one  of  two  general 
rules :  — 

HuLE  1.  For  Pains  in  the  Lower  Limbs,  (See  page  360.)  —  Where  the 
painful  limb  is  cold  and  soft,  or  lean,  and  with  poor  circulation,  and  parden- 
larly  if  the  pain,  stiffness,  and  weakness  is  about  the  hip  and  thigh,  and  mostly 
or  only  above  or  about  the  knee  joint,  —  the  foot  and  ankle  being  weak, — in 
all  such  cases  apply  the  current  in  a  direct  or  dotcn-running  direction ;  always 
obser>'inp,  in  these  cases,  one  other  of  my  rules  for  neuralgic  affections,  vis. : 
to  commence  the  application  with  the  utmost  caution  and  gentleness  in  every 
possible  reR])ect ;  also  using  only  large,  fine,  soil,  and  moist  sponge  electrodes, 
(see  pages  328,  329,)  one  of  which  (the  positive)  is  to  be  placed,  according  to 
the  nature  of  the  'case,  over  the  exit  of  the  great  sciatic  ner>'e,  or  under  the 
coccjTc,  or  a  little  above  the  second  lumbar  vertebra,  or  else  occasionally  glided 
from  the  one  place  to  the  other,  searching  for  the  most  tender  spots,  over  and 
about  which,  when  found,  this  electrode  is  to  linger ;  and  at  the  same  time 
apj)lying  the  other  (negative)  sponge  into  the  popliteal  space  back  of  the  knee 
joint,  where  it  is  to  be  held  for,  say,  30  or  60  seconds,  with  a  gradually  in- 
creasing current ;  then  gliding  it  along,  so  as  not  to  interrupt  the  current,  on  to 
the  external  peroneal  nerve  trunk,  in  like  manner ;  then  move  it  along  over 
the  extensor  digitorum  with  a  full  bearable  current ;  then  wiping  it  over  the 
whole  calf  of  the  leg  for  a  minute  or  so  more ;  then  on  to  and  about  the 
outer  ankle  joint,  and  so  on  to  the  roots  of  the  toes,  first  above,  then  unde> 
neath,  but  without  once  intermitting  or  reversing  the  current  Here  let  thii 
electrode  rest;  and  now  commence  gliding  the  other,  upper  (positive)  dec- 
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trode  downwards,  from  stage  to  stage,  mostly  following,  and  pressing  it  over, 
the  oomrse  of  the  affected  nerves,  hut  also  wiping  it  over  the  muscles  of  the 
thigh,  and  ahout  the  knee  joint,  on  its  way  down,  terminating  the  seance  by 
woriung  the  sponge  down  to  the  ankle.  If  there  is  arthritic  rheumatism,  then 
past  a  strong  current  also  through  the  affected  joint,  in  a  direction  downwards 
and  outwards,  and  so  maintain  it  for  some  minutes.  If,  however,  the  pain, 
aoreness,  weakness,  or  contraction  iA  rather  on  the  anterior  and  inner  side  of 
the  thighy  then  proceed  as  before ;  but,  from  the  abdominal  ring,  crest  of  ilium, 
or  exit  of  the  great  femoro-crural  nerve,  to  the  inner  side  of  knee  joint,  for 
some  time ;  then  to  the  inner  calf  of  leg,  ankle  joint,  and  inner  edge  of  foot 
Carry  out  these  principles  in  all  similar  cases.  If  the  case  is  a  mixed  one, 
or  is  not  benefited  by  some  three,  or  four,  or  half  a  dozen  sittings,  then  try,  or 
pursue  the  plan  laid  down  in  the  next  rule  ;  but  observe  only  the  one  rule  or 
the  other  throughout  any  one  seance. 

Rule  2.  For  Pains  in  the  Lower  Limbs. — When  the  painful  limb  is 
plump,  solid,  and  warm,  L  e.,  when  the  tissues  appear  to  be  well  nourished, 
particularly  if  the  pains  occur  mostly  or  exclusively  below  the  knee  or  ankle,  or 
along  the  calf  of  the  leg,  or  in  the  foot,  —  then,  for  the  most  of  such  cases,  in 
order  to  be  successful,  we  are  obliged  to  apply  the  electric  current,  during  the 
seance,  in  an  inverse  or  up-running  direction ;  always  observing  the  same  pre- 
cautions, and  usually  first  trying  the  method  laid  down  in  the  foregoing  rule. 
For  these  cases  we  must,  therefore,  plant  the  positive  sponge  electrode  at  the 
root  of  the  toes,  while  the  negative  is  at  the  same  time  directed  to  the  external 
peroneal  nerve,  or  inner  condyle  of  the  knee,  or  popliteal  space ;  and  so  gliding 
it  on  over  the  vastus  extemus,  and  gluteus,  to  the  great  sciatic  nerve  trunk,  or 
to  the  lumbar  region ;  or  else  over  the  rectus  femoris  and  adductors,  to  the 
entrai  nerve  trunk,  and  from  there  to  the  lumbar  region.  Thus,  at  one  of 
these  places,  let  this  negative  electrode  now  rest ;  wldle,  with  the  other,  we 
proceed  to  work  gently  upwards,  from  half  minute  to  half  minute,  from  the 
foot,  over  the  ankle,  to  the  knee,  and  so  on  over  the  thigh  muscles ;  and  while 
here,  the  negative  should  be  removed  to,  if  not  abready  at,  the  lumbar  region, 
while  the  seance  is  being  finished,  by  working  the  positive  \Lp  to  the  groin,  or 
ischiatic  notch,  and  there  retaining  it  a  little ;  the  whole  occupying  5,  10,  or 
15  minutes.  Let  this  be  repeated  daily,  or  every  other  day,  until  the  patient 
is  quite  restored. 

Rule  3.  For  Pains  in  the  Upper  Limbs,  (See  page  454.)  —  Neuralgia, 
rheumatism,  and  other  pain-causing  conditions  of  the  nerves,  muscles,  and 
joints  of  the  shoulder,  arm,  and  hand,  must  be  treated  much  on  the  same 
principle  as  already  laid  down,  under  two  rtdes,  for  sciatica,  &c.,  (for  which 
see  at  B.,  Rule  1.)  If,  therefore,  the  case  presents  a  painful  shoulder  or  arm, 
that  is  cold  and  soft,  or  lean,  particularly  if  the  pain  or  lameness  is  mostly  or 
entirely  about  the  shoulder,  upper  arm,  or  elbow,  in  such  a  case  apply  the  cur- 
rent in  a  "  direct  **  or  down-running  direction.  First,  plant  the  positive  sponge 
electrode  on  the  cervical  spine,  while  the  negative  is  being  directed  over  the 
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bra^iid  pltseut  tot  a  minute ;  Uien  glide  it  along  down  the  pectoral  mtueb  U 
ita  farthest  extent;  then  over  the  median  or  the  ulnar  nerce,  near  the  elbow 
joint;  then  gliiie  it  along  down  the  outer  tide  of  the  fore-onn,  to  the  back  of 
the  band  hut  a  little  below  the  wrist  joint;  then  vipe  it  ovor  the  exteiuor 
muscLea  on  the  back  of  the  fore-arm  ;  and  then  in  like  manner  otct  the  Reion. 
Next  allow  this  nrgative  sponge  to  rest  a  little  first  in  the  palm  of  that  hand, 
and  then  on  the  back  at  thnc  wrist  joint;  and  at  the  same  time  commencA 
moving  the  uj)per  or  positire  sponge  that  has  been  on  the  upper  back,  and 
vitb  it  bathe  over  all  the  ehoulder,  neck,  and  [lectoml  muscles,  and  then  alw 
those  of  the  arm,  down  to  the  elbow,  and  particular!}'  over  the  trunks  of  ihn 
mvdian,  ulnar,  and  circumflex  nervea ;  and  so  fininhing  the  samce  by  wooing 
the  electrode  down  below  the  elbow  joint  on  the  fure-urm,  while  the  other 
ia  still  at  that  hand.  If  there  ia  a  Titeumatic  afiection  of  the  joint  of  the 
shoulder,  elbow,  or  wriat,  then  pass  a  amort  current  aho  tkroiink  Ihe  affiseltd 
joint  transversely,  or  rather  obliquely,  and  mainly  downward  and  ouiwardt, 
for  some  few  minutes  more  at  each  iitanrt. 

Hin,E  4.     For  Paim  in  iht  Upper  lAmht.  —  U  the  patient  present*  a  pain- 
ful arm  that  la  plump,  firm,  and  warm,  with  good  circulnlion,  and  more  Vspedallj 
if  the  pain  or  lameneas  is  helow  the  elbow,  and  about  the  wrist  or  hand,  iben 
for  such  like  cases,  if  the  previous  rule  has  been  tried  and  failed,  then  ap[dj  « 
the  current  in  an  invtrae  or  vp-nmning  direction  ;  always  bearing  in  mina  my 
fundameulal  natral^c  rule  regarding  careful  manipulation.     Commence  thu    | 
uanee  by  first  planting  the  positive  electrode  over  the  median  or  ulnar  nerve,    i 
near  the  elbow ;  then,  with  the  negatite  eponge,  commence  bathing  with  elec- 
tricity over  the  dtltoid,  the  biceps,  and  triifpi,  and  so  on  to  ihe  pectoralit.mai    ' 
then  lingering  for  a  minute  over  and  about  the  bTorhial  pltxtit ;  next  wipo  il 
over  the  shoulder  muscles,  and  then   let  this  (negative)  sponge  rest,  o)    ' 
moved  a  little  about  (not  above)  lAe  upper  dtireal  of  Ihe  rpine,  and  at 
same  time  gliding  the  ponilire  sponge  along  from  half  minute  to  half  mil 
first  about  the  elbow,  then  over  the  fore-nrm,  wrist,  and  hand,  and  then  hack 
again  up  the  arm,  from  stage  to  stage,  until  it  sweeps  over,  not  only  the  whole 
arm,  but  also  the  pectoral  muscles  ;  and  after  lingering  a  minute,  or  so,  under 
and  above  the  clavicle,  glide  it  upwards  and  backwards  until  it  rests  jtut  back    | 
of  the  shoulder  joint;  tlien  start  the  negative  from  the  dorsal  spine,  and  with 
it  bathe  over  the  lower  spine  with  a  stronger  current;  then  also  the  infra-    I 
tpiiiatuf,  teres,  and  aeratvt  maffaut   muscles ;  thus  following  the  course  of 
tnoie  brother  twigs  of  arm  nerves  which  are  distributed  over  the  ribs  on    ' 
side  and  lower  Iront  of  the  thorax.     Thus  enda  this  a»ince. 

C.     Bales /or  Paralysis  in  any  of  the  Limbt.     (See  page  471,1  —  NoW)  ■ 
since  we  know  those  fundnmental  lawn  in  eledro-p/iysiolaipj,  \it.,  tnat  whm 
the  electrodes,  with  any  form  of  electricity,  are  so  applied  to  any  [Mirtian  of   ( 
the  living  human  organism  that  the  current  is  direct,  (down-running,)  thcQ   l 
the  effect  thus  produced  is  a  modifjtd  polarify  of  the  nemea  and  niutdet  *t  | 
embraced;  also  a  las  nervous  aelian.  or  at  least  less  " abnormal "  nanmu  1 
action,  is  obtained  in  the  parts  at,  about,  and  aboi>e  the  positive  dectrodBi  J 
while  there  is  an  increased  nerco^is  aetioJi  at,  about,  and  bejfond  Ihe  negtttllt  m 
pole ',  and  that  if  the  direction  of  this  current  be  reversed,  i.  e.,  ao  aa  le  be  ^ 
inverts,  (up-running,)  then  the  results  wilt  bo  precisely  the  same,  but  in  k 
reversed  ordor  also  ;  i.  e.,  diminished  action  below,  and  increased  action  above ; 
moreover,  that  this  effect  is  greatly  increased,  if  the  current,  in  whichever  way    < 
directed,  is  now  and  then  suddenly  interrupted,  if  for  only  a  moment  i  ~   ~ 
time )  end  that  all  this  is  atiU  further  increased  in  effect,  i.  e.,  far  more  exten- 
sively and  profoundly  disturbing  and  impressing  the  embraced  lierves,  if  not 
the  whole  nervous  system,  by  suddenlr/  and  rqieatedli/  reversing  tht  eurrtnt, 
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u  weD  as  intemipting  it,  and  that  in  direct  ratio  to  the  intensity  of  the  elec- 
trie  current  bo  employed,  and  inverBeI)r  to  the  want  of  susceptibility  in  tiie 
ox^j^anism,  or  hinderance  to  the  inworking  of  the  current.  Tnerefore,  these 
being  facts,  for  paralysis  we  are  to  direct  one  electrode  —  whether  moist 
•ponge,  or  metallic  plate  or  ball,  covered  with  wet  cloth  or  buckskin  —  to  the 
Mihy  part  of  the  affected  muscle  or  muscles,  while  the  other  is  planted  over 
the  lai^  nerve,  whose  branches  ramify  that  muscle,  and  thus  run  the  current 
in  a  diirtid  manner,  from  quarter  minute  to  quarter  minute.  Let  the  hrtaking 
of  the  current  be  suddenly  done,  at  the  swUchf  or  binding  screw,  and  not  by  lif^ 
ing  cyff  the  electrode  from  the  skin.  So  let  the  reversing  of  the  current  be 
done  by  the  switch,  or  by  exchanging  the  contacts  with  the  electro-magnetic 
machine,  or  by  the  key-board  of  the  galvanic  battery, — i.  e.  metallic, — and  not 
by  exchanging  the  electrodes.  Thus,  for  a  few  minutes,  work  up  the  polar 
molecular  mobility  of  the  affected  nerves  and  muscles,  and  then  for  a  few  min- 
utes resort  to  Faradaiiing,  not  only  the  sick  nerves  and  muscle,  but  also  those 
adjoining,  or  even  the  whole  limb ;  and  thus  alternately  operating,  more  or 
less  long  and  severe,  at  each  seance,  according  to  the  strength  of  the  patient 
nnd  the  eflbcts  produced.  When  we  still  suspect  or  fear  existing  central 
disease  and  source  of  the  malady,  (although  in  doubt,  or  even  hoping  to  find  a 
better  state,)  then  we  must  not  resort  to  any  reversings  of  the  current,  nor 
eren  to  sudden  intermittences ;  at  least  not  to  risk  this  until  after  trnng 
sereral  applications  on  general  vitalizina  principles ;  such,  for  instance,  as 
laid  down  ror  hysteria,  and  for  atony  of  the  abdominal  viscera,  &c.,  (for  which 
see  F.,  in  Appendix.) 

Thus  we  can  operate  on  a  case  so  as  not  to  disturb  very  much  the  central 
organs,  i.  e.,  the  brain  and  spinal  marrow,  (while  at  the  same  time  we  do 
thus  most  profoundly  modify  tne  ganglionic  centres,)  by  employing  gentle  and 
moderate  direct  currents,  as  under  neuralgic  rules ;  but  we  moke  somewhat 
more  effect  if  we  suddenly  interrupt  the  current,  or  twitch  the  muscles  by  it ; 
and  we  make  more  central  effect  still  if  we  also  reverse  that  current,  and  still 
greater  effect  if  the  current  is  directed  considerable  of  the  time  towards  the 
head,  particularly  if  the  negative  electrode  is  about  the  neck,  or  near  the 
head ;  and  the  effect  is  heightened  still  more  if  such  a  current  is  occasionally 
interrupted  and  reversed  for  a  little,  but  maintained  mostly  tu  the  up-running 
direction ;  and  the  profundity  of  every  such  impression  is,  moreover,  in  direct 
ratio  to  the  strength  of  the  electric  current  employed. 

H  therefore,  any  portion  of  the  arm  or  hand  is  paralyzed,  we  must  first 
place  the  negative  electrode  on  the  brachial  plexus,  or  nerve  medianus,  and 
with  the  positive  work  a  strong  current  over  the  neck,  cervical  and  dorsal 
back,  as  well  as  over  the  pectoral  and  shoulder  muscles,  for  a  few  minutes, 
and  then,  placing  the  positive  stationary  on  the  plexus  or  nerve,  proceed  with 
the  negative  to  make  such  oblique  passes  and  such  interruptions  and  reverses 
of  the  current  over  the  affected  muscles  as  will  bring  them  into  full  action. 
This  may  be  followed  up  by  Faradaization,  at  the  same  seance,  with  good  effects. 

If  any  portion  of  the  leg  or  foot  is  paralyzed,  wo  must  first  place  the  neg- 
ative electrode  over  the  exit  of  the  ischiatic  nerve,  or  over  the  femoro-crural 
nerve,  (according  to  the  affection,)  and  with  the  positive  proceed  to  bathe 
electricity  over  the  whole  spine,  back  muscles,  and  bowels,  usmg  a  smart  elec- 
tric current.  After  this,  place  the  positive  electrode  stationary  at  one  of  those 
great  nerves,  and  with  the  negative  make  such  oblique  passes  and  current 
reverses  over  the  fleshy  parts  of  the  sick  muscles  as  to  cause  them  to  freely 
contract  i  but  always  aim  to  bring  this  about  with  the  least  possible  pain. 
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Paralysis. 

The  term  "  Paralysis,"  or  "  Palsy,"  (which  mean  the  same,) 
is  used  to  designate  some  degree  of  loss  of  the  power  of  motion. 
There  is,  likewise,  a  paralysis  of  sensation;  but  tbis  is  termed 
"  Anaesthesia,"  and  will  be  treated  of  under  that  head.  A  loss 
of  both  sensation  and  motion  frequently  occurs  together ;  but  the 
paralysis  of  sentient  nerves  is  more  likely  to  be  recovered  from 
early,  than  the  paralysis  of  motor  nerves.  They  may  not  only  oc- 
cur together,  but  either  may  appear  without  the  other  ;  but  then 
even,  the  simple  paralysis  of  sensation  (anaesthesia)  is  far  more 
uniformly  and  promptly  recovered  from  spontaneously ,*or  by  the 
help  of  treatment,  than  is  the  idiopathic  or  traumatic  palsy  of  mo- 
tor nerve  and  muscle  fibre,  which  constitutes  what  we  usually  un- 
derstand by  the  term  paralysis.  But  we  must  ever  bear  in  mind 
that  palsy,  like  pain,  is  but  a  symptom^  and  not  tho  essen- 
tial disease  itself.  Says  Dr.  Todd,*  "Non-medical  people, 
and  sometimes  even  medical  men,  are  apt  to  speak  of  this  af- 
fair as  if  the  palsy  constituted  the  whole  essence  of  the  malady ; 
but  this  is  not  tho  case.  Palsy  is  an  effect  due  to  a  cause,  which 
cause  itself  is  not  always  tho  essential  disease."  This  is  also 
true  of  most  other  diseases.  "  What  then,"  he  asks,  "  are  the 
causes  which  may  give  rise  to  paralysis  ?  These  must  be,  cither 
ah  affection  of  the  nerve  or  nerves,  whose  power  is  destroyed 
in  some  part  of  their  course ;  or  from  a  morbid  state  of  the  cen- 
tre, in  which  the  given  nerve  or  nerves  are  implantedy  or  with 
wliich  they  may  be  more  or  less  directly  connected.  The  ner- 
vous trunks  themselves  may  be  impaired,  pcrliaps,  in  their  nu- 
trition, the  centre  being  healthy ;  or  they  may  have  suffered  some 
mechanical  injury  from  violence  or  pressure.  Thus  they  may 
become  either  imperfect  conductors  of  tlie  nervous  message  and 
force,  or  they  may  be  rendered  altogether  incapable  of  propa- 
gating- that  force,  or  some  portion  of  the  centre  of  volition  is  tho 
seat  of  a  morbid  process  whereby  the  influence  of  the  *  will ' 
over  certain  parts  is  suspended,  and  thus  the  nerves  of  these 

^  Clinical  Lectures  on  Paralysis,  Diseases  of  the  Brain,  &c.,  London,  IS55, 
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parts  receive  no  impulse  at  all  from  that  centre,  whether  mental 
or  physical ;  and  although  those  parts  may  still  be  perfectly 
healthy  in  themselves,  yet  are  they  thus  incapable  of  taking  part 
in  voluntary  acts.     (See  p.  242  and  Notes  on  p.  477.) 

"  Furthermore,  whatever  interferes  materially  with  the  conduct- 
ing  power  of  nervo-fibrc,  or  the  generating^  power  of  nerve  ves- 
cicle,  (gray  matter,)  will  constitute  a  paralyzing  lesion.  In  the 
first  place,  poisoning  of  the  nervous  matter  will  operate  in  this 
way :  For  instance,  soak  a  portion  of  the  nerve  of  a  living  ani- 
mal in  chloroform,  or  ether,  or  opium,  and  that  nerve  will  fail  to 
propagate  the  normal  nervous  force  as  long  as  the  influence  of 
the  poison  lasts.  In  a  similar  way,  the  poison  of  lead  in  the 
human  system  may  paralyze,  either  by  weakening  the  conduct- 
ing or  the  generating  power  of  the  nervous  matter.  Poisons 
formed  in  the  living  system  may  operate  in  the  same  way ;  such 
as  retained  urinary  or  biliary  principles,  or  the  poisons  of  rheu- 
matism, gout,  &c. 

"  Secondly,  any  morbid  process  which  greatly  impairs  the  natu- 
ral structure  of  nerve  matter  will  paralyze.  Thus  inflamma- 
tion will  do  this ;  so  also  will  atrophy,  or  wasting  from  want  of 
sufficient  supplies  of  nutrient  matter,  as  where  the  flow  of 
blood  is  lessened,  or  cut  off.  The  opposite  conditions  of  harden- 
ingj  and  so  of  red  or  white  softenings  of  the  nervous  matter  be- 
come paralyzing  lesions  from  the  same  reason,  viz.,  that  they 
greatly  impair  or  destroy  the  nerve  structure. 

"Thirdly,  a  solution  of  continuity  of  nerve  fibre  will  paralyze. 
Cut  a  nerve  across,  and  you  have  immediate  palsy  of  the  parts 
which  the  nerve  supplies  below  the  section.  This  solution  of 
continuity  from  a  final  melting  down  of  the  fibres  is,  I  have  no 
doubt,  the  more  frequent  cause  of  sudden  paralysis  in  cases  of 
softening,  or  in  cases  of  sanguineous  eflusion. 

"  FouTthljy  pressure  on  a  nerve  or  nervous  centre  will  paralyze. 
Of  this  we  have  many  proofs  as  regards  nerves.  A  nerve,  as  for 
instance,  included  by  a  ligature,  or  compressed  by  a  tumor,  is 
paralyzed  tliereby.  A  fracture  of  the  skull,  with  depressed  bone, 
will  paralyze,  if  the  brain  is  sufficiently  compressed.  An  apo- 
plectic clot  on  the  exterior  of  the  brain  paralyzes  by  compression ; 
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80  also  if  a  tumor  is  in  its  substance.  It  is  by  compresdon^ 
probably,  that  congestion  paralyzes  ;  but  this  latter  ca/nnot  ojkn 
be  regarded  as  a  true  paralyzing  lesion. 

"  I  would  say  here,  that  the  centre  of  volition  (the  seat  of  the 
«n7/)  is  of  very  great  extent ;  for  we  know  it  reaches  from  the 
corpora  striata  in  the  brain,  down  the  entire  length  of  the  ante- 
rior horns  of  the  gray  matter  of  the  spinal  cord,  and  includes  the 
locus  niffer  in  the  crus  cerebri^  as  also  much  of  the  vesicular 
matter  of  the  mesocephale  and  of  the  medulla  oblongata.  Dis- 
ease of  or  accident  to  any  part  of  this  nerve  centre  is  capable  of 
producing  paralysis  of  voluntary  motion  ;  but  as  the  intrarcrani- 
al  portion  of  it  exercises  by  far  the  greatest  and  most  extended 
influence  in  the  production  of  voluntary  movements,  so  disease 
of  this  portion  of  nervous  centre  gives  rise  to  the  most  extended 
and  complete  paralysis. 

"  Another  fact,  to  be  borne  in  mind,  which  anatomy  demon- 
strates and  pathological  research  confirms,  is,  that  the  centre  of 
volition  for  either  side  of  the  body  is  not  altogether  on  the  same 
side  of  the  body.  Of  the  nerve  centre  for  the  left  side  of  the 
body,  for  instance,  the  intra-cranial  portion  is  on  the  right  side, 
while  tlie  intra-spinal  portion  is  on  the  left  side ;  and  these  two 
portions  are  brought  into  connection  witli  each  other  through 
certain  oblique  fibres  from  the  anterior  pyramidal  columns  of  the 
medulla  oblongata  which  cross  from  right  to  left,  decussating 
with  similar  fibres  proceeding  from  left  to  right,  and  which  be- 
long to  the  centre  of  volition  for  the  right  side  of  the  body." 
Thus  miicli  is  demonstrated. 

While  studying  and  treating  the  diseases  of  the  nervous  sys- 
tem, we  shall  do  well  to  keep  definitely  before  our  minds  the  sev- 
eral leading  propositions  of  recent  systematic  writers.  We  know 
that  Dr.  Marshall  Uall  lays  down  the  hypothesis  of  an  "  excUo- 
motory  system  of  nervesy^  and  of  a  true  spinal  cord;  that  is,  as 
the  centre  of  all  physical  nervous  action.  The  various  muscles 
and  sentient  surfaces  of  the  body  are,  according  to  him,  con- 
nected with  the  brain  directly  by  nerve  fibres  which  pass  com- 
pletely from  one  to  the  other.  Those  fibres  destined  for,  or 
proceeding  from,  the  tnmk  to  the  brain,  pass  along  the  sjunal 
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cord;  so  the  cord  is,  in  great  part,  according  to  him,  no  more 
than  a  bundle  of  nerve  fibres,  going  to  and  from  the  brain, 
and  these  fibrils  are  specially  for  sensation  and  volition.  And 
in  addition  to  these,  there  is  another  class  of  nerve  fibrils,  ac- 
cording to  Dr.  Hall,  proper  to  the  spinal  cord  and  its  intrar 
cranial  continuation,  and  which  forms  a  connection  with  the 
gray  matter  of  the  cord.  Of  these  fibres,  some  are  afferent  or 
"  incident,"  while  others  are  efFcrent  or  "  reflex ; "  and  these 
two  kinds  of  nerves  have  an  immediate,  but  imknown,  relation 
to  each  other,  so  that  each  afFerent  has  its  proper  efierent  one, 
the  former  being  the  excilor^  and  the  latter  the  motor.  Now, 
the  aggregate  of  all  these  fibres,  together  with  the  gray  matter, 
says  Dr.  Hall,  constitutes  the  true  spinal  cord;  which,  however, 
is  not  limited  to  the  spinal  canal,  but  passes  up  into  the  cranium 
as  far  as  the  crura  cerebri.  Moreover,  these  exciter  and  motor 
fibres  are  quite  independent  of  those  of  sensation  and  volition, 
and  of  the  sensorium  commune,  using  that  term  as  indicating 
the  centre  of  intellectual  actions,  (as  put  forth  by  Prochaska.) 
Although  these  are  bound  up  with  sensitive  and  motor  fibrils, 
yet  they  are  not  directly  affected  by  them ;  and  they  maintain 
Iheir  respective  course  in  the  nerve  trunks  as  well  as  in  the 
centres.  But  this  hypothesis  of  Marshall  Hall  is  not  entirely 
accepted  now  as  complete. 

Another  grand  hypothesis,  as  laid  down  by  Miiller,  Whytt, 
and  other  leading  physiologists  of  the  present  day,  is,  that  the 
nerve  fibres  of  sensation  and  of  volition,  individually  and  imme- 
diately, proceed  to  and  from  some  part,  or  parts,  of  the  intra- 
cranial  nervous  mass,  and  that  every  nerve  fibril  in  all  the 
organism  is  precisely  by  itself  continuous  into  the  brain.  Those 
which  are  distributed  to  the  trunk,  or  extremities,  pass  along 
the  spinal  cord,  and  separate  from  it  at  the  various  roots 
of  the  nerves,  as  they  leave  the  spine;  and  while  in  their 
course  within  the  spine  they  mingle  more  or  less  with  the 
vesicular  matter  of  the  cord.  According  to  this  hypothesis, 
there  are  no  other  nerve  fibrils  but  these,  (excepting  the 
commissural,)  and  tliey  are  quite  sufficient  to  manifest  all  the 
physical,  as  well  as  the  mental,  acts.    Thus  the  nerves  of  sen- 
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sation  are  capable  of  exciting  the  nerves  of  motion,  wWch  are 
ill  their  neighborhood;  and  they  may  produce  this  effect, 
even,  when  the  spinal  cord  liaa  been  severed  from  the  bram; 
because  their  relation  to  tlie  gray  matter  of  the  cord  is  such  t 
their  state  of  excitement,  liowever  vaiicd,  is  readily  extended  b 
it.    Neither  is  tliis  hypotliesis  accepted  in  full,  as  such. 

There  is  still  anotlier  and  more  recent  hy[)othesi3  put  forth  ll 
Drs,  Todd   and  Bowman,  of  Loudon,  which  assumes   tliat  I 
tlie  spinal  and  euceplialic  nerves,  of  whatever  function,  aro  ii 
planted  in  the  gray  matter  of  the  segments  of  the  ceredro-spitu 
centre,  with  wliich  they  are  severally  connected,  and  do  not  pat 
beyond.    The  several  segments  of  tlie  cerebro-spinal  axis  i 
connected  with  each  otlier  through  the  continuity  of  the  { 
matter  from  one  to  anotlier,  and  through  the  medium  of  c 
missural  fibres,  vfhidi  pass  between  them.     Motor  or  sensitive 
impulses,  tlirougli  these  means,  may  bo  propagated  from  seg- 
ment to  scgmeut ;  and  a  stimulus  conveyed  to  any  segment  from 
the  periphery  may  cither  simultaneously  affect  tlie  train,  i 
cause  a  sensation,  or  it  may  l)o  reflected  upon  the  motor  iien 
of  that  particular  segment,  and  stimulate  their  dej)ending  i 
cles  to  contract.     Or,  indeed,  both  these  effecta  may  take  plac 
at  the  same  moment,  as  the  result  of  one  and  the  same  stiuului 
According  to  these  gentlemen,  each  segment  of  tlie  cord,  so  loaj 
as  it  ratains  ibj  proper  commissural  connection  with  the  br^jl 
(by  both  commissural  fibres  and  continuous  gray  matter,)  is  1 
fact,  and  effect,  pai't  and  parcel  of  the  centre  of  volition,  as  v 
as  that  of  sensation ;  and  the  mind  is  as  directly  associated  vitk 
each  segment  of  the  cord  as  it  is  with  any  portion  of  the  c 
cephalon.     Just  let  that  commissural  connection  be  dissolved  o 
severed,  and  tlie  mind  will  immediately  lose  its  hold  upon  the 
cord  and  its  dependencies.     But  the  various  segments  of  that  a 
gau  may,  nevertheless,  be  acted  upon  still  by  physical  inipulseti 
and  may  still  continue  to  evolve  the  nervous  force  in  connecti( 
witli  the  natural  changes  wliicb  may  take  |)lace  within, 

An  abstruse  writer  in  the  British  and  Foreign  Jledico-Cliimr- 
gical  Review,  remarks  tliat  the  recent  discovery  of  Mr.  Grain- 
ger, viz.,  tliat  from  each  root  of  a  spinal  nerve  some  fibrils  arc 
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implanted  into  the  gray  substance  of  the  cord,  while  others 
apparently  become  continuous  with  the  longitudinal  fibres  of  the 
cord,  gives  an  argument  in  favor  of  the  views  of  Dr.  M.  Hall. 
Moreover,  it  is  distinctly  understood  that  many  anatomists  still 
hold  to  the  belief  that  some  of  the  fibrils  in  each  nerve  root  are 
continuous  with  the  longitudinal  fibrils  of  the  cord ;  yet  this  by 
no  means  is  evidence  that  they  actually  pass  along  the  cord  for 
any  great  portion  of  its  length,  far  less  that  they  pass  upwards 
continuously  to  the  gray  matter  of  the  cerebrum.  Besides, 
there  is  a  general  agreement  that  the  great  bulk  of  the  fibres 
which  constitute  the  roots  of  the  nerves  of  any  segment  of  the 
spinal  centre,  are  implanted  in  the  gray  matter  of  that  segment, 
and  do  not  pass  beyond  it.  It  is  now  shown,  also,  that  the 
white  matter  of  the  cord  does  not  increase  in  amount  from  be- 
low upwards,  as  it  ought  to  do  according  to  Dr.  M.  Hall's  views, 
but  is,  in  truth,  greatest  where  there  is  the  most  ganglionic 
enlargement 

These  facts  seem  to  justify,  he  goes  on  to  say,  after  referring 
to  the  views  of  Todd  and  Bowman,  that  the  spinal  cord  is  the 
chief  centre  for  tlic  roots  of  the  spinal  nerves ;  that  a  consider- 
able portion  of  the  white  strands  of  the  cord  is  composed  of 
fibres  which  are  passing  only  a  little  way  up  or  down  the  spinal 
cord,  so  as  to  reach  segments  of  its  own  ganglionic  centre,  a  few 
removes  from  the  point  at  which  the  nerves  join  the  cord  ;  and 
that  but  very  few,  if  any,  strands  or  fibrils  pass  continuously 
between  the  roots  of  the  nerves  and  the  encephalic  centres.  We 
are  not  disposed,  however,  to  deny  tUierly  the  passage  of  some 
few  such  continuous  fibres;  indeed,  it  seems  highly  probable, 
although  not  actually  demonstrated,  that  some  few  do  so  extend. 

We  notice  another  difficulty,  arising  from  the  doctrine  of  the 
"  distinct  and  continuous  nerve-fibre  system,"  which  has  refer- 
ence to  the  emotional  actions.  These  actions  were  supposed  by 
Marshall  Hall  to  take  place  through  the  instrumentality  of  the 
true  spinal  fibres ;  but  this  doctrine  was  objected  to,  by  Dr.  Car- 
penter, on  the  grounds  that  emotional  actions  may,  and  do,  take 
place  in  parts  which  are  paralyzed  as  to  the  will.  Dr.  Carpenter 
considered,  therefore,  that  the  emotions  can  only  be  excited 
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through  the  sensations,  and  that  chiefly  through  those  of  the 
special  kind.  He  contended,  finally,  that  wo  must  recognize  the 
existence  of  a  third  class  of  nerve  fibres,  having  their  special 
seat  or  centres  in  the  ganglia  of  sense,  and  independent  alike  of 
the  cerebral  and  of  the  spinal.  Indeed,  Dr.  Copclaud,  as  early 
as  1825,  advanced  the  doctrine  of  a  third  class  of  nciTes,  which 
he  conjectured  to  be  prolongations  of  the  ganglionic  'fibres,  ex- 
tending by  such  subtile  ramifications  into  all  parts  of  the  body 
as  to  escape  ocular  demonstration,  yet  as  evidently  existing. 
Dr.  Todd  also  recognizes  the  necessity  of  tliis  extension  of  the 
theory  of  a  "  distinct  and  continuous  nerve-fibre  system,"  if  it  be 
adopted  at  all;  but  adds, ''  it  is  difficult  to  admit  the  existence 
of  three  orders  of  nerve  fibrils  in  integument  and  muscle,  which, 
to  be  effective,  must  all  have  the  same  relation  to  the  elements 
of  the  muscles." 

But  if  we  now  leave  all  these  hypotheses,  and  look  closely 
at  demonstration,  we  sec,  concisely,  two  or  three  well-defined 
propositions,  viz. :  — 

First,  that  the  brain^  or  some  part  of  it,  is  absolutely  essential 
to  the  production  of  mental  nervous  actions  ;  or,  in  other  words, 
the  actions  of  volition  and  sensation  cannot  take  place  without 
the  brain. 

Second,  that  the  vesicular  (gray  matter)  is  the  true  dynamic 
nervous  matter,  and  that  which  is  absolutely  essential  to,  and 
the  source  of,  the  development  of  all  nervous  power  in  human 
beings. 

Third,  we  conclude  that  the  anatomy  of  the  spinal  cord  (as 
we  now  understand  it)  teaches  us  to  regard  each  segment  of 
it  as  the  centre  of  its  own  proper  nerves ;  all  centripetal  im- 
pressions being  received  in  the  first  instance  by  it,  and  all 
motor  impulses  finally  proceeding  from  it  ;  and,  at  the  same 
time,  the  connections  established  through  commissural  strands 
between  the  different  segments  of  the  cord  itself,  and  between 
the  cord  on  the  one  hand,  and  the  cerebrum  and  cerebellum  ou 
the  other,  the  impressions  first  conveyed  to  the  cord,  are  carried 
on  to  the  sensorium  so  as  to  produce  sensations ;  whilst  motor 
impulses  originating  in  the  cerebrum,  are  brought  to  act  upon 
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the  muscles,  by  being  directed  to  the  segmeut  of  the  cord  whence 
their  nerves  proceed.  All  muscular  movements,  whether  reflex, 
emotional,  or  voluntary,  are  immediately  called  into  action  by 
the  same  class  of  sensory  or  efferent  nerve  fibres  ;  moreover,  the 
excitor  or  afferent  fibres  are  at  once  in  like  manner  the  chan- 
nels of  the  transmission  of  stimuli,  which  gives  rise,  in  one 
instance,  to  reflex  actions  through  the  spinal  cord,  and  of  im- 
pressions, in  another  instance,  that  become  sensations  when 
transmitted  to  the  sensorium.  The  mechanism,  then,  of  a  vol- 
untary action  in  these  parts  that  are  supplied  by  spinal  nerves 
would  be  the  following :  — 

The  impulse  of  volition,  excited  primarily  in  the  brain,  acts 
at  the  same  time  upon  the  gray  matter  of  the  cord,  (through 
the  fibres  of  the  white  substance  of  the  brain,  which  radiate 
from  the  thalami  optici  and  the  corpora  striata^  or,  according  to 
Dr.  Todd,  simply  through  the  strands  of  the  medulla  oblongaia^ 
especially  the  anterior  pyramids,)  and  then  from  this  gray  mat- 
ter of  the  cord,  simultaneously  upon  the  anterior  roots  of  the 
nerves  implanted  in  it.  This  gray  matter,  in  virtue  of  its  asso- 
ciation with  the  brain  by  means  of  the  fibres  of  the  white  sub- 
stance of  the  brain,  or  the  anterior  pyramids,  becomes  part  and 
parcel  of  the  organ  of  the  "  triV/,"  and  therefore  as  distinctly 
amenable  to  acts  of  the  mind,  as  that  portion  which  is  contained 
within  the  cranium.  If  wo  destroy  the  commissural  connection 
with  the  brain  through  the  pyramidal  or  white  brain  fibres,  the 
spinal  cord  ceases  to  take  part  in  or  respond  to  mental  nervous 
actions  ;  or,  if  that  connection  be  only  partially  destroyed,  then 
precisely  that  portion  of  the  cord,  which  tlio  now  injured  nerve 
fibres  had  formerly  associated  with  the  brain,  is  no  longer  influ- 
enced by  the  mind. 

Again,  if  the  seat  of  volition  in  the  brain  be  diseased,  then 
the  portion  of  the  cord  that  corresponds  to  the  seat  of  that 
lesion  participates  in  the  effects  of  the  disease  as  far,  at 
least,  as  regards  voluntary  actions.  And  again,  wo  must  bear 
in  mind  that  a  continuity  of  fibrous  structure  here  is  not, 
absolutely  necessary  for  the  transmission  of  nervous  energy, 
or,  as  Dr.  Todd  would  say,  ^^for  the  excitement  of  nervous 
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polariti/j^  for  there  is  ample  evidence  that  the  vesicular  sub- 
stance alone,  here,  may  be  subservient  to  this  purpose.  It  has 
been  fairly  demonstrated,  by  Stilling,  and  Van  Deen,  "  that 
both  sensory  and  motor  impressions  can  be  communicated  from 
one  portion  of  the  spinal  cord  to  another,  even  after ,  complete 
sections  are  made  in  such  a  manner  as  to  leave  the  two  portions 
of  spinal  cord  only  connected  by  the  gray  substance.  In  no 
other  way,  indeed,  can  we  account  for  the  radiation  and  multi- 
plication of  impressions  in  cases  where  there  is  a  certain  state 
of  exalted  (abnormal)  polarity  and  activity  of  the  "  automatic  " 
spinal  centres. 

"  Indolence  and  neglect  of  duty^^^  says  Dr.  George  Johnson, 
"is  a  most  prolific  source  of  a  class  of  serious  and  grievous 
nervous  afiections.  This  habitual  want  of  doing,  more  often 
occasions  mental  disquietude,  and  imhappiness,  than  do  even 
excessive  labor  and  fatigue.  Those  who  habitually  'kill  time' 
are  not  unfrequently 

*  Haunted  much  by  visions  strange,  — 
The  spectres  manifold  of  murdered  hours ; ' 

for  the  infringement  of  moral  laws  brings  discomposure,  unrest, 
and  anguish  upon  the  mind,  just  as  surely  as  a  physical  injury 
gives  pain  to  the  body.  Both  these  classes  of  pain  and  suffer- 
ing, are  protective  and  beneficial  as  well  in  their  design  as 
tendency." 

Electro-Muscular  Diagnosis, 

Electro-muscular  explorations,  when  carefully  and  under- 
staudingly  performed,  are  very  important  Diagnostic,  as  well 
as  Prognostic  means  now  at  the  hand  of  physicians,  to  be  em- 
ployed in  cases  of  paralysis  that  present  either  for  treatment  or 
simply  to  learn  the  prospects  of  a  treatment.  The  loss  of 
electro-muscular  contractibility  (when  properly  tested)  enables 
■US,  first,  to  distinguish  those  paralyses  that  are  due  to  an 
invisible  or  otherwise  undiscovcrable  cause,  —  as,  for  instance, 
where  there  is  a  local,  idiopathic,  or  traumatic  lesion  of  the 
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nerves,  —  from  those  cases  which  are  still  depending  upon  a 
true  cerebral  origin  and  cause  ;  for  in  this  latter,  the  suscepti- 
bility of  the  palsied  muscles  to  contract,  when  under  the  influ- 
ence of  Faradaic  currents,  remains  more  or  less  intact ;  while 
in  the  former,  i.  e.,  where  the  paralysis  is  purely  from  a  local 
or  traumatic  lesion,  this  phenomenon  is  always  utterly  wanting. 

And  further,  we  find  that  the  gravity  of  the  given  case  of 
paralysis  is  in  direct  ratio  to  the  loss  of  the  electro-muscular 
susceptibility  and  contractibility  of  the  muscles  affected.  But  if 
this  muscular  "  sensibility "  is  preserved,  or  even  partially  so^ 
and  that  even  where  the  electro-muscular  contraction  has  be- 
come extinct,  we  learn  that  this  great  gravity  is  in  some  degree 
diminished,  particularly  if  the  neigliboring  muscles  also  show  a 
normal  response  by  electro-muscular  contraction.  This  region 
integrity,  where  the  case  is  not  of  too  long  standing,  so  that  the 
sick  muscle  has  not  already  passed  by  degeneration  into  a  fatty 
state,  is  always  a  very  favorable  sign,  at  least  as  possible,  or 
probable,  that  these  muscles,  under  a  judicious  use  of  Galvanic 
or  Faradaic  currents,  will  rapidly  recover.  Moreover,  we  can 
now  classify  these  cases  even  closer  than  this ;  but  let  us  first 
notice  the  opinions  of  distinguished  men  upon  this  subject. 

We  observe  that  systematic  writers  arrange  all  those  affec- 
tions of  the  human  organism  that  are  designated  as  palsies,  or 
paralyses,  (which  is  the  same  thing,)  under  three  general  divis- 
ions, viz.,  1.  Paralysis  from  brain  origin.  2.  Paralysis  from 
spine  origin.  3.  Paralysis  from  traumatic  lesion.  And  under 
this  last  head  are  arranged  all  those  cases  arising  from  primary 
local  effects  upon  the  periplieric  nerves,  as  well  as  those  whose 
primary  cause  was  perhaps  from  a  brain  lesion,  (which  is  now 
restored,)  and  the  remaining  paralysis  is  only  local. 

The  opinion  of  Dr.  Duchenne  upon  this  most  grave  question 
must  certainly  be  considered.  It  has  been  declared  by  him,  as 
also  by  Marshall  Hall,  Becquerel,  and  other  physicians,  that 
electro-muscular  contractibility  remains,  or  is  exalted,  in  all 
those  cases  where  the  origin  and  cause  are  in  the  brain.  That 
is,  if  Faradaic  currents  are  localized  in  the  affected  muscles, 
or  where  one  pole  is  placed  on  the  muscle  and  the  other  is  over 
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its  nerve  trunk,  there  can  be  produced  visible  contractions  in 
the  palsied  muscle  itself,  which,  however,  will  fall  back  into  its 
helplessness  as  soon  as  this  influence  is  withdrawn.  Dr.  Du- 
chenue  is  of  ttie  opinion  that  all  such  cases  as  arise  cither  from 
a  lesion  of  the  brain,  or  of  the  spinal  marrow,  are  by  no  mecms 
^^ necessarily^^  suitable  cases  to  receive  electrical  treatments  dur- 
ing' the  earlier  stages^  — certainly  not  until  after  some  six  or  eight 
months  after  the  attack.  But  where  the  red  or  white  softening, 
or  the  apoplectic  clot,  has  not  caused  the  person  to  sink  under 
the  immediate  shock,  but,  on  the  other  hand,  the  person  has 
rallied,  although  slowly,  and  the  clot  has  undergone  resorption, 
and  the  hemorrhagic  focus  has  cicatrized,  or  the  softening  has 
been  restored,  (cither  of  which  being  manifested  by  the  general 
appearance,  history,  and  electro-muscular  test,)  no  doubt  in 
such  favorable  cases,  judicious  electrical  treatments  may  be  re- 
sorted to,  not  only  with  safety,  but  also  with  the  greatest  benefit. 
In  some  of  the  more  favorable  cases,  we  shall  often  find  nature 
restoring  in  part,  at  least,  some  of  the  voluntary  muscle  move- 
ment, and  this  is  another  favorable  omen.  Dr.  Duchenne  de- 
clares, however,  that  in  recent  cases  of  paralysis,  so  long  as  the 
work  of  cicatrization  of  the  damaged  brain  is  not  completely 
terminated,  he  finds  the  application  of  induction  currents,  (in 
the  way  he  employs  them,)  as  treatments  for  restoring  motion 
and  the  power  of  the  will,  is  not  only  useless,  but  may  prove 
very  hurtful.  In  fact,  it  has  been  frequently  observed  that 
from  the  too  early  resort  to  this  active  agent,  and  that  jxjrhaps 
in  no  kind  of  order,  new  cerebral  hemorrhages  are  more  apt  to 
follow.  lie  in  another  place  says,  however,  that  nothing  is 
more  variable  than  the  duration  of  the  time  that  is  al)solutely 
necessary  to  bring  about  cicatrization  in  each  individual  case ; 
yet  after  a  delay  of  some  half  year,  more  or  less,  we  may  cm- 
ploy  Faradaization  for  those  paralyzed  muscles,  whose  electro- 
muscular  contractility  has  only  been  diminished  by  the  pro- 
longed inaction^  and  severance  from  the  influence  and  coopera- 
tion of  the  will. 

Duchenne  shows  that  for  those  muscles  in  which  the  prompt 
electro-muscular  contractility  has  remained  quite  intact,  such 
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musdes  gain  nothing  from  electrical  treatments  for  their  volun- 
tary contractility,  if  this  power  is  lost  in  whole,  or  in  part  even, 
as  this  loss  of  voluntary  action,  while  there  is  prompt  electro- 
muscular  response,  is  not  from  the  incapacity  of  the  muscle  to 
contract,  as  is  thus  proved,  but  it  is  from  a  want  of  functional 
continuity  of  communication  with  the  organs  of  volition  at  the 
base  of  the  brain.  But  in  the  former  cases,  where  the  paralysis 
seems  to  be  mainly,  if  not  entirely,  localized  in  the  muscles,  and 
this  diminished  action  is  from  inaction,  then  the  employment  of 
Faradaization  of  those  muscles  becomes  highly  useful,  and  often 
completely  successful.     (See  pp.  331,  512-516,  and  F,  Note  2.) 

Even  such  results  will  not  be  happy,  however  obtained,  except 
80  long  as  the  hemorrhagic  focus,  or  other  lesion,  is  nothing 
more  than  a  healthy  cicatrix  ;  for  if,  after  the  resorption  of  the 
efiusion,  whatever  that  may  be,  if  there  remains  a  persistent 
dot,  or  debris  of  a  clot,  or  a  cyst  of  any  size,  or  if  the  brain 
has  8u£fered  any  considerable  loss  of  substance,  then  even,  also 
shall  we  realize  a  failure  of  the  best  electrical  treatment. 

On  the  whole,  then,  we  infer  from  his  reasoning,  which  is 
based,  as  we  should  bear  in  mind,  on  the  earlier  but  most  exten- 
sive experience  in  systematic  electro-medical  practice,  that  it  is 
very  difficult  to  determine  in  any  exact  manner  the  condition 
or  degree  of  tlie  lesion  in  the  brain  ;  but  that  some  six  months 
after  the  malady  first  showed  itself,  the  paralysis  being  no  longer 
caused  J  or,  in  other  words,  sustained^  by  the  central  lesion,  and 
that  under  the  above  circumstances,  and  where  there  is  no  sort 
of  rigidity  which  characterizes  all  such  cases,  it  can  then  be 
safely  treated  by  Faradaic  currents,  and  that  many  of  such  will 
be  greatly  benefited,  or  completely  restored.  In  proof  of  this 
he  gives  a  variety  of  striking  examples. 

Furthermore,  M.  Duchenne  lays  down  the  rule,  also  observed 
by  others,  tliat  the  contractions  of  certain  muscles  and  limbs 
following  cerebral  injuries  are  due  to  a  persistent  irritation  in 
the  brain,  and  that  the  proportion  of  this  contraction  is  in 
direct  ratio  to  the  degree  of  the  brain  irritation.  Hence,  where 
there  is  persistent  rigidity  of  a  muscle,  or  group  of  muscles, 
electricity  will  do  no  possible  good,  but  rather  do  harm.    But 
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where  the  rigidity  is  transitory^  he  has  found  that  electrid^ 
can  cause  it  to  diminish  still  more  and  more  rapidlj,  if  em- 
ployed with  prudence  and  skill. 

It  is  scarcely  necessary  to  mention  in  this  connection,  that 
where  the  state  of  lesion  of  the  cerebro-spinal  axis  is  evidently 
but  the  recent  arrest  of  softening,  or  is  the  consequence  of  cere- 
bral or  spinal  tumor,  or  of  bony  pressure,  it  is  then  invariably 
(when  so  fairly  judged)  best  to  proscribe  absolutely  any  employ- 
ment of  electricity  whatever.  It  certainly  cannot  be  calculated 
to  remove  the  cause,  nor  yet  ordinarily  in  such  cases  ameliorate 
the  temporary  suflFering.  Dr.  Duchenne,  therefore,  concludes, 
as  the  result  of  his  great  experience,  that  the  electro-muscular 
contractility  is  always  normal  in  cerebral  paralysis ;  i.  e.,  that 
there  is  no  diflFerence  between  the  response  of  the  muscles  of 
the  paralyzed  limbs  and  those  of  the  healthy ;  but  this  propo- 
sition, the  author  must  say,  is  not  entirely  in  accordance  with 
his  own  observations  while  testing  and  treating  such  patients. 

Marshall  Hall,  as  well  as  Duchenne,  believed  that  in  true 
brain  paralysis,  the  muscles  remain  intact ;  but  on  the  con- 
trary, that  in  paralysis  arising  from  a  spinal  origin,  the 
electro-muscular  contractions  entirely  fail.  But  this  last  prop- 
osition, although  defended  by  the  former,  is  not  fully  corrob- 
orated by  the  latter ;  yet  he  allows  that  he  docs  find,  from 
lesions  of  the  spinal  cord,  that  muscular  irritability  is  dimin- 
ished, and  almost  J  if  not  quite,  always  so,  as  he  had  often  proved 
by  testing  with  the  currents  the  several  affected  muscles.  But 
Duchenne  found  at  least  one  fair  exception  ;  for,  although 
there  did  exist  such  a  lesion  and  cause,  yet  there  was  complete 
electro-contraction  of  the  affected  muscles.  As  the  patient  soon 
after  died  of  a  fever,  the  peculiar  lesion  was  proved  by  an  au- 
topsy. There  was  found  a  complete  disappearance  of  the  gray 
substance  on  the  median  line  in  each  of  the  two  halves  of  the 
spinal  marrow.  But  in  all  other  cases  where  he  could  actually 
test  the  fact  by  an  autopsy,  he  says  he  found  a  corresponding 
diminution  of  the  electro-muscular  contraction  of  the  palsied 
muscles. 

Duchenne  lays  down,  moreover,  as  an  important  rule^  that 
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whenever  the  application  of  electricity  is  indicated  in  the  treat- 
ment of  a  case  of  paralysis  consecutive  to  a  cerebral  hemorrhage, 
even  if  indicated  in  snch  a  manner  as  seems  positive,  yet  must 
we  proceed  to  Faradaize  the  patient  with  the  utmost  precaution. 
It  is  necessary,  he  says,  first  of  all,  and  indeed  at  all  cost,  to  take 
care  that  the  currents  do  not  pass  from  the  extremity  that  is 
acted  upon,  to  the  nervous  centres,  by  directing  the  current  so 
as  to  traverse  the  nerves  in  that  direction  of  their  length.  For 
this  reason  it  is  his  practice,  in  such  cases,  to  bring  the  position 
of  the  electrodes  upon  the  aflFected  muscle,  as  nearly  transversely, 
and  as  close  together,  as  possible,  so  that  the  workings  of  the 
electro-magnetic  currents  may  be  confined  within  the  touched 
muscles  themselves. 

As  to  the  distinctive  characteristics  of  the  two  great  classes  of 
cerebral  and  spinal  paralysis,  as  manifested  by  the  electric  test, 
we  find  that  M.  Becquerel  has  studied  them  particularly.  He 
comes  to  the  conclusion,  that  there  must  necessarily  be  distinc- 
tions for  particular  cases.  The  degree  or  intensity  of  the  sus- 
ceptibility of  a  case  to  electro-muscular  contractility  is  found  to 
be  about  in  proportion  to  the  conservation  of  the  power  and 
ability  of  voluntary  movements ;  i.  e.,  in  the  muscles  afiected.  So 
that  tliis  susceptibility  disappears  in  an  absolute  manner,  only, 
where  the  paralysis  is  complete,  and  where,  at  the  same  time, 
the  voluntary  movements  are  entirely  abolished. 

For  all  of  this  kind  of  cases.  Dr.  Becquerel  advises  the  more 
simple  kinds  of  treatments  by  Faradaic  currents,  and  especially 
directs  that  each  seance  be  short.  But  he  does  not  so  appear  to 
dread  the  effects  of  reflex  action  from  this  procedure,  but  rather 
embraces  the  nerves  in  the  current  with  this  expectation. 

The  peculiar  views  of  Dr.  Marshall  Hall,  so  important  on  this 
point,  may  be  profitably  rehearsed  here.  He  gives  as  the  result 
of  his  conclusions,  that  all  kinds  of  muscular  paralysis  may  be 
arranged,  by  the  electro-muscular  test,  into  two  great  classes  — 
first,  the  Cerebral ;  second,  the  Spinal:  this  latter  includes  all 
local,  peripheral,  and  traumatic  cases.    Thus  he  speaks :  — 

*.'  I  designate  that  paralysis  as  cerebral^  in  which,  by  whatever 
means  or  disease,  the  influence  of  the  brain  is  severed ;  and  I 
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designate  that  form  of  paralysis  spinal^  in  which,  from  whatever 
cause,  the  influence  of  the  spinal  marrow  is  severed.  It  is  un- 
necessary to  state,  that  in  the  latter  case  the  influence  of  the 
cerebrum  is  removed,  as  well  as  that  of  the  spinal  marrow. 

"  Before  I  proceed,  I  must  take  the  opportunity  of  briefly  allud- 
ing to  the  functions  observed  in  the  muscular  system  ;  for  it  is 
these  that  arc  variously  affected  in  paralysis.  The  first  function 
of  the  muscular  system  which  I  shall  mention  is  voluntary  mo- 
tion^ the  effect  of  x>oUtion :  the  second  function,  or  rather  aflfec- 
tion,  of  the  muscular  system,  is  the  effect  of  emotion;  the  third 
is  reflex  action;  the  fourth  is  the  tone  of  the  muscular  system; 
the  fifth  is  the  irritahility  of  the  muscular  fibre.  All  these  are 
wonderfully  involved  in  every  muscular  act  or  action,  though 
one  may  be  principally  so,  and  the  affection  of  each  becomes  to 
the  physiologist  the  source  of  diagnosis  in  cases  of  paralysis ; 
for  I  may  take  this  opportunity  of  stating,  that  in  the  diseases 
of  the  nervous  system^  the  electro-physiology  is  the  diagnosis 
of  the  case. 

"  I  will  briefly  detail  the  particulars  of  two  cases,  which  may 
be  taken  as  types  of  the  rest. 

"  The  first  was  a  case  of  hemiplegia,  affecting  the  right  side. 
The  muscles  of  the  right  arm  were  paralytic,  atrophied,  con- 
tracted, and  rigid.  We  placed  both  hands  in  one  basin,  contain- 
ing water  Avith  a  little  salt,  and  the  foot  in  another,  and  we  passed 
a  galvanic  current  through  tlie  limbs  so  disposed,  beginning  with 
tlio  svmllest  force  whicli  would  produce  an  obvious  movement. 
Invariably,  in  many  trials,  the  paralytic  arm  was  moved  l)y  the 
blighter,  but  the  most  by  a  greater  force,  whatever  the  direction 
of  the  current. 

"  The  second  case  was  that  of  a  little  girl,  aged  two  years  and 
a  half,  in  whom  the  left  arm  had  been  suddenly  affected  witli 
complete  paralysis  nearly  two  years  before ;  the  head  having  at 
the  time  of  the  seizure  been  drawn  to  one  side,  and  the  child 
being  under  the  influence  of  dentition.  In  this  case,  the  paral- 
ysis of  muscular  power  was,  as  I  have  stated,  complete;  the  arm 
was  atrophied,  the  muscles  flaccid,  the  hand  moving  on  the 
wrist,  and  if   held  in  the  dependent  position,  absolutely  un- 
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controlled  bj  muscular  influence.  We  applied  the  galvanic  test 
as  before,  using  the  mildest  force  which  would  produce  an  ob- 
vious effect.  Now,  the  unaffected  limb  was  first  and  most  af- 
fected by  the  galvanism ! 

"  In  these  two  cases  we  have  the  marked  forms  of  cerebral  and 
spinal  paralysis  respectively ;  in  the  first  we  observe  a  very 
marked  tonus,  (contraction  ;)  in  the  second,  abolition  of  tonus, 
(flaccidity;)  in  the  first,  we  have  augmented,  in  the  second, 
diminished,  irritability  of  the  ultimate  nerves  and  muscular 
fibre.  In  the  first,  too,  there  was  agitation  of  the  arm  on  any 
emotion ;  in  the  second,  none.  I  had  no  satisfactory  mode  of 
testing  the  existence  or  absence  of  reflex  action. 

"  The  physiologist,  and  now,  I  think,  the  practitioner,  also,  will 
see  the  value  of  these  phenomena  to  medical  science,  and  bring 
their  translation  into  diagnosis. 

"  In  hemiplegia,  the  seat  of  emotion,  the  source  of  tonus,  and 
the  source  of  irritability,  are  left ;  in  spinal  paralysis,  the  seat 
of  emotion,  the  source  of  the  tone  of  the  muscles,  and  of  the 
irritability  of  the  muscular  fibre,  arc  removed.  It  must  be  re- 
membered that  in  both  cases  the  muscular  mass  was  equally 
atrophied.  What  are  the  obvious  physiological  inferences  from 
these  facts,  and  what  are  their  practical  advantages  in  a  diag- 
nostic point  of  view  ?  I  leave  the  replies  to  these  questions  to  my 
readers,  observing,  that  the  first  must  be  diametrically  opposed 
to  the  opinions  recently  advocated  by  the  late  Dr.  J.  Reid,  by 
Dr.  Carpenter,  Dr.  Todd,  &c.  The  cases  themselves,  with  many 
others,  have  all  been  witnessed  by  others  so  frequently,  and  so 
carefully,  that  tliey  may,  I  believe,  be  received  as  accurately  as- 
certained facts,  from  which  equally  cautious  inferences  may  be 
fearlessly  drawn.  Are  not  these  inferences  —  first,  that  the  cere- 
brum is  the  seat  of  volition ;  second,  that  a  lower  portion  of 
the  encephalon  [the  medulla  oblongata]  is  the  seat  of  emotion ; 
tliird,  that  the  medulla  spinalis  [spinal  cord]  is  the  seat  or 
source  of  tone  or  tonicity  in  the  muscular  system ;  and  fourth, 
of  the  irritability  of  the  muscular  fibre ;  and  fifth,  that  the  two 
last  are  not  dependent  on  nutrition  merely  ? 

^^  I  may  here  add  that  the  cause  of  cerebral  paralysis  is,  chiefly. 
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tlie  injured  substances  of  the  cerebrum ;  whilst  spinal 
may  arise  from  the  injured  substances  of  the  spinal 
from  the  injured  substance  or  function  of  spinal  nerves 
disease,  in  effect,  which  severs  the  influence  of  the  spinal 
row  from  the  muscles.     lu  this  sense,  for  example,  the 
arising  from  lead  is  spinal  paralysis. 

"  It  is  well  known  that  in  this  disease  the  tone  of  the  musi 
and  the  irritability  of  the  muscular  fibre  are  dimuiislied. 
may  here  observe,  that  the  hand  and  arm,  contracted  bif 
from  cerebral  paralysis,  arc  contracted  symmetrically  and  with- 
out distortion,  —  all  the  muscles  being  equally  affected,  —  the 
flexors  overcome  the  exteusors,  the  arm  is  bent,  and  the  hand 
closes  firmly  but  regularly,  lu  spasmo-paralysis,  oii  the  con- 
trary, certain  muscles  only  arc  excited  to  contraction  ;  and  that 
contraction  is  irregular,  clonic,  and  tonic,  and  the 
hand  are  affected  with  various  deformities,  scarcely  admitting 
description,  but  which  it  would  be  highly  interesting  to  depi( 

Dr.  Hall,  therefore,  laid  down  the  following  propogitions 

"  If  the  hands  of  a  healthy  person  be  subjected  to  the  action 
of  electro-magnetic  currents,  they  are  energetically  closed;  the 
flexor  muscles  being  more  massive  and  powerful  than  the  ex- 
tensors, the  former  are  more  forcibly  contracted  than  the  latter 
it  is  their  power,  not  their  irritability,  which  is  tested, 

But  it  is  to  an  actual  case  in  point  that  we  must  appeal ; 
I  bog  here  to  introduce  au  experiment,  made  to  determine 
question  before  us,  viz.,  that  of  results   obtained   by  the 
kinds  of  electric  current  apparatus  to  which  I  have  adverted, 
give  it  in  the  words  of  Mr.  Smith.     This  experiment  was 
on  the  10th  of  November,  1847. 

"  In  a  case  of  hemiplegia  of  throe  years  and  a  quarter's  dura- 
tion, in  a  man  aged  twenty-eight,  the  arm  being  slightly  wasted 
and  the  hand  contracted,  the  leg  only  a  little  enfeebled,  wo  first 
applied  the  continuous  primary  current  from  the  common  Cruik- 
sliank  battery ;  the  two  hands  being  placed  in  salt  water  in  one 
basin,  while  the  feet  wore  in  another ;  then,  on  itsing  a  sniidl_ 
number  of  plates,  the  muscles  of  the  paralyzed  arm  were  foi 
to  be  slightly  affected  by  the  current,  but  which  did  not 
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fluence  the  unaffected  arm  when  applied  to  them ;  then,  On  aug- 
menting tlie  number  of  plates,  both  arms  were  moved,  but  the 
poralTtic  arm  more  than  the  other.  We  now  substituted  Hear- 
der's  electro-magnetic  apparatus  in  the  place  of  Cruikshank's 
battery.  Both  arms  were  now  moved,  but  the  xmaflFected  more 
than  the  paralytic  arm,  the  muscles  being  more  powerfully  con- 
tracted, as  observed  both  by  the  sight  and  touch  —  a  difference 
which  became  still  more  obvious  as  the  power  of  the  apparatus 
was  augmented. 

"  Having  thus  pointed  out  the  source  of  the  discrepancy  be- 
tween the  results  obtained  by  Dr.  Todd  and  myself,  I  need  not  pro- 
ceed any  further.  Still,  there  are  so  many  and  such  important 
questions  in  this  inquiry,  that  I  am  anxious  to  be  allowed  to  ad- 
duce fresh  evidences  of  the  statements  made  in  my  former  papers. 
Most  of  all,  I  would  call  the  attention  of  the  society  to  the  great 
physiological  principles  involved  in  this  inquiry,  viz.,  that,  while 
volition  is  an  exhauster  of  the  irritability  of  the  muscular  fibre, 
this  irritability  is  essentially  dependent  on  the  influence  of  the 
spinal  marrow.  I  wish  to  call  their  attention,  also,  to  the  impor- 
tant application  of  galvanism  as  a  test  of  that  irritability,  and  as 
a  diagnostic  between  the  cases  of  paralysis,  in  which,  first,  the 
influence  of  the  cerebrum,  or,  secondly,  the  influence  of  the  spi- 
nal marrow,  is  severally  concerned ;  for  both  these  doctrines 
remain  in  their  full  force. 

"  The  Terms  employed,  —  Before  I  proceed,  I  must  also  take 
this  opportunity  of  defining  the  medical  terms  employed  by  me 
in  this  discussion.  In  the  first  place,  by  cerebral  paralysis,  I  mean 
any  disease  which  severs  the  influence  of  the  spinal  marrow  from 
those  limbs  that  are  paralyzed.  In  my  former  memoir,  I  re- 
ferred expressly  to  the  cases  of  paralysis  arising  from  the  severed 
influence  of  the  spinal  marrow,  as  distinguished  from  those  aris- 
ing from  the  severed  influence  of  the  cerebrum,  merely. 

"  Cerebral  paralysis  usually  depends  upon  disease  of  the  cere- 
brum ;  but  spinal  paralysis  may  depend  on  disease  situated  in 
any  locality,  even  in  the  cerebrum,  if  so  as  to  sever  the  influence 
of  the  spinal  marrow  from  the  paralyzed  muscles.  By  the  term 
paralysis,  too,  I  mean  pure  paralysis  ;  and  I  carefully  distinguish 
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such  paralysis  from  cases  in  which  spasmj  excited  immediately 
from  some  disease  affecting  the  fpinal  marrow,  (or  system,)  is 
superadded — cases  which  I  have  recently  distinguished  by  the 
term  spasmo-paralysis. 

^^  It  is  especially  necessary  to  distinguish  between  such  cases  as, 
from  involving  '<  some  disease  affecting  the  spinal  marrow  itself" 
are  attended  by  early  spasmodic  affection,  and  those  cases  of 
pure  cerebral  paralysis,  in  which  spasm  supervenes  at  a  remote 
period,  from  the  physiological  action  of  the  spinal  marrow  on 
muscles  from  which  the  influence  of  volition  being  withdrawn, 
the  irritability  of  their  fibre  is  augmented  and  their  permanent 
contraction  induced,  presenting  the  only  case,  probably,  in  which 
such  contraction  is  physiological,  or  pathological,  only  in  a  sec* 
ondary  point  of  view. 

"  It  is  true  that  Dr.  Todd  has  referred  the  early  and  the  tardg 
contractions  in  hemiplegia,  or  cerebral  paralysis,  to  the  operar 
tion  of  other  causes,  but  it  is  equally  certain  that  Dr.  Todd's 
views  are  erroneous ;  for  both  experiment  and  observation  prove 
that  no  condition  of  the  cerebrum,  when  limited  in  its  influence 
to  the  cerebrum,  can  induce  spasmodic  action. 

"  An  equal,  or  rather  a  double  error  is  committed  by  Dr.  Todd 
in  reference  to  the  action  of  strychnine.  It  has  been  amply 
proved  that  strychnine  acts  on  the  spinal  marrow,  and  only  on 
the  spinal  marrow.  Throughout  this  inquiry  it  is  essential,  not 
only  that  our  instruments  should  be  identical^  but  that  our  terms 
should  bear  a  meaning  at  once  specific  and  accurate.  The 
questions  submitted  to  fresh  experiment  are, — 

"  1.  Are  there  cases  of  paralysis  in  which  the  irritability  of 
the  muscular  fibre  is  greater  in  the  paralytic  than  in  the  imaf- 
fected  part  of  the  limb  ? 

"  2,  Are  there  cases  of  paralysis  in  which  the  reverse  of  this 
obtains  ? 

"  3.  What  are  these  cases  severally  and  respectively  ?  Are  the 
former  cases  in  which  the  influence  of  the  cerebrum  aione  is 
severed  ?  and  are  the  latter  cases  in  which  the  influence  of  the 
spinal  marrow  also  is  intercepted  ? 

^'  4.  Is  the  galvanic  battery,  or  trough  of  Gruikshank,  caa- 


AN.SSTHE8IA.  499 

ticmdy  employed,  a  fair  test  of  the  irritability  of  the  muscular 
fibre  in  paralytic  limbs  ?  and  consequently,  diagnostic  of  these 
two  kinds  of  paralyses  ? 

"  In  the  prosecution  of  these  questions  many  precautions  are 
required.  In  the  first  place,  it  will  always  be  observed  that  the 
patient  is  timid  on  the  first  application  of  tho  galvanic  current. 
The  efiect  of  surprise  and  sudden  sensation,  in  wincing,  starting, 
Ac.,  must  be  carefully  distinguished  from  that  of  tho  galvanic 
influence  on  the  nerves  and  muscular  fibre. 

**  2.  The  degree  of  the  galvanic  force  should  never  be  —  be- 
cause it  never  need  be  —  such  as  to  give  poin,  far  less  such  as  to 
jerk  the  limb  out  of  the  basin.  Such  violence  must  complicate 
the  phenomenon,  and  confuse  the  results.  The  galvanic  current 
force  should  be  the  mildest  whicli  can  produce  an  obvious  effect. 

"  8.  The  first  effect  of  a  paralytic  seizure  is  one  of  shock ; 
probably  of  diminished  irritability  of  the  muscular  fibre.  Time 
must  be  allowed  for  the  restoration,  as  well  as  for  tho  augmenta- 
tion of  this  property.  It  is,  therefore,  only  after  a  certain  lapse  of 
time,  that  it  is  proper,  or  perhaps  safe,  to  apply  galvanism,  es- 
pecially if  the  patient  be  timid. 

**  4.  Within  a  very  few  days  of  the  paralytic  seizure,  there  is, 
firequeutly,  a  rapid  and  considerable  recovery  of  voluntary  mo- 
tion ;  afterwards  the  recovery  is  much  slower,  and  much  less 
marked.  The  former  is  the  recovery  from  shock;  the  latter, 
diminution  of  the  actual  disease. 

**  6.  Lastly,  in  some  cases  there  is  no  recovery.  In  these  cases 
I  think  it  probable  that  there  may  be  no  augmentation  —  perhaps 
no  restoration  —  of  the  irritability  of  the  muscular  fibre.  In  one 
such  case,  after  the  lapse  of  seven  weeks,  the  muscles  of  the  para- 
lytic arm  remained  less  susceptible  to  the  proper  galvanic  influ- 
ence than  the  unaffected  limb.  Dr.  Hall  then  relates  several  cases 
in  which  the  galvanic  current  was  used  in  diagnosis,  by  testing 
the  irritability  of  paralyzed  muscles.  In  the  first  case,  what  had 
been  supposed  to  be  paralysis  of  the  facial  nerve  was  shown  to 
be  cerebral  paralysis,  for  the  muscles  of  the  paralyzed  side  were 
more  affected  by  the  galvanic  current  than  tliose  of  the  sound 
ride.  In  a  case  of  a  real  and  simple  facial  paralysis,  the  mu9- 
des  of  the  unparalyzed,  healthy  side,  were  most  affected. 
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"  In  another  very  interesting  case  of  paralysis  of  one  leg,  1 
aflfectioii  had  been  supposed  to  be  partial  paraplegia,  and  there-  ' 
foro  spinal ;  but  on  applyhig  the  lest  of  a  galvanit  current  from 
Cruikshatilc's  battery,  the  muscles  of  the  paralytic  limb  contract-  | 
ed,  when  no  motion  observable  could  be  produced  by  it  iu  tboBO  1 
of  the  sound  limb.     The  paralysis,  be  thought,  was  thus  shown  1 
to  be  cerebral ;  and  by  close  investigation  of  the  case,  it  was  found  1 
that  the  patient  had  felt  tingling  of  the  hand  on  the  same  dde 
of  the  paralyzed  leg.     It  is  here  wortliy  of  remark,  that  on  using  j 
Hoarder's  electro-magnetic  apparatus,  upon  the  same  case,  tht 
effects  were  reversed!    Tho  unaffected  limb  was  now  jorked 
violently,  when,  with  the  same  current,  the  paralytic  limb  wa«  i 
scarcely  moved  (?)  " 

Dr.  Hall  therefore  adopted  the  following  rules  as  law  in  hit  ] 
view :  — 

"  1.  That  cerebral  paralysis  may  exist  alone. 

*'  2.  That  spinal  paralysis  of  course  implies  cerebral  paralysis,    i 

"  3.  Tliat  ganglionic  pai-alysis  may  exist  with  or  unlhovt  maa-  I 
cular  spinal  pai'alysis.     In  case  of  a  transverse  division,  or  di»-  J 
ease  of  the  tri-facial  nerve,  we  have  ganglionic  paralysis  ;  and 
in  a  case  where  the  digital  nerve  was  injured,  1  fomid  the  nail 
ceased  to  ^'ow  as  formerly.     But  as  spinal  paralysis  iniidies 
cerebral  paralysis,  it  also  implies  ganglionic  jiaralysis.     I  have," 
he  says,  "  at  this  moment  a  patient,  who,  from  inflammation  of 
the  sciatic  nerve  from  a  cold,  has  lost  the  power  of  the  timb, 
and  the  muscles  are  absolutely  uuaffectable  by  any  galvanism 
—  are  atrophied,  hetcrotro]>hied,  and,  I  suppose,  ai^e  changed  I 
into   fat.      Now,    by   restoring   the   healthy   condition   of  the  * 
nerve,   will   the   morbid   change    of   structure    undergo   resto-  1 
ration  ?      This   is  a  question.      It  will  require  research   and  ] 
experience ;  but  I  propose  shortly  to  add  to  this  present  brief  J 
sketch  some  more  ample  detaib."     But  he  did  not  live  to  | 
accomplish  it. 

Dr.  Marshall  Hall  was  thus  probably  the  first  to  direct  the  k 
attention  of  the  medical  world  to  the  employment  of  oloctrio  1 
currents  as  a  peculiar  means  of  diagnasis  for  and  between  cer- 
tain paralytic  diseases.     But  as  he  assumed,  *'  that  the  brain  ta 
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the  exhapster  of  muscular  irritability  by  the  acts  of  its  owu 
volitions,"  he  could  not  deduce  or  arrive  at  any  rule,  because 
such  a  position  was  not  tenable.  Much  has  been  written  since 
that  day  upon  this  subject,  by  other  able  men  who  joined  issue, 
as  Copeland,  Todd,  Perera,  Duchenne,  and  many  others. 

The  most  recent,  correct,  and  concise  views  we  find  on  tliis 
question  are  deduced  from  the  very  excellent  work  on  Nervous 
Diseases  by  Dr.  Todd,  of  King's  College,  London.  He  concludes, 
that  Faradaic  currents  do  serve  as  a  test  in  the  different  cases 
of  hemiplegia,  to  distinguish  between  an  irritating  and  a  de- 
pressing lesion  of  the  brain,  but  not  as  a  means  for  distinguish- 
ing between  cerebral  and  spinal  paralysis.  He  observed,  that 
Ml  certain  cases,  the  paralyzed  muscles  responded  by  contrac- 
tions to  the  electric  excitant  very  readily,  even  more  so  than  the 
sound  side,  and  that  in  these  cases  the  muscles  of  the  palsied 
limb  always  showed  more  or  less  degree  of  rigidity.  The 
degree  of  this  response  to  the  electric  stimulus,  he  concludes  to 
be  within  certain  limits,  in  proportion  to  the  degree  of  rigidity ; 
and  this  latter  is  in  proportion  to  the  extent  of  the  irritating  clots, 
or  cysts,  that  still  exist  within  the  brain.  But  in  another  class 
of  these  cases,  this  stimulus  produced  very  little  or  no  contrac- 
tion at  all;  and  these  were  noticed  to  be  those  cases  usually 
where  the  muscles  are  already  more  or  less  wasted.  Then  in 
some  other  of  these  cases,  he  found  that  although  the  paralysis 
was  almost  complete,  yet  the  currents  produced  equal  response 
in  the  healthy  limbs  and  palsied  limbs  of  the  same  patient. 
These  he  observed  to  be  cases  of  true  cerebral  apoplexy,  but 
occurring  in  previously  healthy  individuals  who  were  generally 
in  the  prime  of  life. 

He  holds,  therefore,  that  the  state  of  the  muscles  has  compar- 
atively little  to  do  in  the  production  of  these  varied  phenomena, 
but  that  the  peculiar  effects  of  the  applied  artificial  currents  of 
induction  or  galvanism  are  rather  due  to  the  state  of  nervous  force 
ezisting  in  the  paralyzed  limbs ;  so  that,  where  there  is  little  or 
no  response  by  contraction,  the  nervous  force  in  the  nerves  of 
that  limb  is  depressed,  or  is  so  far  exhausted.  If  in  other  cases 
the  electric  stimulus  excites  contractions  of  a  still  more  lively 
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character  in  the  palsied  muscles,  then  in  the  healthy  muscles  of 
the  soimd  side,  then  he  concludes  that  there  the  nervous  force 
is  exalted.  Then  in  other  some,  where  there  is  no  perceptible 
difference  &om  Faradaizing  the  sound  and  palsied  limbs,  the 
nervous  force  existing  here  is  normal;  and*  all  three  of  these 
conditions  have  their  significance  and  interpretation. 

Hemiplegia. 

Hemiplegia  is  the  term  generally  used  to  denote  paralysis  of 
one  side,  extending  to  both  the  upper  and  lower  extremities ;  and 
usxmlly  the  lesion  in  the  brain,  when  this  is  the  cause,  is  on  the 
opposite  side  to  the  seat  of  the  manifested  palsy.  When  the 
lower  extremity  of  one  side  and  the  upper  extremity  of  the 
opposite  side  are  affected  at  the  same  time,  then  the  case  is  said 
to  be  a  crossed  palsy.     These  cases,  however,  are  rare. 

We  may  be  prepared  to  find  true  hemiplegia  far  more  frequent- 
ly on  the  left  than  on  the  right  side ;  and  it  is  limited  exactly 
to  the  median  line.  The  attacks  are  various  —  sometimes 
gradually  beginning  in  the  fingers  or  toes,  the  legs  or  arms,  and 
then  extending  successively  over  that  side.  When  there  is  spastic 
rigidity  of  some  of  the  flexor  muscles,  or  cramps,  or  convulsions, 
they  arc  to  be  viewed  as  grave  attendants  of  this  sad  affection ; 
and  usually  in  such  a  case  there  is  to  be  suspected  some  in- 
flammatory softening  of  a  portion  of  the  brain,  which  is  to  be 
considered  still  more  probable  if  there  is  much  pain  in  the 
paralyzed  limbsj  or  contracted  muscles.  In  this  state  of  things, 
postponement  of  the  electric  treatment  is  certainly  prudent; 
but  if  already  of  long  standing,  and  nothing  is  to  be  gained 
probably  by  delay,  nor  yet  from  other  medication,  then  let  the 
trials  be  made,  if  at  all,  with  the  greatest  caution  and  gentleness, 
as  regards  strength  of  current,  as  well  as  length  of  seance,  and 
adroit  manipulations,  —  closely  watching  the  effects. 

Dr.  Todd  says,  we  shall  very  seldom  find  a  hemiplegia  pro- 
duced by  disease  of  the  upper  part  of  the  spinal  cord ;  but  when 
this  is  the  case,  the  paralysis  is  usually  local,  affecting,  perhaps, 
the  right  shoulder  and  arm  at  first,  but  then  soon  becoming 
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more  general.  The  author  has  recently  had  under  treatment 
two  cases  that  thus  originated^  and  had  resulted  in  a  sub-luxa- 
tion of  the  shoulder  joint  from  the  paralysis  of  the  posterior 
portion  of  the  deltoid  and  other  shoulder  muscles,  while  the 
biceps  and  coraco-brachialisj  remaining  intact,  drew  the  head 
of  the  bone  from  the  glenoid  cavity.     (See  Sub-Luxations.) 

We  must  also  be  prepared  to  see  hopeless  cases  of  hemiplegia, 
as  the  congenital^  and  not  arising  from  recent  lesion,  but  rather 
depending  upon  defective  development  and  growth  in  some 
portions  of  the  cord  or  brain,  causing  various  complications  of 
hemiplegia,  as  choreic,  or  idiotic,  or  stimted  growth  of  limb  or 
body,  or  sometimes  all  of  these  together  with  contractions  of 
some  of  the  flexors,  and  showing  agitans.  No  sane  man  would 
fliink  of  benefiting  such  by  subjecting  them  to  any  active  treat- 
ment with  electricity. 

The  following  condensed  propositions  are  laid  down  by  Dr. 
Oull,  of  Guy's  Hospital,  viz. :  If  there  be  disorganization  of  the 
hemisphere,  whether  affecting  the  anterior  or  posterior  lobe  of 
the  brain,  implicating  the  optic  thalamus^  or  corpus  striatunij 
singly  or  equally ;  and  if  the  lesion  be  of  such  an  extent  as  to 
produce  a  hemiplegia,  "  then  there  will  be  a  greater  affection  of 
the  upper  than  of  the  lower  extremity,  and  a  greater  loss  of 
motion  than  of  sensation."  If  the  lesion  has  been  sudden,  and 
both  the  upper  and  lower  extremities  are  completely  paralyzed, 
the  leg  will  begin  to  improve  before  the  arm,  and  the  muscles 
nearest  the  trunk  will  regain  their  power  first ;  that  is,  for  ex- 
ample, the  deltoid  and  flexor  of  the  elbow,  will  recover  before 
the  muscles  which  move  the  fingers.  As  regards  sensation,  it  is 
sometimes  abolished,  (as  the  intelligence  is  also  impaired  or  lost 
for  a  few  days  following  the  attack,  if  the  lesion  has  been  sud- 
den,) but  is  soon  recovered  from,  like  the  recovery  of  muscular 
powevyjirst  in  parts  nearest  the  trunk;  but  this,  Jirst  in  the  leg. 

According  to  Dr.  Burdach,  out  of  some  thirty-eight  cases  of 
cerebral  lesion  of  one  side,  the  muscles  of  the  face  were  par- 
alyzed in  twenty-eight  on  the  opposite  side  from  the  lesion,  while 
ten  were  on  the  same  side.  The  seventh  nerve,  then,  when 
involved  in  paralysis,  is  more  commonly  crossed,  like  that  of  the 
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body ;  yet  the  exceptions  are  frequent,  and  are  to  be  borne  in 
mind.  He  also  affirms  that  a  lesion  of  the  third  nerve,  pro- 
ducing paralysis  of  the  eyelid,  was,  in  six  cases,  on  the  same 
side  with  the  lesion  of  the  brain,  in  five  on  the  opposite ;  paralysis 
in  the  muscles  of  the  eyeball  in  eight  cases  on  the  same  side,  in 
four  on  the  opposite ;  and  paralysis  of  the  iris  in  five  cases  on 
the  same  side,  and  in  five  on  the  opposite. 

In  the  British  and  Foreign  Medico-Chirurgical  Review  of  Jan- 
uary, 1850,  Dr.  Gull  further  states  the  facts  which  have  fallen 
under  his  own  observation,  as  regards  paralysis  of  the  third 
nerve,  as  follows:  1.  Pupil  largest  on  the  same  side  of  the  dis- 
ease in  the  brain ;  vision  being  lost.  2.  Eyes  turned  from  the 
paralyzed  side.  3.  Ptosis  on  the  side  opposite  to  the  paralysis 
of  the  extremities  and  the  face.  4.  Though  no  obvious  afieo- 
tion  of  the  iris  or  recti  may  exist,  yet  a  patient  may  turn  his 
eyes  most  readily  from  the  affected  side,  and  open  the  eye  the 
widest  on  the  side  of  the  paralysis.  Hence  he  concludes,  that 
when  the  third  nerve  is  implicated  in  ordinary  hemiplegia,  and 
is  affected  cither  slightly  or  considerably,  it  is  the  nerve  of  the 
same  side  with  the  lesion  that  suffers;  whilst  the  paralysis  of 
the  facial  nerve,  and  still  more  uniformly  the  paralysis  of  the 
spinal  nerves,  is  crossed.  These  latter  propositions,  so  far  as 
they  relate  to  the  portio  dura,  we  should  say,  however,  are  still 
doubted,  by  many  learned  pathologists. 

When  examining  cases  of  supposed  cerebral  paralysis^  we 
usually  find  that  in  a  portion  of  the  cases,  the  electro-muscular 
contractility  of  the  palsied  muscles  is  more  or  less  diminished ; 
that  the  muscles  of  such  are  soft  and  flaccid ;  that  the  jx)larity 
of  the  nerves  is  diminished.  Whereas,  in  another  portion  of 
these  patients,  we  find  the  electro-muscular  response  is  unnat- 
urally exalted ;  and  these  are  the  very  cases,  according  to  Dr. 
Todd,  that  present  "  rigiditieSj^  and  probably  have  an  existing 
irritative  lesion  of  the  brain.  Then  there  is  a  third  portion, 
although  fewer  in  number,  where  there  is  no  difference  in  this 
respect  to  be  observed  between  the  healthy  limb  and  the  para- 
lytic limb.  The  following  rule  is  thus  deduced  by  the  aid  of 
electro-muscular  contractility,  and  all  cases  of  paralyzed  mus- 
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des  may  be  arranged  in  one  of  the  three  following  orders  of 
conditions : 

Ilrst.  Where  the  electro-muscular  excitability  of  the  affected 
muscles,  both  in  regard  to  their  muscular  sensibility  and  con- 
iractibility,  is  hsty  or  very  nearly  so. 

Second.  Where  the  response  to  electrization  is  moderately 
prompt,  i.  e.,  much  as  the  standard  in  health. 

Third.  Where  the  response  of  electric  contraction  is  found 
eyidently  increased,  even  above  the  healthy  standard. 

Now,  if  we  examine  these  cases,  we  find  in  the  first  class,  or 
those  where  the  electro-contractibility  and  sensibility  are  nearly 
if  not  quite  lost^wQ  have,  in  all  probability,  a  case  of  lead  palsy j 
or  of  traumatic  paralysis.  But  we  should  bear  in  mind,  how- 
ever, that  some  hysterical  and  rheumatic  paralyses,  if  of  long" 
standing,  do  present  the  very  same  peculiarities,  and  that  the 
same  may  be  presented  occasionally  in  diseases  of  the  cercbro- 
spiral  axis;  so  that  other  evidence  on  these  points  must  also 
aid  to  the  ultimate  diagnosis. 

Then,  if  we  examine  the  second  class,  or  those  which  show  a 
natural  response  to  the  effects  of  the  current,  i.  e.,  both  by  mus- 
cular sensation  and  contraction,  the  same  as  would  be  produced 
if  the  current  were  applied  to  the  same  set  of  muscles  on  the 
sound  side,  and,  if  of  long  standing,  then  we  have,  in  all  prob- 
ability, a  case  of  curable  cerebral  paralysis ;  but  if  the  case  has  a 
history  of  but  recent  date,  and  other  evidence  also  tallies,  then 
it  is  more  likely  to  be  a  hysterical  or  rheumatic  palsy,  or  a  spon- 
taneous paralysis,  that  has  arisen  from  local  cold,  or  fatigue ;  but 
that  there  is  no  lead  cause,  nor  is  the  continuity  or  integrity  of 
the  nervous  communication  from  the  afiected  muscles  to  the 
spinal  cord  interrupted,  we  may  rest  fully  assured. 

Then,  again,  if  we  examine  the  class  of  cases  where  the 
response  is  exalted  above  the  natural,  when  the  Faradaic  cur- 
rents are  only  applied  as  usual  to  the  palsied  muscles,  then,  in 
all  probability,  we  have  a  case  of  actual  brain  disease,  the  result, 
perhaps,  of  a  long  previous  apoplexy,  the  coagulated  cyst  of 
which  remains  as  a  persistent  irritating  lesion,  which  is  situated 
within  tlie  cranium,  and  thus  sustains  the  peculiar  and  true 

43 


ELECTRO-THERAPEOnCS. 


brain  paralysiB.    Those  cases  arc  not  reckoned  na  saitable  i 
safe  for  the  e/ef(ro-inedical  Lrcatinents. 

Early  and  Late  Rigidity,  or   Ihnic  Muscular   ContractioTuA 
from  Brain  Lesions.  —  Here  Dr.  Todd  makes  a  marked  di>i^ 
tinction  between  tho  "  ear fj/ rig'idilt/"  that  attends  some  c«re- J 
brai  paralyKOs,  wliich  occurs  &oon  after  the  attack,  and  thost 
cases    of   "late    rigidity"    which    are    connected    also    with 
cerebral  paralysis,  but  occur  only  after  a  certain  time.     In  Ihe 
former,  or  early  rigid  contraction,  it  is  shown  most  usually  ia  . 
the  biceps  muscle  of  the  arm,  and  in  tlie  hamstring  muscles  of  I 
tho  thigh,  but  usually  greater  in  the  upper  limb  than  in  1 
lower.     This  varies  in  amount,  in  different  cases,  from  a  mert 
increase  in  plumpness  up  to  a  strong  contraction  tliat  is  t 
tetanic.     The  circulation  is  found,  however,  as  vigorous  as  ii 
health,  and  tho  heat  is  at  about  par ;  but  the  paralyzed  mnsdor 
are  generally  more  responsive  to  the  electric  stimnlns  than  t 
muscles  of  the  healthy  opposite  side.     It  is  quite  obvious,  i 
Dr.  Althaus,  in  his  excellent  treatise  on  medical  electricity,  t 
in  a  case  of  this  kind  tlierc  is  not  the  slightest  reason  I 
attempting  the  therapeutical   application  of  electricity,  whid 
would,  in  all  probability,  aggravate  the  symptoms,  arising,  \ 
they  do,  from  an  irritative  lesion  of  the  brain.     I  will  quote  hiflK  J 
further,  nearly  in  his  own  words. 

"  As  in  one  class  of  cases  of  cerebral  paralysis,  the  mnsdes 
can  take  on   earty   rigidity,  so   also  in  another  class  of  nidi 
affections,  tho  muscles  may  be  exempt  from  tins,  but  ultimately 
present  tho  state  of  late  rigidity.     Muscles  of  such  cases,  hav- 
ing been  flaccid  and  wasted  for  a  certain  length  of  time,  —  that 
is,  since  the  first  attack, —  then  gradually  acquire  mope  tension, 
and  become  shortened.     The  terulenry  to  assume  this  rigid  staiffj 
of  muscle,  under  these  circumstances,  is  more  marked  in  thffJ 
arm  than  in  tlie  leg,  and  more  in  the  flexors  than  in  the  extevl 
fiors.     It  is  generally  supposed  to  be  caused  by  the  gradual 
shrinking  of  the  cyst,  whicli  acts  as  an  irritating  foreign  body  in 
the  brain.     In  most  of  tliese  cases  the  electric  treatment  should 
be  cautiously  resorted  to,  or  not  at  all.     But  in  some  cases  of 
long  standing,  an  electric  excitation  of  those  muscles  vhich  an 
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t^  antagonists  of  the  contracted  and  rigid  muscles  may  serve 
to  restore  the  disturbed  equilibrium  between  tlie  gi-oups  of 
muscles.  The  following  case,  ho  sajs,  may  serve  to  illustrate 
this :  — 

"  Case  of  late  rigidity :  late  muscle  contraction  —  the  sequel 
of  a  healing  brain  lesion.  A  man,  named  Marsh,  had  four  years 
ago  an  apoplectic  attack,  with  consequent  paralysis  of  the  right 
side.  The  paralyzed  muscles  afterwards  assumed  a  state  of 
rigidity  which  has  not  undergone  any  considerable  change  since 
that  time.  At  present  the  patient  can  with  some  difhenlty 
walk  ;  but  tlie  right  arm  is  perfectly  useless,  as  there  exists  a 
rigidity  of  a  number  of  muscles,  viz.,  of  the  coraco-brachialis, 
whereby  the  arm  is  adductcd  to  the  side ;  of  the  biceps,  so  that 
the  forearm  is  bent  upon  the  arm.  If  forcible  extension  of  the 
forearm  is  attempted,  the  biceps  offers  a  certain  resistance  to  it, 
but  no  pain  is  experienced  during  the  forcible  extension. 

"  Stiffness  is  also  marked  in  the  triceps,  although  much  less 
than  in  the  biceps.  It  became  evident,  if  complete  flexion  of 
the  forearm  upon  the  arm  is  attempted,  so  as  to  place  the  An- 
gers on  the  acromion  of  the  same  side,  then  the  extensor  muecles 
of  the  wrist  and  of  the  hngers  would  be  in  a  state  of  complete 
rigidity.  If  the  baud  is  strongly  extended  upon  the  forearm, 
then  tlie  fmgci's  are  as  firmly  pressed  against  the  palm  of  the  hand, 
so  that  the  patient  is  obliged  to  cut  his  nails  very  short  in  order 
to  prevent  injury  to  the  akin  from  them.  The  tendons  project 
like  tight  strings  beneath  tho  skin.  The  patient  aBirms,  how- 
over,  that  he  experiences  no  pain  when  a  forcible  extension  of 
the  wrists  and  of  tho  fingers  is  attempted.  Tlicro  is  not  much 
wasting  in  tlie  muscles,  and  the  excitability  to  the  electro- 
magnetic stimulus  is  very  trifling  in  the  extensor  muscles  of  the 
Ibrearm,  while  the  flexors  of  that  forearm  contract  very  readily 
under  the  influence  of  a  gentle  current.  Tbe  stiffness  of  the 
muscles  of  the  lower  extremity  is  much  less  considerable  than 
those  of  the  arm ;  it  is,  however,  distinct  in  the  hamstring  mus- 
cles, and  in  the  ffexors  of  the  toes.  In  walking,  tlte  patient 
drags  the  paralyzed  leg  and  foot. 

"  I  supposed  that  in  this  case  tbe  cyst  in  the  brain  might  have 
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shrunk  to  a  very  small  yolume,  and  that  the  i/nbalance  in  the 
equilibrium  between  the  diflFerent  sets  of  muscles  of  the  upper 
extremity  might  no  longer  be  exclusively  due  to  the  lesion  in 
the  brain,  which  undoubtedly  was  the  primitive  cause  of  it, 
but  also  due  in  some  measure  to  the  long-maintained  over- 
weight of  the  contracted  flexors  over  the  paralyzed  extensors.  I 
thought  that  by  administering  the  electric  stimulus  to  the  re- 
laxed extensors  J  the  equilibrium  might  be  restored.  This  view 
was  confirmed  by  the  result  of  the  treatments ;  for  after  I  had 
Faradaized  the  extensor  muscles  of  the  forearm  for  some  time, 
the  tendons  of  the  flexors,  (by  reflex  action  ?)  which  had  before 
projected  like  tight  strings  beneath  the  skin,  now  became  soft 
and  flexible.  The  patient  was  able  of  himself  to  open  his  hand 
and  stretch  his  fingers.  But  having  been  some  time  afterwards 
exposed  to  violent  cold,  and  a  draught  of  wind,  the  flexors  again 
assumed  a  degree  of  rigidity.  By  further  treatment,  he  again 
improved  ;  but  he  left  the  hospital  before  being  completely 
cured." 

We  can  quote  a  multitude  of  facts  in  support  of  the  accuracy 
of  these  propositions,  the  importance  of  which  is  fairly  shown 
in  such  cases  as  where  the  exact  cause  of  the  paralysis  is  not  so 
apparent  or  decided,  as  for  instance,  in  traumatic  cases,  where 
there  is  a  tumor  compressing  the  nerve  trunk,  (or  other  deep- 
seated  cause  that  produces  the  paralysis,  or  pain,  or  both) — a 
phenomenon  the  nature  of  which  is  not  hid  from  this  test,  in  the 
majority  of  contusions,  compressions,  or  disorganizations.  Dr. 
Duchenne  gives  a  very  marked  case  to  illustrate  the  accuracy  and 
value  of  this  diagnostic  power  in  a  patient,  where  he,  from  his 
great  experience  and  confidence  in  the  electric  test,  was  led  to 
attribute  the  paralysis  of  the  case  to  some  alteration  in  the  nerve 
trunk  that  led  to  the  affected  muscles,  notwithstanding  the  con- 
trary appearances.  From  a  careful  examination  of  the  case, 
by  this  electric  questioning  of  the  nerve  and  muscle  witnesses, 
there  was  clearly  proved  a  lesion  existing  at  the  level  of  the 
emergence  of  those  nerves  which  constitute  the  cervical  and  brar 
chial  plexus  of  the  right  side.  This  local  lesion,  so  masked,  he 
found  was  due  to  an  exostosis  of  long  standing,  and  which  he 
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succeeded  in  curing  by  means  of  electric  currents,  and  with  it 
the  attending  paralysis. 

From  the  foregoing  facts  and  deductions,  we  may  be  led  to 
suppose  that  wherever  there  is  a  loss  of  electro-muscular  con- 
tractility in  given  muscles,  we  may  fear  that  those  muscles  are  lost 
forever ;  but  we  must  also  recollect  that  the  retained  electric 
sensibility  in  a  case  where  there  is  lost  electro-contractibility, 
which  a  patient  may  still  now  and  then  exhibit,  while  the  most 
implicated  muscles  are  subjected  to  strong  induction  currents, 
is,  as  we  have  before  said,  certain  evidence  that  the  nervous  com- 
munication with  the  central  organs  is  not  utterly  cut  oflF.  If, 
then,  the  muscles  have  not  degenerated  by  change  of  structure 
into  fat,  we  are  after  all  allowed  to  hope,  but  not  flatter  —  to 
work,  but  not  promise ;  for  now  and  then  we  do  realize,  after 
patient  and  persevering  treatments  of  such,  the  happiest  results. 

We  think  we  are  justified  in  summing  up  the  following  as  the 
order  of  succession,  and  amouyt  of  therapeutic  phenomena^  such 
as  are  manifested  in  these  and  similar  cases,  when  under  the  in- 
fluence of  Galvanic  or  Faradaic  treatments : — 

First,  there  is  an  exaltation  of  sensibility  which  may  amoimt 
to  considerable,  but  transitory  hypera3sthcsia  in  the  sensitive 
branches  of  those  nerves  touched  by  the  current  while  reaching 
the  underlying  muscle,  or  muscle  groups. 

Second,  there  is  a  more  or  less  speedy  return  of  voluntary 
movements  in  the  muscles  that  were  paralyzed,  but  in  only  such  as 
did  not  entirely  lose  their  susceptibility  to  the  electric  stimulus ; 
and  next,  those  that  did  not  entirely  lose  both  their  electro-con- 
tractibility and  muscular  sensibility. 

Third,  there  is  an  increased  size,  solidity,  and  nutrition  of  the 
blighted  muscles ;  and  then  there  is  soon  shown  returning  vol- 
untary movements,  first  in  the  muscles,  and  then  in  the  limbs  — 
and  that,  first  nearest  the  body,  and  then  successively  farther 
out,  and  last  of  all  the  hand  or  foot.  But  this  latter  succession 
we  have  not  unfrequeiitly  seen  reversed  in  the  order  of  events. 

Professor  Trousseau  of  Hotel  Dieu,  in  speaking  of  a  case  which 
was  a  most  complete  hemiplegia,  as  regards  movement,  while  the 
general  sensibility,  the  senses,  and  the  intellect  were  manifestly 

43* 


610  ELECTRO-THERAPEUTICS. 

preserved  t^mmpaired,  says,  "  I  find  myself  inclined  towards  fhe 
commoii  opinion  of  hemorrhage,  and  yet  I  feel  at  times  that  there 
are  powerful  reasons  for  suspending  this  judgment — reasons  that 
I  derived  from  the  nature  of  the  paralytic  accidents  themselves. 
Besides,  I  remember  to  have  heard  M.  Recamier  teach  —  and  I 
have  since  observed  it  to  be  so  myself — '  that,  when  there  is  dis- 
sonance among  the  symptoms  in  this  class  of  grave  cases,  they 
are  due  to  ramollissement ;  while,  on  the  other  hand,  we  must 
conclude  that  hemorrhage  exists  where  there  is  a  consonance 
in  the  paralytic  phenomena.'"  There  is  force  in  the  distinc- 
tion laid  down  by  Recamier,  and  it  remains  demonstrated,  at  any 
rate,  that  a  sudden  paralysis  of  a  portion  of  the  body  may  be 
the  result  of  a  ramollissement. 

The  «  Electric  Test "  of  Paralysis. 

We  may  fairly  conclude  now,  that  all  cases  of  cerebral  parat 
ysis  presenting  for  treatments  —  say  a  few  months  after  the 
causing  attack  —  can  be  pretty  clearly  and  reliably  arranged,  by 
aid  of  the  electro-magnetic  test,  into  three  classes,  two  of 
which  arc  not  as  yet  suitable  for  this  treatment,  while  the  one 
and  larger  class  of  patients,  i.  e.,  where  the  "  electro-muscular 
contractility  "  is  diminished  from  the  healthy  standard,  we  may 
very  reasonably  hope  for  a  still  further  restoration,  by  the  aid  of 
electro-therapeutics,  or  even  a  complete  cure,  if  at  once  treated 
and  skilfully  managed. 

Again,  we  may  conclude  that  there  is  no  kind  of  paralysis, 
where  we  find  exalted  electro-muscular  contractility,  except  in 
those  cases  where  the  paralysis  is  maintained  by  an  irritative 
lesion  in  the  brain ;  and  the  greater  the  irritative  brain  lesion, 
the  more  marked  is  the  electro-responsive  phenomenon  in  the 
affected  muscles,  to  the  given  moderate  current. 

Again,  we  must  not  conclude,  on  the  other  hand,  that  all  lesions 
of  the  brain  are  necessarily  irritative,  unless  showing  for  months 
or  more,  and  to  the  present  time,  exalted  electro-muscular  ex- 
citability. 

Again,  if,  on  testing,  we  do  find  the  muscles  of  a  paralytic 
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limb  to  respond  by  contractions,  on  the  application  of  a  given 
moderate  current,  more  promptly  and  powerfully  than  do  those 
same  set  of  muscles  on  the  opposite  and  sound  side,  we  may 
fiurly  conclude  that  the  paralysis  is  due  to  some  existitiff  brain 
disease  J  and  the  lesion,  wliatever  it  may  be,  is  of  an  irritative 
character  J  and  that  the  case  is  not  ready  for  this  treatment.  The 
following  is  a  case  of  hemiplegia  resultinff  from  apoplexy^  and 
shounng  tlie  electro-muscular  contractility  diminished. 

First  Class. — Captain  G.,  aged  forty-five, has  a  noble  frame  and 
powerful  muscles ;  is  of  a  healthy  family,  and  has  led  an  active 
life.  Last  fall,  some  eight  months  ago,  he  had  an  apoplectic 
attack,  which  well  nigh  destroyed  him.  He  finally  rallied,  how- 
ever, after  a  loss  of  consciousness  for  several  hours,  but  very 
gradually  and  doubtfully.  After  some  time  he  was  fomid  com- 
pletely paralyzed  on  his  left  side,  including  both  his  arm  and  leg, 
and  also  the  right  side  of  the  tongue  and  face.  He  is  a  gentle- 
man in  good  circumstances,  and  had  every  thing  done  for  him  in 
medical  attendance  and  care,  that  could  be,  during  the  fall  and 
winter.  When  he  was  brought  to  my  electrical  rooms,  this  past 
summer,  he  showed  a  recovery,  of  nearly  one  half  of  the  original 
paralysis ;  but  the  mobility  in  the  tongue,  face  and  leg,  is  greater 
than  in  the  arm.  This  latter  was  quite  helpless ;  yet  he  appeared 
to  complain  most  because  he  could  not  walk.  He  was  able  to 
help  himself  considerably,  but  in  a  moderate  and  trembling  way. 
By  the  aid  of  an  attendant  each  side  of  him,  he  can  get  out  of 
the  carriage  and  work  his  way  into  the  rooms,  which  are  on  the 
ground  floor.  I  cannot  learn  that  he  indulges  in  any  excess, 
and  besides,  has  dismissed  the  care  of  all  business  since  the  acci- 
dent. His  pulse  is  sixty-six ;  his  respiration  twenty-six.  He 
finds  much  difficulty  in  the  managing  of  his  hands  at  the  table, 
and  still  more  in  adjusting  and  buttoning  his  clothes.  His  men- 
tal faculties  are  correct,  but  his  wife  says  he  has  not  his  usual 
quickness  of  thought  or  speech ;  has  no  pain  in  his  head  or 
limbs,  and  his  speech  is  becoming  improved.  The  whole  left  side 
of  the  body  and  limbs  is  soft,  flaccid,  and  cold,  and  a  little  dimin- 
ished also  in  size  and  sensibility,  with  spots  of  purple,  and  numb- 
ness, but  no  appearance  of  rigidity  of  any  of  the  paralyzed 


muscles,  as  t  was  able  to  make  passive  bending  and  exteiudon 
of  all  tliQ  joints.  The  extensor  unisflcs  have  sufiorcd  the  most, 
as  the  voluntary  aptness  and  power  of  extending  are  less  Hiaji 
bending. 

I  Judged  such  a  case  suitable  for  testing  by  Faradaio  currents, 
in  order  to  decide  on  a  future  course.  Accordingly  be  was 
placed  in  the  adjustable  operating  chair  for  a  test  seajice. 
electrode  was  placed  upon  the  ncno  mcdianus  at  the  inner  I 
der  of  the  biceps  on  the  lower  third  of  the  humerus  of  ll 
affected  limb,  while  the  other  electrode  was  swept  along,  low 
down  on  the  musclos  of  the  forearm,  first  on  the  extensors  s 
then  on  the  flexors,  using  but  a  gentle  down-running  curr 
i.  e.,  the  negative  over  the  nerve,  and  the  positive  upon  tlie  noi 
cles ;  and  thus  the  contact  was  made  and  the  soft  iron  map 
was  cantiously  and  but  partially  introduced  into  the  lielix,  I 
the  patient  might  at  most  but  slightly  get  the  stimulus, 
current  was  thus  gi'aditally  inerea.sod ;  but  this  in  no  way  aCfocts 
the  contraction  of  the  muscles,  and  was  but  slightly  felt.  Ttil 
electrodes  were  then  removed  from  this  to  tlie  right  (sound  side) 
with  the  current  as  just  employed,  when  the  action  upon  tbe 
musolcs  was  amply  manifest  to  all  present. 

Here,  tJie  ascertained  dimimition  of  electro-muscular  cm 
tilUy  of  the  affected  musclet,  taken  in  connection  with  the  t 
sevible  of  the  patient's  history  and  present  state,  re^issnred  fl 
that  I  was  right  in  judging  his  a  suitable  case  for  clcctria 
treatment.  Thus  wo  can  bring  to  our  aid  the  almost  exact  od 
dence  that  there  is,  or  is  not  any  longer,  an  iiitra-cranial  in 
tion,  and  hence  that  the  paralysis  no  longer  depends  upon  tl 
brain  lesion,  or  any  brain  cause,  but  is  simply  in  the  nen( 
and  muscles,  partly  from  the  long  inaction,  and  jMirtly  from  tl 
loss  of  intercommunication  between  those  muscles  and  the  t 
of  volition  at  the  base  of  the  brain. 

This  ease  was  received  in  June,  for  Faradaie  and  Galvanic 
treatments,  whicli  were  followed  up  every  day  for  a  month,  aud 
then  less  often,  with  only  galvanic  currents  for  some  two  months 
more,  when  he  felt  himself  quite  restored.  He  remains  to-day 
perfectly  well,  but  is  under  careful  habits  and  moderate  regimen- 
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Just  here  I  will  add,  that  from  my  note  book  I  gather  some  prac- 
tical points.  He  took  six  sittings  each  week  of  fifteen  minutes 
each.  Faradaic  currents,  suddenly  alternated,  but  of  moderate 
strength,  were  exclusively  employed  the  first  two  weeks.  One 
electrode  used  here  was  the  half-inch  disk,  while  the  other 
was  a  two-inch  sponge.  The  former  was  always  planted  upon 
some  large  nerve  trunk,  while  the  other  traced  the  edges  and 
surface  of  the  depending  affected  muscles,  but  one  minute  at 
a  time,  then  a  rest  of  a  part  of  a  minute,  and  then  suddenly 
changed  in  direction  for  another  minute,  and  so  on.  One  seance 
would  be  given  to  the  arm,  shoulder,  and  hand ;  the  next,  to  the 
loins,  leg,  and  foot.  In  the  beginning  of  each  seance  there  was 
particular  gentleness  and  care,  until  the  patient  became  accus- 
tomed to  it,  when  the  current  was  gradually  increased  to  a  three 
fourths  strength  of  a  good  helix  machine  that  was  run  by  two 
Smee's  batteries.  After  the  first  fortnight,  the  last  half  of  each 
sitting  was  devoted  to  the  employment  of  the  primary  galvanic 
current,  or  rather  the  induction  currents  were  first  used  for  two 
or  three  minutes,  and  tlien  some  half  dozen  minutes  were  occu- 
pied with  the  galvanic  current,  interrupted  or  reversed  every  ten 
seconds,  either  on  the  nerve  trunks  or  over  the  spine,  using  from 
iMeitiiy  to  thirty  Daniell's  elements.  The  seance  is  then  finished 
out  by  using  stronger  induction  currents  for  extensive  surface 
action,  by  labile  movements,  and  through  this  means  to  awaken 
and  produce  a  general  but  gentle  reficx  action.  At  the  end  of 
the  first  ten  days,  his  friends  claimed  for  him  a  general  improve- 
ment. In  the  course  of  ten  days  more,  as  I  find  it  recorded  in 
my  note  book,  he  claims  a  sensible  improvement  for  himself,  as 
not  only  more  strength,  but  as  to  increased  warmth  and  plump- 
ness of  the  sick  limbs,  with  which  his  friends  seemed  both 
astonished  and  delighted.  Aften  ten  days  more,  his  seance  was 
arranged  so  as  to  occur  three  times  in  each  week,  for  the  month 
to  come,  at  the  end  of  which  the  muscles  were  evidently  much 
improved  by  the  treatments,  —  responding  more  promptly  to  the 
electric  stimulus,  both  by  sensation  and  contraction,  and  there 
was  much  more  voluntary  control  and  power.  The  skin  was  not 
so  dry  and  cadaverous,  while  the  muscles  were  larger,  more  solid, 
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and  warm.  From  tliis  time  he  took  less  frequent  sittings  I 
confirm  the  restoration,  wliile  he  was  also  initiating  bimse 
again  into  his  accustomed  business. 

Second  Class. — Case  of  hemiplegia,  showing  "  exaited"  e/ee- 
tro-muscular   excUabiiili/  of  the  paralyzed   muscles,   and  thus 
diagmsticating  "■irritative  disease  of  the  brain."      An  Eng- 
lish woman,  some  twenty  years  of  age,  first  seen  by  me  iu 
the  east  wing  of  the  Massachusetts  General  Hospital,  at  lliat 
lime  under  the  care  of  my  excellent  friend,  Dr.  H.  I.  Bov-^ 
ditch.     She  liad  the  summer  before  suffered  repeated  attocb 
of  "  fits,"   which  was  followed   by  a  hemiplegia   of   the  lea 
Bide.     Since  that  time  she  has   been   subject  to  epileptic  fit*i* 
which,  however,  have  become  very  seldom  since  her  entrance 
into  the  hospital.     Besides,  under  the  judicious  treatment  and 
good  care  she  received  while  here,  her  general  health  improved 
and  the  paralysis  of  the  right  lower  limb  was  mostly  recovere 
from,  hut  that  of  the  arm  remained  complete.    There  ' 
also  rigid  coutraction  of  the  left  fore  finger  and  thumb,  and  t1 
whole   hand   remained   flexed   upon   the   wrist.     She   suffi 
much  from   paiu   in   that  shoiilder   and  arm,  and  was   sleepy 
less  and  irritable,  yet  manifested  the  greatest  disinclinatioH  to 
move  about  the  room  ;  and  still  much  loss  was  she  iDcliuod  to 
walk  out,  as  she  was  somewhat  able  to  do.    It  was  requested  titat 
the  case  should  be  tested  by  electricity :  accordingly  the  ord 
uary  electro-magnetic  machine  was  provided,  and  a  mediiun  cui 
rent  was  applied  to  the  median  nerve  and  the  depending  muscle 
of  the  paralyzed  arm.     The  residts,  at  first,  were  doubtfiil,  i 
for  this  reason  the  case  is  introduced  hero.     Her  general  asp 
was  certainly  promising,  and,  strange  to  say,  I  could  not  lean 
that  there  over  had  been  any  ptosis  of  the  upper  eyelid,  j 
paralysis  of  the  face ;  yet  I  felt  doubtful  as  to  the  character  0 
state  of  this  case,  as  did  also  the  physicians  of  the  hospital.    Ibi 
this  state  of  tilings,  although  she  had  slight  epileptic  t 
from  time  to  time,  it  was  thought  advisable  to  repeat  the  electri 
test  or  treatment  every  few  days,  in  a  cautious  way,  until  there* 
should  be  improvement,  or  manifested  eontra-indications  for  its 
employment.     In  the  course  of  a  few  days  it  was  discovered 
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ihat  on  placing  one  (the  positive)  electrode  over  the  nerve  me- 
dianus  of  the  palsied  arm,  at  the  lower  third  of  the  humerus, 
while  the  other  electrode  was  applied,  say  first  over  the  body  of 
the  flexor  muscles  of  the  forearm,  and  then  moved  transversely, 
but  slowly,  around  the  arm  to  the  outer  side  until  this  electrode 
rested  over  the  body  of  the  extensor  communis  digitorum  mus- 
cle, while  a  gentle,  say  one-third  current,  was  circulating  in  a 
downward  direction,  it  was  seen  that  the  muscles  contracted  en- 
tirely too  promptly  and  poicerftdly  for  such  a  current.  Particu- 
larly was  this  phenomenon  noticed  in  the  extensors,  which  now 
drew  out  the  long-contracted  fingers  and  retained  them  so,  as 
long  as  the  current  thus  circulated  ;  but  they  fell  back  into  their 
accustomed  helpless  rigidity  as  soon  as  the  electrodes  were 
removed.  When  the  electrodes  with  the  same  current  were 
transferred  to  the  same  muscles  of  the  sound  (right)  arm  of  the 
patient,  merely  for  a  comparison,  she  said  the  sensation  was 
greater;  but  we  saw  that  the  contraction  was  decidedly  less 
tiian  it  produced  in  the  palsied  arm.  Notwithstanding,  the 
patient  declared  herself  better,  and,  indeed,  she  certainly  ap- 
peared better  during  these  few  doubtful  treatments  ;  but,  as  she 
was  already  dismissed  from  the  hospital  before  we  commenced 
the  test,  she  soon  left,  and  was  lost  sight  of.  It  is  highly  proba- 
ble tiiat  this  fine-looking  young  woman  was  actually  suflering 
firom  a  tumor  at  the  base  of  the  brain,  and  could  never  be 
entirely  well. 

T^ird  Class.  —  Case  of  hemiplegia,  showing  nearly  normal 
electro^muscular  excitability  of  all  the  muscles.  Georgiana 
W.,  aged  forty-five,  of  a  somewhat  rheumatic  constitution, 
but  otherwise  always  robust  and  well,  until  some  years  ago  she 
had  an  apoplectic  fit,  in  which  she  lay  somnolent  for  some  hours. 
She  then  gradually  recovered,  but  with  a  total  loss  of  speech, 
palsy  of  the  left  side  of  the  face,  and  a  complete  paralysis  of  the 
right  ann  and  leg.  And  thus  she  remained  for  some  four 
months,  during  which  time  she  was  despaired  of.  But  to  the 
surprise  of  friends  she  soon  after  that  began  to  recover,  and 
that  without  any  change  of  medical  treatment ;  indeed,  without 
any  active  treatment  at  all.    Her  improvement  was  so  rapid 


516  ELECTBO-THEBAPEOnCS. 

tliat  in  throe  or  four  mouths  more  sbe  was,  to  a  degree,  on  1 
feet  [igain  ;  her  speech  had  partially  returned,  and  the  paralj^ 
of  the  face  was  apparently  quite  restored.  From  this,  however, 
until  she  was  presented  at  my  rooms  for  electric  ti'eatmeuls, 
(which  was  several  months,)  there  had  been  no  mcntlonable 
change  for  the  better,  but  in  some  respects,  a  losing. 

Her  Ppcecli  I  found  to  bo  remarkably  slow,  and  quite  imper- 
fect. When  she  attempted  to  speak,  the  tongue  was  indiued 
to  one  side,  and  the  deep  fibres  of  the  orbicularis-oris,  were 
constricted.  Her  gait  was  unsteady,  the  arm  mostly  helpless, . 
and  her  bead  felt  to  her,  she  said,  as  if  swimming  and  verj 
heavy.  The  appearance  of  those  muscles  that  remained  s 
affecied  were,  evidently,  in  a  remarkably  good  condition.  Tra 
they  were  rather  delicate  to  the  touch,  but  they  were  plump  a 

Here  I  at  once  concltided,  that  we  had  another  onsui 
case  for  electric  treatments.     It  was  requested,  however, 
the  case  should  be  tested.     Therefore  the  patient  was  seated 
tlic  operating  chaii',  and  the  electrodes  applied  in  the  usual  ml 
nor,  the  one  to  the  nerve  medianus,  and  the  other  to  the  flcil 
muscles  of  t!ie  paralyzed  forearm ;  for  nearly  all  these  flexors 
were  totally  helpless.     lustajilly  the  contact  was  made  with  the 
electro-magnetic  machine,   using  a  down-running    curi-ent 
only  one  third  strength,  and  the  fingers  were  successively 
tracted  as  the  lower  electrode  was  swept  transversely  across 
lower  portion  of  the  bolUes  of  the  adductor  muscles.     But  ih( 
remained  as  lielplcss  as  ever  so  soon  as  the  current  was  discon- 
tinued.    The  same  prompt  response  of  the  still  delinquent  mus- 
cles of  the  affected  leg  was  shown  to  the  same  moderate  cun-ent. 
The  test  was  then  removed  to  the  sound  side,  and  there  gave 
very  similar  results.     Of  course,  this  completely  confirmed  my 
suspicions,  which  led  me  to  proscribe  utterly  all  electric  ti 
mcnts  as  being  too  hazardous  for  a  pationt  while  in  such  a  stal 

In  the  "  early  treatment  "  of  I lemi pi egia /rom  sa/tenitig 
the  brain.  Dr.  J.  Huglis  Bennett,  of  Edinburgh,  believes  that 
the  most  important  result  for  the  practitioner  to  aim  at,  in  these 
cases,  is  to  keep  doien  the  undue  frequency  and  farce  of  the 
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hearCs  action.  To  this  end,  he  advises  the  strict  maintenance 
of  the  reclining  posture  ;  and  when  the  patient  is  awake  and 
conscious,  the  mind  should  be  tranquillized  by  every  possible 
means.  He  says,  again,  "  You  will  often  be  early  consulted  as  to 
*  some  expedient  for  promoting  the  restoration  of  the  paralyzed 
limbs  to  tiieir  natural  condition.*  To  this  question,  after  having 
given  a  fair  trial  to  the  various  means  which  have  been  proposed, 
(in  the  earlier  stages,)  I  must  reply,  that  I  know  of  nothing 
which  more  decidedly  benefits  the  paralyzed  limbs  than  a  regu- 
lated system  of  exircise  —  active,  when  the  patient  is  capable  of 
it ;  passivCy  if  otherwise.  As  to  the  use  of  electricity,  which  is 
now  much  in  vogue,  or  the  treatment  by  strychnia,  which  has 
been  recommended,  I  feel  satisfied,  as  the  result  of  a  long  experi- 
ence, that  the  former  requires  to  be  used  with  much  caution, 
and  that  the  latter  is  very  apt  to  do  mischief,  and  never  does 
good.  I  have  seen  cases  in  which,  after  the  eai4y  employment 
of  electricity  for  some  time,  that  agent  has  apparently  brought 
on  pain  in  the  head,  and  has  excited  something  like  an  inflam- 
matory process  in  the  brain.  And  so  strychnine  also  will  induce 
an  analogous  condition  of  brain,  and  will  increase  the  rigidity 
of  the  paralyzed  muscles."     (See  pp.  477-479,  Notes  B,  C.) 

Paraplegia. 

Paraplegia,  we  know,  is  a  loss  of  the  power  of  motion  in  the 
lower  limbs,  either  partial  or  complete,  and  usually  attended 
with  inaction  of  the  urinary  bladder  and  rectum,  with  loss  of 
power  over  the  sphincters,  and  often  with  impairment  or  entire 
loss  of  sensation.  When  the  affection  arises  from  an  injury  of 
the  spinal  cord,  the  accession  is  sudden;  but  if  from  inflamma- 
tion and  its  sequels  in  the  spinal  marrow  or  its  membranes,  or 
if  the  bones  or  cartilages  of  the  spine  are  diseased,  then  the  first 
appearance  of  the  paralysis  is  more  gradttaL  In  this  latter,  there 
is  first  some  abnormal  sensation,  which  is  soon  followed  by 
numbness,  and  this  ht/  diminished  power  of  motion  in  the  lower 
extremities^  so  tliat  one  easily  trips ;  cannot  stand  long ;  has  a 
sensation  of  weight  in  the  limbs,  and  pains  down  to  the  feet. 
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Tlie  usual  consequences  of  actual  inflammation  of  the  spinal 
cord,  or  of  its  membranes,  we  know,  ai*e  eflFusion  of  coa^ulable 
lymph,  induration  of  the  substance  of  the  cord,  either  from  the 
inflammation,  or  from  impaired  nutrition,  or  from  loss  of  vitality. 
This  is  very  often  followed  by  palsy,  atrophy,  and  rigidity  in  the 
legs.  There  may  be  also  other  results,  from  an  inflammation 
affecting  the  vertebral  or  the  inter-vertebral  substance,  as  caries, 
exostosis,  anchylosis,  &c., — any  of  these  are  often  the  patholo^- 
cal  causes  of  the  existing  paraplegia;  the  chief  characteristic 
of  which  is  mainly  the  hss  of  voluntary  motion^  while  involun- 
tary motions,  and  spasms  of  the  lower  limb  muscles,  are  not  in- 
frequent. If  the  lesion  is  situated  high  in  the  spine,  then  spas- 
modic contractions,  more  or  less  permanent,  may  now  and  then 
seize  the  abdominal  muscles,  as  also  those  of  the  lower  limbs. 
Now,  these  involuntary  motions,  pains,  and  spasms  are  manifest- 
ly caused  by  the  still  existing  irritation  or  inflammation  in  the 
cord  J  or  in  its  membranes ;  or  of  the  roots  of  the  nerves  from 
extravasated  blood,  effused  pus,  from  caries,  displaced  bone, 
&c.  In  the  more  severe  cases  from  injury,  the  urinary  affection 
continues,  and  hastens  on  the  fatal  issue ;  but  in  all  others,  the 
power  of  passing  and  retaining  the  water  is  restored  in  some 
degree,  and  this  improvement  is  one  of  the  chief  indications  of 
the  susceptibility  of  the  cord  to  the  restoration  of  its  functions. 
The  bowels,  in  these  cases,  are  not  only  torpid,  but  the  evacua- 
tions are  very  dark,  and  often  of  a  greenish  ^  tar-like  appearance, 
and  all  the  more  so  the  higher  in  the  cord  is  the  seat  of  the 
lesion. 

Sir  Benjamin  Brodie  says  he  has  not  met  with  the  attending 
symptom  of  priapism  in  any  case  where  the  seat  of  lesion  was 
below  the  sixth  dorsal  vertebra.  Another  singular  phenomenon, 
I  have  often  observed,  is  that  in  the  most  profound,  manifest, 
and  complete  paraplegias,  the  temperature  of  the  palsied  limbs 
is  exalted;  i.e.,  warmer  than  in  health.  This  does  not  long 
continue,  nor  is  it  always  present  in  such  cases.  When  it  does 
occur,  however,  I  take  it  as  a  discouraging  feature,  as  there  will 
probably  result,  in  spite  of  treatment,  more  or  less  atrophy  and 
contraction  in  the  burning  muscles.     But  these,  being  facts,  must 
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not  deter  from  early  and  gentle,  but  persevering  efforts  to  save 
the  limbs,  all  we  can,  by  manual  exercise ;  by  counteracting  with 
suitable  apparatus  the  tendencies  to  mal-posture  from  the  con- 
tractions ;  by  exercising  and  thus  nourishing  the  muscle  fibres  by 
electricity,  and  if  cold^  by  keeping  the  entire  legs  and  feet  all  the 
time  warm.  Every  hour  they  are  allowed  to  remain  cold  the 
contraction  and  rigidity  will  be  the  greater.  When,  in  a  para- 
plegic affection,  we  discover  tliat  anesthesia  prevails  over  the 
loss  of  power,  (i.  e.,  is  greater,)  wc  must  not  in  that  case  expect 
to  find  a  local  or  circumscribed  lesion  of  tlic  spinal  cord,  but 
''  examine  for  a  diseased  action,  or  state,  in  some  peripheral  por- 
tions of  the  nervous  system,  or  whether  there  are  not  indicor 
turns  of  a  brain  origin.  Which  of  these  two  causes  prevails,  the 
general  history  of  the  case  will  aid  us  in  deciding. 

Cervical  paraplegia  occasionally  occurs,  manifesting  itself  in 
the  upper  extremities,  the  legs  being  more  generally  not  in 
the  least  affected ;  while,  if  they  should  be  involved,  they  are 
always  much  less  so  than  the  arms.  The  muscles  of  the  shoul- 
der and  arm,  and  more  particularly  the  right  shoulder  and  arm, 
are  first  affected  ;  and,  not  unfrequcntly,  this  is  the  whole  of  the 
affection.  This  disease  sometimes  attacks  both  arms  at  once,  or 
begins  in  one,  and  so  passes  over  to  the  other  also.  At  first  there 
are  usually  pain  and  soreness  in  the  muscles  involved ;  but  after 
existing  for  a  longer  time,  no  modification  of  the  skin  sensation 
remains,  but  there  then  exists  an  obstinate  paralysis,  which  prob- 
ably commences  in  the  muscle  fibres  themselves,  or  through 
some  perverted  action  of  the  nerves  of  those  parts  ;  for  tliere  is 
wasting  as  well  as  palsy.    For  this  employ  Faradaization. 

A  sailor,  just  arrived,  as  second  officer  in  the  bark  S.,  from 
the  Mediterranean  Sea,  presented  with  paralysis  of  both  arms,  — 
complete  in  the  right  arm,  but  partial  in  the  left,  —  produced  by 
protracted  cold  water  affusions  for  his  fever,  immediately  after 
sailing  from  Smyrna.  There  were  softness  and  atrophy  of  all  the 
shoulder  and  arm  muscles  on  the  right,  and  those  of  the  left 
doubtless  tending  to  the  same  condition.  For  this  otherwise 
nobly  framed  fellow  I  adopted  localized  Faradaization,  or  rather 
by  my  teamrelectrodes,  as  it  were  bathed  him  with  electricity  over 
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the  affected  limbs,  shoulder  muscles,  and  the  upper  portion  0 
the  spine,  by  employing  very  brisk  currents  tlirough  labile  (n 
ing)  electrodes.  This  was  douo  daily,  and  in  a  fortniglit  he  n 
quite  restored. 

Dr.  Dewees  states,  as  the  result  of  liis  experience,  that  tii 
ralysis  resulting  from  the  various  affections  of  organic  nerves,  a 
where  nutrition,  local  or  general,  is  defieient,  he  prefers  the  pri- 
mary current  of  the  comjiuund  battery,  applied  in  tlie  inva 
direction;  but  in  "muscular  palsy"  the  current  should  I 
directed  with  the  nervous  ramification,"  He  recommends,  tlier 
fore,  the  sustained  primary  current,  wherever  it  is  desirolih 
exercise  an  organizing  power  over  the  affected  part,  but  a  r 
to  induction  currents  when  more  stimulation  and  exerciee  of 
the  nerves  and  muscles  are  desired. 

Paraplegias  of  all  grades,  then,  may  bo  arranged  in  thret  ■ 
classes,  each  category  depending  upon  a  lesion  of  a  differenly 
kind,  and  each  distinguished  by  sjTDptoms  of  its  own.     We  ci 
not  do  better  than  to  give  the  condensed  views  of  Dr.  Gull,  o 
Guy's  Hospital,  on  this  subject ;  and  they  are  arranged  much  a 
follows :  — 

1.  The  first  class  of  paraplegias  are  those   remttioff  fro\ 
lesion  of  the  spinal  cord.     There  may  proceed,  tbeu,  from  this^'J 
a  general  paralysis  of  llie  parts  below  the  injury,  wlietlier  tl 
lesion  be  confinecl  to  the  autoiior  or  posterior  portion  of  thftfl 
cord,  or  whether  it  extends  through  the  entire  substance  of  theJ 
spinal   cord  ;   and   in   either   of  these   cases  there    is  gTCofarl 
loss  of  motion  than  of  sensation,  the  sensation,  usually,  being 
little,  if  at  all,  impaired,  whilst  the  loss  of  motor  power  is  com- 
plete ;  and  this  he  considers  to  be  almost  invariably  diagnostic 
of  the  spinal  origin  of  the  given  case  of  paraplegia.     H 
that,  alter  an  attentive  Ecarcii,  and  I'aving  great  facilities  fai\ 
this,  ho  cannot  find  a  case  of  uncomplicated  pressure  on  I 
cord,  or  of  disorganization   of  the  cord,  in  which  the  loss  of% 
sensation  predominated,  or  in  which  there  was  simply  loss  of  1 
sensation.     He   says,   "  My   attoation  has  now  for  years  bcenl 
much  given  to  post  mortem  appearances ;  but  I  have  not  met  with  1 
•  New  Toik  Jourtml  of  MciHiciae,  Ma;r,  1S47. 
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a  case  that  does  not  confirm  the  foregoing,  nor  are  there  amongst 
the  numerous  cases  of  lesion  of  the  spinal  cord,  which  are  in 
the  records  of  this  hospital,  any  which  show  that  one  part  or 
column  of  the  cord,  when  affected,  is  attended  with  anaesthesia, 
without  loss  of  motion,  though,  as  we  have  seen,  the  loss  of  mo- 
tion usually  occurs  without  anaesthesia."  But  we  must  bear  in 
mind,  that  in  paraplegia  from  disease  of  and  about  the  spinal 
cord,  the  spinal  nerve  roots,  as  they  leave  the  cord  on  either  side, 
are  not  unfrequently  implicated  near  their  junction  with  the 
cord.  Thus,  Dr.  Abercrombie  cites  the  case  of  Count  de  Lor- 
dat,  which  was  a  paralytic  affection  of  the  left  arm,  following  an 
injury  to  the  neck  from  a  fall,  and  the  opposite  arm  became 
numb.  By  the  post  mortem  examination  this  was  explained ; 
for  there  was  found,  not  only  induration  of  the  cord,  but  "  a 
compact  and  tendinous  condition  about  the  roots  of  those  spinal 
nerveSj  owing  to  a  thickening  of  their  investing  membranes.'* 
The  former  produced  the  paralysis  of  motion,  the  latter  the 
numbness.  There  are  also,  now  and  then,  cases  of  cervical 
paralysis,  which  see  under  that  head. 

2.  The  second  class  of  paraplegias  are  those  in  which  the  loss 
of  sensation  is  greater  than  that  of  motion.  The  cases  imder 
this  category  naturally  arrange  themselves  into  two  groups,  ac- 
cording to  their  seat  of  lesion  ;  the  one  being  peripheral j  affecting 
the  nerve  trunks  in  their  course ;  the  other  being  central,  and  in 
that  case  it  is  encephalic  instead  of  spinal.  Tliese  form  the  sec- 
ond and  third  classes.  The  first  group,  where  the  cause  is  pe- 
ripheral, is  the  second  class  as  reckoned  by  Dr.  Gull ;  while  the 
second  group,  which  is  caused  by  brain  lesion,  makes  the  third 
class.  The  second  class,  then,  are  known  by  the  preponderating 
ancesthesia  arising  from  peripheral  causes.  As  the  grandest  ex- 
ample in  this  (second)  class  of  paraplegic  diseases,  is  quoted 
the  epidemic  of  Paris,  in  the  spring  of  1828,  so  graphically  de- 
scribed by  Dr.  Chomel.  This  curious  affection  usually  set  in 
with  an  extraordinary  and  exquisite  exaltation  of  the  general 
sensibility,  which,  however,  gave  place,  after  a  few  hours  or  days, 
to  a  general  diminution  of  sensibility,  and  this  proceeded  even 

to  the  extent  of  a  complete  abolition  of  sensation.    The  power  of 
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motion  also  declined,  but  in  a  far  leas  degree.  In  most  of  theso 
iiumei'ous  cases,  recovery  took  place,  although  the  palsy  was 
veiy  capricious  —  sometimes  self-vanishing,  and  then  again  re- 
appearing. In  some  cases,  however,  the  disease  went  on  to  a  fatal 
termiiialioii.  This  wide-spread  disease  had  all  the  characteris- 
tics of  a  malady  induced  by  the  presence  of  some  poisonoos 
agent  in  the  Ijlood.  Prevaiiin^  numbness  is  then  the  cha^acte^  . 
istic  of  tliis  class. 

3.  The  third  class  of  paraplegic  diseases,  already  patiiaUji 
deGncd  under  the  second  class,  are  to  be  recognized  also  both  b 
their  diminished  vitality,  and  peculiarfp  diminished  nerve  fore 
These  are  the  cases  that  result  luaiidy  from  anxiety,  deep  mea» 
tal  depression,  irregular  practices,  &c.,  which  are  attended  with* 
general  diminution  of  the  encephalic  and  other  nervous  fore 
In  these  there  is  a  greater  proportional  impairment  of  sensatiOB''^ 
than  in  spinal  affections.     "Whatever  impairment  of  the  power 
of  voluntary  motion  there  may  be,  is  often  in  a  greater  degree 
owing-  to  the  want  of  the  guiding  influence  of  senmlion,  (muft-  ■ 
cular  sensation?)    than   to   any   direct   loss   of  motor   power,  j 
Therefore  the  gait  of  such  persons  will  bo  found  to  be  very  much  -I 
like  that  of  a  drunken  man.    Where  the  anEEsthesia  in  these 
cases  is  complete,  tlie  person  is  obliged  to  employ  the  visual  sense 
to  enable  him  to  walk  at  all  without  stumbling,  as  a  substitute 
for  tlie  "muscular  sense."     Thus,  says  Dr.  Gull,  "one  patient 
told  me  he  could  not  walk  without  looking  down  at  his  feet  all 
the  time,  because  he  felt  as  if  his  legs  were  cut  off  below  tin 
knees.    Another  patient  said  be  had  to  do  so  because  he  had  d 
apparent  weight." 

The  author  has  seen  a  multitude  of  these  cases  in  the  last  fel 
years,  who  came  from  almost  every  part  of  the  Union  for  ele( 
tro-therapeutic  treatment.  Such,  indeed,  probably  form 
very  largest  class  of  all  nervous  affections  that  present  for  t 
remedy;  and  this  to  my  mind  is  not  strange,  since  being  co^ 
vinced  of  the  almost  every-where  prevalence  of  venereal  i 
cess,  (for  self,  or  to  gratify  another ! )  or  intense  mental  anxiej 
ties,  and  disappointments,  that  so  perpetually  harass  and  tfi 
haust  the  human  nervous   system.     But  I  was  about  to  wjM 
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that  a  largo  number  of  these  cases  not  only  "had  no  sen- 
sation of  weight,"  but  they  have  so  frequently  complained  to 
me  of  their  suffering  when  awake,  walking,  or  asleep,  from  the 
senscUion  of  rising' j  and  being  unable  to  keep  their  feet  down  on 
the  ground  or  floor.  Tliis  sensation,  by  times,  harasses  these 
patients  prodigiously.  As  they  r9cover,  this  vanishes.  When 
this  peculiar  sensation  appears  in  a  less  degree,  however,  then  it 
is  described  by  the  patient  as  if  the  limb  was  covered  with  a 
glove  or  stocking,  and  as  if  the  impression  was  outside  of  this. 
Notwithstanding  the  numbness,  there  is  still  the  perception  from 
pricking  or  pinching  of  the  integuments ;  and  what  is  partic- 
ularly noticeable,  this  numbness  often  extends  only  to  about  the 
elbows,  and  as  far  as  the  knees. 

Moreover,  there  are  frequently,  in  these  cases,  affections  of 
the  special  sense,  as  flashes  of  light,  muscce  volitantes,  dimness 
of  vision,  and  noises  in  the  ear.  One  other  peculiarity  noticed 
by  Dr.  Gull,  and  which  I  can  verify,  is,  that  the  most  moder- 
ate pressure  on  any  of  the  nerve  trunks,  as  simply  from  lying 
on  the  arm  in  bed,  or  sitting  upon  the  edge  of  a  chair,  or  the 
like,  will  very  readily  render  the  nerve  so  compressed,  com- 
pletely anaesthetic,  with  deep  and  painful  prickle,  which  often 
renders  the  limb  helpless,  at  least  for  a  very  short  time.  This 
symptom  is  evidently  from  delicate  constitutional  structure,  or 
from  exhausted  or  attenuated  nerves.  That  the  seat  of  this 
threatening  affection  is  encephalic,  rather  than  spinal  or  periph- 
eral, appears  scarcely  questionable  ;  and  that  its  cause  is  rather  a 
delicate  nerve  structure,  or  a  disordered  state  of  the  general 
nerve  nutrition,  than  any  sort  of  local  lesion,  is  equally  certain. 
Let  the  patient  but  avoid  the  mental  over-work,  or  correct  all 
evil  habits,  and  electro-therapeutics,  with  other  rational  medica- 
tion, can  cure  this  nervous  affection. 

In  most  cases  where  parai)legia  arises  from  actual  organic 
disease  within  the  spinal  sheath,  there  is,  at  some  time  or  other, 
some  degree  of  palsy  of  the  intercostal  muscles,  or  of  the  dia- 
phragm. In  general,  the  pain  in  these  cases  is  referable  to  the 
base  of  the  brain.  But  in  some  cases  they  refer  the  pain  to  the 
forehead,  and  are  able  to  control  the  urine  and  fseces ;  sensation 
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remains  normal,  while  the  palsy  is  only  tliat  of  motion ;  and 
this  would  lead  us  to  suppose  that  the  spinal  cord  only  is  dis- 
eased, or  else  is  compressed  with  efifusion  within  the  theca,  which 
may  gravitate  towards  the  lower  portion.  Now,  where  there  is 
no  history  of  palsy  of  the  diaphragm  or  intercostal  muscles,  I 
blame  the  kidneys,  and  put  the  patient  immediately  upon  the  mu- 
tual use  of  electro-magnetism  to  the  back  and  loins,  and  the  inter- 
nal exhibition  of  tine,  cantharides  in  thirty-drop  doses,  repeated 
two  or  three  times  a  day,  and  alternated  with  large  draughts  of 
lemonade  made  of  the  acetate  of  potassium^  which,  if  followed 
with  an  increased  flow  of  urine,  will  almost  surely  be  followed 
by  a  recovery.  If  strangury  should  ensue,  (and  there  is  no 
existing  stricture,)  give  twenty  or  thirty  drops  of  laudanum,  in 
a  small  starch  injection,  or  camphor  by  the  mouth,  and  it  will 
inmiediately  disappear.  When  the  cantharides  prescription  is 
dropped,  continue  the  daily  or  semi-weekly  use  of  electricity  to 
the  spinal  muscles,  loins,  and  abdomen.  (See  p.  477,  B,  C,  and 
-Appendix.  F.) 

Catalepsy. 

Catalepsy,  it  will  be  remembered,  is  the  almost  only  com- 
plete and  general  state  of  "  palsy  of  motion "  that  can  exist, 
without  instant  destruction  of  life.  It  rarely  continues  long, 
although  it  may  recur  from  time  to  time.  The  fact  is,  this 
is  a  complete  loss  of  the  power  of  the  tvill,  while  there  still 
remani  both  consciousness  and  sensation,  but  these  in  a  very 
diminished  degree.  The  splnnctcrs  are  entirely  unaffected; 
the  respiration  is  so  slight  that  it  is  perceived  only  with  the 
greatest  difficulty,  and  sometimes  with  uncertainty ;  the  pulsa- 
tions of  the  heart  are  extremely  weak  and  frequent,  or  slow  and 
irregular,  and  the  pulse  at  the  wrist  may  be  too  minute  to  be 
made  out.  Powerful  currents  of  electro-magnetism,  quickly 
alternated,  or  the  sparks,  or  the  Lcydeii  jar  shock  of  static 
electricity,  is  here  called  for, ''  to  break  the  spell,"  and  restore 
the  dominion  of  the  will.  By  these  means,  we  usually  succeed, 
and  that  quickly,  except  in  some  protracted  cases  of  this  "  sus- 


pended  ammation,"  where  periiaps  it  is  wiser  to  proceed  gently ; 
as  in  atteiApting  to  raise  a  flame,  we  must  alwajB  avoid  putting 
oat  the  .tiq>er. 

Locai  Palsff.  . 

ParalTms  of  a  muscle,  or  of  a  group  of  muscles,  situated  on 
the  eztremi^,  or  on  the  body,  is  of  every-day  occurrence. 
This  is  caused  by  some  one  or  more  of 
a  thousand  circumstances  that  produce  a 
lesion  of  the  sentient  nerves,  or  motor 
nerves;  sometimes  the  cause  can  be  traced, 
and  sometimes  it  cannot.  JLead  poison, 
rhemnatiEm,  kidney  affection,  extreme  cold 
or  heat,  prolonged  Tnonolonous  labor,  hys- 
teria, concussion,  wounds,  >&c.,  may  often 
be  the  cause.  A  severed  nerve  will  pro- 
duce a  simple  palsy.  A  wounded  nerve, 
in  some  instances,  not  only  produces  a 
palsy,  but  also  pain  and  progressive  atro- 
phy. For  these  and  other  consideratioas, 
m  will  treat  of  "  local  palsies  "  separately 
under  their  respective  heads.  Nearly  the 
whole  of  this  tribe  of  affections  are  amenar 
ble  to  well-directed  electrical  treatments. 

AncEsthesia. 

This  is  paralysis  of  sensation.  It  i 
dsely  opposite  to  hyperesthesia.  In 
where   the   ordinary  want  of  feeling  is 


1.  Lower  Portion  of  Uie  Bicepi  Flexor 
Cubili. 

a.  Brachialii  Inlemui. 

3.  Loner  Internal  Portion  of  tha  Trieepi. 

4.  Pronator  Radii  Teres. 

b.  Flexor  Carpi  Radialis. 
fl.  Palmaria  Longua. 

7.  Paitof  the  Flexor  SublimUDigitoram. 

5.  Flexor  Ctrpt  Ulnuii. 


9.  Palmir  Fiicia. 
10.  Falnuiis  Brevia  Muscle. 
It.  Abductor  Pollicia  Manua. 

12.  Portion  of  the  Flexor  Brevia  FoUicia 

Hanui.    The  line  croaiei  the  Ad- 
dnctor  Pollicia. 

13.  Supinator  LoDgue. 

14.  Extenior  Ouii  Metacarpi  Follicii. 


when  the  dorsal  portion  of  the  cord  is  injured,  tlie  muEcles  raio^ 
iflcd  by  the  nerves  that  take  tlieir  origin  from  that  injured  por- 
tion of  the  spine  present  filial  paralffsis ;  while  the  muscles 
that  receive  their  nerves  from  any  portion  of  tlie  spine  which  is 
below  the  scat  of  tho  injury  or  lesion,  will  show  us  a  cerebral 
paralysis ;  and  that  because  they  are  merely  separated  or  cut 
off  from  the  influence  of  volition,  although  the  affected  muscles 
still  remain  in  their  functional  relation  with  the  spinal  cord- 
Traumatic  paralysis  may  arise  from  injury,  as  severing  or  cnak- 
ing  of  the  nerve,  concusdou  of  joints,  or  from  sprains,  or  pu-J 
tial  luxations.  fl 

Paralysis  produced  by  pressure  on  the  axillary  plesus  irf^ 
nerves  is  not  of  very  uncommon  occurrence.  Frequent  exam- 
ples are  seen.  Dr.  Todd  says,  "  I  have  seen  some  cases  in  which 
this  was  produced  in  the  fol  lowing  way ;  A  man  gets  intoxicated 
and  falls  asleep,  with  his  arms,  say  over  the  back  of  a  chur; 
his  sleep,  under  tho  influence  of  his  potations,  is  so  heavy  that 
he  is  not  roused  by  any  feelings  of  pain  or  uneasiness,  and  when 
at  length  he  awakes,  perhaps  at  the  expiration  of  some  liours,  he 
finds  the  arm  benumbed  and  paralyzed.  It  generally  happens 
that  the  sensibility  is  restored  after  a  short  time,  but  the  palqr. 
of  motion  continues.  Cases  of  this  kind  often  derive  beneC 
from  galvanism  ;  hut  if  the  pressure  which  caused  the  paralys 
has  been  long  continued,  then  they  seldom  come  to  a  fa^'orabt 
termination.  Nerve  tissue  is  one  which  never  rcgenorata 
quickly,  and  seldom  completely ;  so  that  any  groat  or  loi^ 
continued  lesion  of  its  structure  is  not  likely  to  be  complete 
removed." 

The  same  high  authority  gives  the  following  as  another  czai 
pie :  "  This  patient  is  twority-thrcc  years  of  ago  ;  has  lived  in  " 
London,  and  his  right  clavicle  was  broken  by  an  old  wall  falling 
upon  him.     He  went  to  a  hospital,  (not  King's  College   Hos- 
pital,) and  the   ordinary  figurc-of-cight  baudage  was  i 
After  a  time  the  patient  found  his  right  hand  and  ar 
numb ;  and  soon  after  this  he  noticed  a  great  loss  of  power  0 
the  extensors  of  the  hand.     Notwithstanding  tliese  symptoms,  I 
bandage  was  still  allowed  to  remain,  and  both  tlio  paralyeis  0 
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sensation  and  of  muscular  motion  have  continued  up  to  the 
present  time.  At  present,  there  are  numbness  of  the  hand  and 
arm,  and  entire  loss  of  power  in  the  extensors  of  the  hand, 
which  are  also  completely  flexed  when  the  arm  is  raised.  All 
the  muscles  of  the  arm  have  less  power  than  natural." 

"This  case  was  treated  with  galvanism,  and  the  patient  left 
the  hospital  better ;  having  gained  some  power  in  the  extensors, 
and  that  of  the  flexors  being  nearly  restored  to  their  healthy 
state.  It  was  some  time,  however,  before  the  improvement 
became  so  manifest." 

Case  of  Traumatic  Paralysis, — Jane  B.,  aged  twenty-six, 
had  fallen,  in  February  last,  down  the  stairs  in  a  ship's  cabin, 
and  struck  the  top  of  her  head  and  the  back  of  her  neck.  She 
complained,  from  that  time,  of  unceasing  pain  in  her  head,  and 
presented  a  complete  hemiplegia  of  the  muscles  of  the  left  side 
of  the  face.  By  testing  the  case  with  electro-magnetic  currents, 
we  found  that  when  directed  to  the  palsied  muscles  of  the  face, 
they  produced  almost  no  contraction  of  the  muscles,  although 
the  intensity  of  the  current  was  so  high  as  to  produce  all  the 
pain  she  could  possibly  bear.  This  absence  of  electro-muscular 
contraction,  in  some  such  instances,  is  valuable  as  a  guide  in 
diagnosis ;  for  here  it  indicated  the  case  to  be  a  traumatic  paral- 
ysis of  the  portio  dura.  Electrical  treatments  were,  therefore, 
ventured  upon,  and,  in  short,  the  case  entirely  recovered. 

It  is  to  be  remembered,  that,  in  cases  of  traumatic  paralysis, 
this  lost  electro-excitability  of  the  muscles  and  their  nerve 
trunks  is  found  more  marked  soon  after  the  occurrence  of  the 
lesion.  Dr.  Duchenne  gives  an  account  of  a  case  of  questiona- 
ble paralysis,  in  which,  from  ascertaining  the  loss  of  the  electro- 
muscular  contractility  in  the  left  arm  and  shoulder,  and  in  the 
absence  of  other  assignable  cause,  he  diagnosticated  a  traumatic 
palsy,  from  a  lesion  somewhere  in  the  nerve  trunks  of  that  arm. 
He  afterwards  discovered  an  exostosis  in  the  neurilemma  which 
compressed  certain  branches  of  the  cervical  and  brachial  plexus, 
which  he  treated  by  electro-magnetic  currents  and  other  reme- 
dies, and  so  brought  about  a  complete  cure. 

Case  of  George  K.,  thirteen  years  of  age,  son  of  an  oflfi- 
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cer  stationed  at  Cliarlestown  navy  yard,  fell  ou  his  left 
October,  1858,  wliicb  broke  the  ulna,  and  hisatcd  the  radius  at 
tho  Tsrist  joint.  The  snrgeoii  attempted  to  set  it,  but  the  boy  was 
wild  of  restraint,  and  left  for  friends  at  a  distance  ;  therefore  it 
was  put  in  some  kind  of  stureh  permanent  splint,  where  it 
remained  for  five  weeks.  When  it  was  opened  a  largo  collection 
of  pus  was  discharged,  all  tlie  fingers  and  Iiand  muscles  were 
closely  flexed,  and  the  wrist  joint  became  firm  in  anchylose  j 
total  loss  of  sensation  in  fijigei-s.  This  state  of  things  had  con- 
tinued for  three  months  before  he  came  to  me,  during  whichi 
time  he  had  employed  hniments  and  ha|>-hazard  electric  applii 
tions,  from  time  to  time,  by  the  advice  of  many. 

When  this  patient  first  took  tho  ehair  for  methodic  cloctri^l 
treatment,  I  found  all  his  fingers,  hand,  and  forearm  contraci 
stiff',  and  cold,  as  if  hard  wood ;  anchylosis  of  hand  joints 
plete  paralysis  with  atrophy  of  all  the  muscles  of  the  foreai 
and  hand,  as  much  so,   as    in    the   last   stages  of   progressii 
atrophy ;  great  pain  still  about  the  wrist ;  iieitlicr  the  prii 
nor  the  secondary  current  could  produce  the  least  twitch  of  tlu 
muscles.     I  therefore  applied  first  a  current  from  thirty  DanieU't 
elements,  down-running  from  the  upper  and  inner  side  of 
arm  to  the  palm  of  tlie  hand,  for  five  or  sis  minutps,  intcrmitt 
for  a  few  seconds  at  every  minute.     Tlien  I  used  fifty  element 
through  the  wrist  for  one  minute,  the  positive  electrode  heii^ 
placed  a  little  above  the  wrist  on  its  flexion,  while  tlie  negative 
was  planted  on  tlie  back  of  the  hand  just  below  tho  wrist,  so 
to  dii'ect  the  current  througli  the  whole  joint,  downward  and 
outward.     Next,  I  used  the  same  number  of  elements  on  th»j 
extensors  of  the  hand  and  forearm  for  a  minute,  and  then  finisb- 
ing  the  seance  with  polar  alternatives,  for  one  minute  more, 
all  the  extensor  muscles  of  the  fingers,  hand,  and  arm.    This, 
he  said,  had  cleared  away  the  pain,  and  gave  to  it  the  sensation 
of  life,  lightness,  and  freedom,  altliough  it  was  still  utterly  hi 
less.     Much  in  this  manner  he  was  treated  daily  for  a  w 
when  some  little  motion  was  obtained  —  to  be  continued  in 
manner  another   week  —  from  that,  astonishing  improvement. 
The  powers  of  motion  make  their  appearance  successively 
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the  adductors,  then  the  abductors,  then  the  bending  of  the  hand, 
first  by  flexion,  and  then  extension;  but  the  crooked  fingers 
remain  greatly  so  yet.  Left  treatment  for  the  present,  while 
absent  at  Washington. 

In  about  two  months  after,  this  patient  came  again  for  treat- 
ment ;  had  retained  the  improvement  he  gained  while  hero  before, 
and  there  were  new  motions  appearing  about  all  the  hand  from  the 
thumb  to  the  little  finger ;  patient,  in  great  courage,  and  better 
health.  I  now  instituted  a  series  of  local  galvanic  baths,  immers- 
ing only  the  hand  and  wrist,  and  using  forty  to  fifty  elements  for 
five  minutes,  and  in  the  usual  manner  :  this  always  produced  a 
prickling  and  warm  sensation,  particularly  in  the  fingers,  but 
the  effects  were  not  so  decided  and  lasting  as  were  produced  by 
directing  the  current  definitely  through  given  nerves  and  mus- 
cles, or  muscle  groups.  Next,  the  current  was  directed  especially 
through  the  interossei  and  lumbricales  for  ten  days ;  still  more 
life-like  appearance,  and  some  more  freedom  of  movements  in 
the  fingers;  but  the  wrist  continues  quite  stiff*;  while,  on  the 
other  hand,  the  outrageous  and  persistent  pain  in  the  metatar- 
sal bones  is  banished ;  and  the  boy  can  open  the  hand  so  wide 
that  the  inner  surface  of  the  hand  and  fingers  can  be  seen,  and 
he  is  able  to  take  my  hand  in  his  and  compress  it  not  a  little. 
His  friends  were  then  advised  to  take  him  to  a  surgeon,  that  he 
might  receive  surgical  aid  while  under  the  influence  of  ether, 
for  the  remaining  partial  anchylose  of  the  wrist  joint,    (p.  477.) 

Facial  Paralysis  —  Two  Classes, 

Under  the  head  of  isolated  lesion  of  the  nerves^  we  have  the 
simph  facial  paralysis ;  for  of  all  the  cerebral  nerves,  the  portio 
dura  or  facial  nerve  is  the  one  far  more  frequently  attacked  with 
palsy  than  any  other.  The  first  thing  to  be  done  here  is  to 
diagnosticate  this  simple  affection  of  the  facial  branch  of  the 
seventh  pair,  (which  is  also  called  the  portio  dura,)  from  that 
other  paralysis  which  in  most  respects  resembles  this,  but  which 
is  rather  a  symptomatic  disease  of  actual  brain  lesion.  For  this 
reason  we  must  set  out  with  the  distinct  understanding  that 
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there  are  two  very  different  kinds  of  facial  palsy ;  tJie  one  aiiElDg 
from  u  sudden  couliug,  and  hence  neuralgic,  or  from  tlie  severe 
local  or  protracted  exposure  to  cold,  and  hence  rlieumatic ;  or  %_ 
is  due  to  pressure  BOmewhero  along  the  bony  exit  of  this  nei 
trunk,  after  its  exit  from  the  crauial  cavity,  as  from  a  tumor 
exostosis  of  bone,  or  from  a  syphilitic  or  scirrhous  deposit  in  it| 
slicatli ;  or  it  may  arise  from  a  neighboring  bony  caries  and 
sequent  suppuration ;  the  other  form  —  tlie  symptomatic 
gi-ave  kind  —  arises  from  an  intra-cranial  origin. 

Now,  we  will  observe,  first,  in  regard  to  this  latter  type  of 
disease,  which  arises  from  a  brain  origin,  or  from  some  injury  {tfi 
the  intra-cranial  portion  of  the  seventh  nene,  that  we' usually 
get  some  characteristic  difference  in  tlie  symptoms,  as  a  loss  of 
taste,  with  a  numb  sensation  in  tlie  side  of  the  tongue,  caused 
by  some  intercepting  influence  that  cuts  off  the  physiological 
function  of  those  nerve  fibrils  which  come  from  the  chorda  tyvt- 
pani;  there  is  also  a  difficulty  of  deglutition  from  paralysis  of 
the  digaslricus  and  slj/Mir/oideus ;  the  hearing  is  affected, 
tlie  uvulva  hangs  towards  the  sound  side ;  and  in  some 
although  the  patient  can  move  the  tongue,  yet  there  is  not 
ability  of  coreritiff  the  upper  lip  with  it,  so  that  its  tip 
reach  the  septum  of  the  nose.  Wlierever  the  tongue  and 
pharynx  are  involved  in  the  pai-alytic  aflfection,  it  should  put 
on  our  guard,  as  being  indicative  of  some  mischief  in  the  bnuo. 
But  the  most  distinctive  characteristic  difference  between  the  two 
kinds  of  facial  paralysis  is,  that  a  paralysis  of  the  orbicularit 
palpebrum  does  not  occur  i»  a  facial  hemiplegia  of  a  ceatfal 
origin.  Therefore,  (/"^/le  eye  cannot  be  shut,  we  may  rest  assured 
that  the  case  is  one  of  simple  paralysis  of  the  facial  nerve,  an^ 
is  suitable  for  treatment.  It  is  worthy  of  notice,  that  the  gravd 
symptoms  of  a  lost  taste,  difficult  deglutition,  and  deviation  of^ 
the  palate  may  possibly  arise  from  poor  dentistry  plate  work, 
such  as  is  sometimes  worn  as  temporary.  The  author  has  seen 
several  such  instances,  and  some  of  them  very  serious  indeed, 
being  of  long  standing.  But  it  should  be  known  that 
generally  amenable  to  the  so-called  localized  use  of  electro-i 
netism.  But  let  us  notice  what  further  is  not  the  simple  y 
ysis  of  the  portio  dura  or  facial  nerve. 
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1.  If  the  motor  oculij  or  third  nerve,  be  paralyzed,  as  it  divides 
into  two  branches  and  enters  the  orbit  between  the  two  heads  of 
the  external  rectus  muscle,  the  superior  branch  ascends  and  sup- 
plies the  superior  rectus  and  levator  palpebrce  muscles,  the  eye- 
lid, particularly  the  outer  angle,  cannot  consequently  be  raised, 
fix)m  loss  of  power  in  these  two  muscles ;  and  this  constitutes 
ptosis.  There  is  also  in  such  a  case  a  protrusion  of  the  eyeball, 
wliich  cannot  be  turned  inward,  and  at  the  same  time  the  out- 
ward lateral  movement  of  the  eyeball  is  not  impaired,  since  the 
rectiLS  eztemus  is  supplied  by  the  sixth  nerve ;  there  are  also  a 
marked  dilatation  of  the  pupil,  double  vision,  and  only  a  distant 
sight,  i.  e.,  it  is  next  to  impossible  for  the  patient  to  adjust  the 
eyes  to  see  objects  close  by. 

2.  If  there  is  a  paralysis  of  the  fourth  nerve,  (^pathetici^^  the 
symptoms  are  but  slight.  The  patient  experiences  some  double 
vision,  when  looking  on  a  level ;  and  to  avoid  it,  the  face  is  car- 
ried rather  to  one  side,  and  that  the  sound  side.  When  looking 
upward,  the  sight  is  not  much  disturbed,  because  the  affected 
pupil  is  turned  a  little  upward  and  outward. 

3.  If  the  abducerUes  (sixth  nerve)  be  paralyzed,  then  the 
patient  has  "  converging  strabismus ^^^  or  inward  squint,  and  is 
also  troubled  with  a  double  vision  when  looking  in  certain  direc- 
tions, and  this  in  proportion  to  the  extent  of  the  affection.  If  it 
occurs  in  connection  with  the  paralysis  of  the  third  nerve,  as 
indeed  it  often  does,  then  the  eyeball  is  immovably  fixed,  it  being 
drawn  forcibly  towards  the  nose,  so  as  to  cover  the  whole  cornea 
at  the  inner  angle  of  the  eye. 

These  three  paralytic  affections  of  the  eye  mat/  arise  from  brain 
origin,  but  not  necessarily  so.  There  may  be  pressure  on  the 
trunk  of  either  of  those  nerves  that  are  affected  ;  but  the  trouble 
is  supposed  to  arise  more  frequently  from  a  rheumatic  or  syphi- 
litic exudation  on  the  sheath  of  the  nerve,  or  from  an  over  use, 
or  very  deficient  use,  of  the  eye  muscles.  For  these  cases,  where 
not  positively  contra-indicated,  I  am  in  the  habit  of  employing 
either  Faradaic  or  Galvanic  currents  directed  locally  to  the  mus- 
cles involved,  for  two  or  three  minutes,  always  closing  the  seance 
by  ^^  washing  ^^  the  whole  face  and  neck  with  just  bearable 
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induction  currents,  and  lliat  by  ceaBeless  labile  movementfl, 
one  or  two  minutes  raorc,  using  large,  soft,  wet  sponge 
trodos.  Tlie  tip  of  the  finger  of  the  operator,  or  the  two 
sponge-tipped  ivory  electrodes,  are  best  for  conveying  the  curreot 
to  the  affected  miisclos.  I>r.  Meyer,  of  Berlin,"  has  recently 
treated  some  of  these  cases  successfully,  by  electricity.  He 
placed  the  negative  pole  of  oloctro-magnotism  in  the  hand  of  thi 
patient,  and  tlicn  eni])loyed  a  very  small,  moistened  sponge 
the  positive  electrode,  which  he  applied  directly  to  the  skin  of 
the  closed  eye,  as  near  aa  lie  could  to  the  paralyEcd  musclos. 
For  reaching  the  rectus  intemus  he  held  this  electrode  to  tha 
inner  angle  of  the  eye ;  and  for  the  muscle  obliijuus  superior,  he' 
placed  it  beneath  the  trochlea.  He  thus  treated,  it  appears,  in- 
patient for  Dr.  Yon  Graefe,  who  had  been  afTlictod  for  five  tnontfaai 
with  double  vision,  from  a  paralysis  of  the  rectvs  intemus  aai. 
obliguus  svperxor.  Dr.  Meyer  treated  another  case  that  had 
Buffered  for  some  four  years  with  double  vision  from  paralyzed 
muscles  of  the  eye,  in  whom  he  effected  a  complete  cure  in  eiz 
weeks,  by  electricity.  The  author  would  recommend  great  carB" 
in  attempting  to  employ  Galvanic  or  Faradaic  currents  about  thfl' 
eye.  It  is  probably  more  wise  and  prudent  to  employ  first  tha- 
labile  induction  current  in  all  these  cases,  and  that  moderately ;. 
but  still  do  I  know  that  tlie  former  can  succeed,  where  the  latter 
may  fail.     (See  pp.  231,  266,  641,  and  Appendix  D,  Note  3.) 

Parali/sis  of  the  Facial  Nerve,  (PorCio  Dura.') 

There  are,  Uicn,  two  kinds  of  facial  palsy.  The  one  kind  we^ 
have  just  been  examining  and  treating.  But  the  true  a 
pie  paralysis  of  the  portio  dura,  in  whole  or  in  pait,  but  outsida9 
of  the  cranial  cavity,  and  hence  most  suitable  for  electric  t 
ment,  is  characterized  and  bnown  on  tlie  one  hand  by  the  want 
of  power  over  the  et/elids,  so  that  the  eye  cannot  shut  by  the"* 
action  of  its  own  muscles  ;  and  on  the  other,  as  not  attended 
with  loss  of  taste,  nor  is  there  numbness  in  the  tongue,  nor  diffi- 
culty of  swallowing  bread.     When  this  face  affection  comes  on  | 
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from  exposure  to  a  draught  of  cold  air,  as  from  a  car  window,  it 
18 then  m5re  generally  of  a  rheumatic  character;  and  hence  some 
of  the  muscles  are  aflFected  more  than  others ;  and  some  of  them 
also  recover  sooner  than  others.  The  absorption  of  the  rheumatic 
effusion  is  sometimes  spontaneous,  at  least  to  a  degree.  In  all 
these  cases  the  electric  currents  are  found  to  be  decidedly  the 
most  effectual  means  for  restoring  the  muscles  to  their  healthy 
state  and  physiological  action.  If  the  facial  paralysis  is  com- 
plete, then  all  the  expressions  of  the  physiognomy  flat  out ;  i.  e., 
on  the  paralyzed  side,  but  are  exaggerated  on  the  sound  side. 
But  if  both  sides  of  the  face  should  be  similarly  affected,  then 
the  countenance  of  the  individual  is  totally  changed.  Nor  is  he 
able  to  laugh,  frown,  or  whistle — or  only  on  one  side,  if  but  the 
other  is  affected.  In  that  case,  the  palsied  side  appears  bloated, 
pouting,  and  drawn  around  towards  the  sound  side.  But  as  this 
nerve  is  the  motor  for  nearly  all  the  muscles  of  the  face,  let  us 
examine  the  effects  of  its  partial  palsy.  (Secpp.266,432,andD.) 
Where  there  is  a  paralysis  of  the  muscle  orbicularis  palpe- 
brarum^ which  is  depending  on  the  portio  dura,  as  we  have  said, 
the  eye  cannot  be  closed  ;  the  eyeball  is  all  the  time  exposed  to 
the  air,  even  during  sleep,  and  consequently  the  conjunctiva  is 
liable  to  become  injected  or  inflamed.  In  that  case  the  tears 
flow  freely  over  the  cheek,  and  sometimes  so  acrid  are  they  that 
they  excoriate  the  skin  of  the  face.  The  eyelids  are  kept  open, 
because  the  antagonizing  muscle  (^levator  palpebrce  superioris) 
is  not  depending  upon  the  portio  dura,  but  is  animated  by  the 
third  nerve.  On  the  contrary,  where  the  third  nerve  is  palsied, 
the  eye  is  shut,  and  cannot  open  of  itself.  But  in  facial  palsy, 
when  the  patient  is  requested  to  shut  the  eye,  if  any  motion  is 
perceptible  at  all,  the  ball  of  the  eye  is  only  turned  upward  and 
inward,  but  the  eye  does  not  readily  or  completely  close.  The 
eye  appears  staring  and  somewhat  protruded,  showing  consid- 
erable of  the  sclerotica,  which  is  mostly  due  to  the  dropping 
of  the  outer  portion  of  the  under  eyelid ;  but  there  is  no  such 
evidence  of  deficient  nutrition  in  the  cornea  and  conjunctiva,  as 
observed  in  cases  where  branches  of  the  fifth  (tri-facial)  nerve 
are  paralyzed  ;  and  if  the  fifth  nerve  be  the  one  paralyzed,  then 
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tiiere  is  aniEsthesia  also  of  the  face,  and  that  perlmpa  wttAoitf'^ 
tlie   losy   of  motion,   because   tlie   fiftli   is   mostly  a   nerve  of  T 


Agaiu,  if  the  corru/^ator  svperciHi  muscle,  and  the  anterior  1 
portion  of  tlie  broad  occipiln-fronlalis  muscio  arc  piiraljzed,  —  I 
for  they  are  depending  on  the  portio  dura,  —  theu  tlio  forehead  [ 
is  smooth — and  coiiuot  be  wrinlcled ;  nor  can  llie  patient  frown.  1 
The  transverse  wrinkles  dcpeud  upon  tlio  first-named  muscle,  1 
while  the  perpendicular  wrinkles,  as  seen  between  the  eyes  and  I 
over  the  nose,  depend  upon  the  comig-ator.  lu  extreme  ct 
of  such  paralysis,  the  eyebrow  drops  so  as  to  hang  over  the  ey^  I 
ball,  and  give  the  countenauco  a  most  dolefiil  ajipearaiice. 

If  the  twin  zy^omalici  mnscles,  together  with  the  levator  A 
angttli  oris  are  paralyzed,  as  they  too  are  animated  by  the  ] 
portio  dura,  then  tliat  anglo  of  the  mouth  is  greatly  depressed,  I 
and  the  whole  mouth  is  drawn  to  the  opposite  side  ;  hut  on  thai 
sound  side  the  corner  of  the  month  appears  to  be  higher,  and  I 
drawn  upward  towards  the  car.  On  the  palsied  side  the  corner  ] 
of  the  moulb  gives  tlic  fullest  expression  of  poutiug. 

If,  then,  tlic  muscle  orbicularis  oris  is  paralyzed,  it  is  shown  j 
by  the  patient  being  unable  to  purse  up  the  moutli,  or  to  ] 
whistle  ;  the  lips  are  drawn  and  stretched  by  their  sound  end  J 
far  back  towards  the  oar  on  the  sound  side,  allowing  a  drool-  .| 
ing  of  the  saliva,  and  greatly  preventing  labial  pronunciac  ] 
tion. 

If  the  deeper  and  larger  ii/cciwo(or  muscle  bo  paralyzed, — for 
this,  too,  is  depending  upon  the  portio  dura,  —  then  that  cheek 
will  appear  remarkably  bloated,  flaccid,  and  old.  jVnd  during  res- 
piration tlie  cheek  is  then  seen  to  be  unable  to  resist  the  outward 
and  inward  pressure  of  air,  and  hence  the  breathing  is  somo- 
timos  stertorous  in  some  degree,  nuich  as  it  is  in  apoplexy  when 
tliis  condition  obtains  on  both  sides  during  the  lit.  The  power 
of  biting  is  not  much  impaired,  for  the  very  good  reason  that 
the  masseter  and  temporal  muscles  are  not  depending  upon  the 
portio  dura  nerve ;  but  the  process  of  eating  is  awkward  and 
troublesome,  because  the  food  accumulates  between  the  cheek, 
tlio  teeth,  and  giuns. 
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'  And  again,  if  the  levator  alee  nasi  and  the  pyramidalis  are 
paralyzed,  then  the  nostril  on  that  side  is  deprived  of  vol- 
untary motion,  and  the  nostril  is  retained  open  only  by  the 
elastic  fibre  of  its  structure.  Hence  the  gentle  waving  motions 
in  the  sides  of  the  nose  during  respiration  are  lost,  or  exactly 
reversed;  i.  e.,  in  health  the  nostrils  are  dilated  during  inspira- 
tion, but  in  facial  palsy  this  is  noticed  as  occurring  during 
expiration.  In  the  horse  this  would  be  a  fatal  afiair  if  it  oc- 
curred on  both  sides,  as  his  nostrils  are  very  soft,  and  kept 
dilated  by  the  action  of  the  portio  dura.  When  this  nerve  is 
severed  in  the  horse,  his  nostril  flaps  together,  and  the  more 
violent  the  inspiration,  the  greater  the  collapse  of  the  nostril. 
As  the  horse  breathes  only  through  his  nose,  he  must  die  of 
asphyxia  if  the  facial  nerve  is  either  severed  or  paralyzed.  So 
also,  if  the  portio  dura  is  severed  in  the  ass  or  rabbit,  the  ears 
drop  and  become  hideously  deformed,  because  they  are  soft  and 
long ;  but  no  such  abnormal  symptoms  show  themselves  in  man 
from  an  actual  paralysis  of  those  branches  of  the  portio  dura, 
that  in  the  human  organism  also  ramify  the  external  muscles 
of  the  ear,  because  the  human  ear  is  kept  in  its  normal  position 
by  its  partial  structure  of  elastic  fibre.  And  tliis  completes  the 
list  of  the  prominent  symptoms  of  facial  paralysis,  which  may  bo 
seen  occurring  either  together  or  separately,  being  caused  by 
a  palsy  of  the  superficial  branches  of  the  portio  dura  or  facial 
nerve. 

To  recapitulate  :  if  the  trunk  of  the  portio  dura  is  injured  in 
its  introrcranial  portion^  then  we  do  not  see  the  above  isolated 
symptoms,  but,  they  would  then  be  general  and  uniform ;  and 
not  only  so,  but  as  we  have  seen,  there  arc  collateral  symptoms 
from  the  eighth  nerve,  as  it  also  is  involved  ;  there  are  loss  of 
taste,  and  a  sense  of  numbness  in  the  tongue,  caused  by  palsy  of 
the  corda  tympani.  There  is  also  difficulty  in  swallowing,  from 
the  paralysis  of  the  digastricus  and  styMiyoideus  muscles ;  the 
uvula  is  drawn  to  the  sound  side,  and  the  tongue  protrudes  to 
the  sound  side  and  doirnward ;  and  the  hearing  will  be  affected, 
and  perhaps  attended  with  very  peculiar  noises  in  the  head. 

The  deep-seated  palsying  effects  on  this  great  nerve  trunk 
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may  arise  Irom  otitis,  carios,  and  necrosis  of  the  petrous  portion  . 
of  the  temporal  boue.  or  from  sanguinary  congestion,  or  iDflam- 
matiou  of  the  nerve  slieath,  &c.,  and  this  may  sooner  or  later 
extend  to  the  braon,  according  to  the  nature  of  the  solution  of 
continuity.  Some  such  results  we  see  soon  followed  by  more 
grave  symptoms,  or  even  death.  Other  rare  cases,  after  a  time, 
appear  to  be  attended  with  an  irritative  iiiter-cranial  cicatrix, 
and  hence  tliere  sets  in  a  ngid  and  permanent  contraction  of 
some  of  the  muscles  of  the  face.  It  is  obvious  that  any  elec- 
trical treatment  here  is  both  useless  and  hazardous.  But  in 
otliers  it  happens  that  after  this  grave  paralysis  has  con- 
tinued for  a  considerable  time,  the  whole  set  of  affected  musclee 
take  on  a  shade  of  improvement.  And  here  we  may  find  now 
and  then  a  person  we  can  save,  by  bringing  electricity  as  a 
timely  aid,  if  employed  prudently,  but  perseveringly,  and  that 
with  other  rational  treatment.  There  is  the  best  of  testimony 
that  such  recoveries  are  not  rare,  even  after  a  half  dozen  or 
dozen  years'  standing. 

Dr.  Duclienne  lays  down  the  rule  that  whenever  the  paralyzed 
muscles  of  the  face,  which  give  a  pouty  cast  to  the  features,  also  ' 
respond    "  very    sensitively "    to    electro-excitement,  by    such 
prompt  contractions  as  sliow  that  their  excitability  remains  in- 
tact or  is  exalted,  it  is  evident,  according  to  this  experience, 
that  the  facial  hemiplegia  is  due  to  a  true  cerebral  source.     But 
if  the  muscle  orbicularis  of  the  eyelid  is  paralyzed,  and  on  the 
other  hand  if  tlie  muscles  do  not  so  respond  to  the  electric  ex- 
citement, we  may  tlien  be  quite  certain  tliat  tlie  facial  hemi-   ' 
plegia  cannot  be  referred  to  a  brain  origin  and  source.     In  this 
latter  case  the  affection  arises  from  a  pathological  slate  of  the   , 
facial  portion  of  tlio  seventh,  or  portio  dura,  nerve.     He  speaka   \ 
of  having  repeatedly  cured  cases  of  paralysis  of  the  tongue  and 
face  by  the  means  of  Faradaic  currents. 

As  regards  the  number  and  length  of  tlie  treatments  for  such 
cases  as  where  we  are  not  quite  certain  as  to  their  nature  or 
state,  it  is  thought  most  wise  not  to  moke  the  seance  so  long  or 
so  thorough ;  and  if  not  restored,  after  some  ten  to  fifteen  treat- 
ments, it  had  better  be  omitted ;  and  after  some  delay,  it  can  ho 
again  repeated.     (See  pp.  240,  266,  and  Appendix  D,  Note  3.) 
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Lead  Palsy. 

Lead  paralysis  is  an  accident  most  likely  to  occur  in  persons 
working  in  lead  or  its  compounds,  as  painters,  compositors, 
plumbers,  lead-pipe  workmen,  and  the  hands  in  white-lead  man- 
ufactories. It  may  and  does  occur  frequently  from  drinking 
made^  or  adulterated^  liquors  or  wines,  fixed  beer,  or  fi-om  taking 
quack  medicines,  and  clandestine  prescriptions.  Thus  some  drink 
the  saturnine  poison,  others  inhale  it,  while  others  are  affected 
by  handling  it.  An  impure,  or  rather  an  impregnated  water,  as 
with  acid,  iron,  or  salts,  if  conveyed  through  leaden  pipes, 
may  also  cause  lead  palsy.  I  believe,  in  fact,  that  a  taint^  or 
predisposing  state  y  may  be  not  unfrequently  imbibed  with  drink- 
ing water  that  has  lain  in,  or  flowed  through,  lead  service  pipes. 

Wlien  the  blood  of  a  person  has  become  to  any  great  degree 
contaminated  witli  lead,  then  there  are  produced  various  abnor- 
mal symptoms,  and  these  are  usually  in  the  following  order : 
first  colic,  next  cramps,  then  neuralgia  or  amaurosis,  and  then 
the  "  droppififf  of  the  wrist.^^  These  are  the  first  prominent 
symptoms  of  lead  palsy.  The  extensor  muscles  of  the  upper  ex- 
tremity, and  most  generally  those  only  of  the  right  forearm, 
are  most  liable  to  show  it  first ;  and  these  same  finally  suffer 
the  most  wasthig.  All  the  joints  of  the  fingers  are  not  equally 
affected.  It  is  the  first  phalanges  that  cannot  be  extended; 
while  the  power  of  motion  in  the  two  last  phalanges  of  the  same 
fingers  is  not  impaired.  This  is  because  the  interossei  muscles 
are  very  rarely  affected  by  lead.  The  paralysis  soon  extends  up 
the  arm,  and  we  find  even  the  triceps  and  the  deltoid  suffering 
the  loss  of  substance  and  power.  The  electro-muscular  con- 
tractility is  then  much  diminished,  and  in  a  short  time  is  utterly 
lost.    After  that  occurs,  wasting  goes  on  rapidly. 

But  this  ruinous  result  should  be  avoided,  as  indeed  it  can 
be,  by  an  early  and  efficient  resort  to  electro-therapeutics,  as 
this  is  tlie  most  potent  remedy  for  lead  palsy  now  known  to  the 
healing  art.  We  notice  that  M.  Tauqucrel-des-Planches  reports 
that  out  of  one  hundred  and  thirteen  cases  of  lead  palsy,  ninety- 
three  cases  had  this  palsy  in  the  arms,  fourteen  in  the  lower 


6-iO 


FXECTKO-TnERAPBUnCS. 


extremitieB,  and   six   as  extensive  or   general   paralysis.      All 
authorities  agree  that  electrtcity  sliould  be  resorted  to  in  catics 
of  this  kind,  in  connection  with  ttie  interual 
use  of  the  iodide  of  polassitira,  and  even  if 
late,  aa  where  there  is  no  responso  hy  controc-  ' 
tion  of  the  affected  muscles  to  the  electric  j 
stimulus,  and  where  the  size  of  the  muscles  I 
is  already  considerahly  diminished. 

Case  of  Lead  Palsy  —  Electra-ExcUabil-  J 
ity  of  the  Muscles  gone,  (taken  from  case-  I 
book.)  —  William  Kittridge,  of  New  York,  ; 
had  for  several  years  worked  in  the  Brooklyn  > 
White  Lead  Works.  He  is  thirty-eight  years  J 
of  age.  He  lias  had  rc])eated  attacks  of  lead  | 
colic,  for  which  he  was  always  promptly  at-  J 
tended  by  the  best  of  medical  skill.  As  he  | 
was  an  important  workman  about  the  work^  | 
he  was  always  ami)ly  cared  for.  He  is  gent  1 
on  to  me  by  bis  employers.  He  does  not  I 
stand  erect ;  has  dropping  of  both  the  hands,  J 
and  decidedly  stoops  as  he  attempts  to  walk.  I 
He  appears  dejected  in  countenance,  roice,  I 
and  movement*.  His  pulse  is  sixty  ;  bovrelB  j 
are  obstinately  constipated.  When  the  hand  ] 
is  placed  on  tbc  abdomen  the  paricties  appear  1 
contracted  and  hard.  A  blue  line  is  dis- 
tinctly ^-isible  near  the  edges  of  the  gums,  J 
but  about  only  some  of  the  teetli.      The  ] 
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whole  right  ami  appears  to  be  nearly  paralyzed,  even  to  the 
shoulder,  although  he  can  hold  a  cane  in  his  hand.  If  the 
arm  and  hand  are  rested  on  the  table  so'  as  to  extend  the  first 
phalanges,  and  thus  allow  the  second  and  third  phalanges  to 
extend  over  the  edge  of  the  table,  he  has  all  needful  power  to 
move,  extend,  and  contract  the  second  and  third  phalanges ;  and 
this  is  evidence  that  the  interossei  and  lumbricales  have  not 
been  involved.  In  the  left,  this  is  in  less  degree.  The  volun- 
tary lifting  of  the  arm  from  the  table,  he  finds,  is  difficult ;  but 
the  extending  it  out  horizontally  is  quite  impossible.  The  back 
of  the  forearm  is  fairly  concaved  from  the  wasting  of  the  ex- 
tensors. The  flexors  of  the  arm  arc  not  in  the  least  affected, 
but  the  deltoid  is  diminished  certainly  one  half.  Upon  his 
taking  the  operating  chair  and  receiving  the  electrodes  of  one- 
inch  metal  balls  covered  with  wet  wash-leather,  the  one  being 
placed  over  the  nerve  ulnaris  and  the  other  over  the  wasted 
muscles,  no  kind  of  contraction  could  be  produced  by  the 
strongest  electro-magnetic  currents.  But  he  continued  to  re- 
ceive electric  treatments  twice  a  day  for  twelve  days,  when  it 
was  noticed  that  not  only  the  withered  deltoid  muscle  showed 
some  excitability,  but  also  the  wasted  extensors  of  the  forearm 
began  to  swell  with  fluids,  became  warmer,  and  showed  some 
signs  of  muscle  fibre  contractions.  The  treatments  from  this 
time  were  had  daily  for  ten  days  more,  accompanied  with  sham- 
pooing and  automatic  movements  while  at  home ;  and  these 
latter  were  also  repeated  several  times  a  day.  The  patient 
received  from  this  time  also  at  every  seance  the  primary  current 
of  galvanic  electricity,  from  twenty  to  thirty  DanieU's  elements, 
as  part  of  the  treatment ;  using  the  Faradaic  currents  first, 
and  then  the  Galvanic,  —  in  all  not  more  than  from  five  to  ten 
minutes  at  each  seance.  Not  only  the  labile  method,  but  also 
metallic  reversinffs  and  polar  alternations  were  employed,  so 
as  to  produce  muscular  contractions  if  possible,  and  to  cause 
greater  capillary  circulations.  At  the  end  of  these  ten  days  it 
was  very  noticeable  that  the  warmth,  growth,  and  strength  of 
the  palsied  and  wasted  muscles  of  both  arms  had  returned 
faster  than  in  the  twenty  days  previous  ;  and,  to  my  mind,  the 
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alternate  electricities  produced  from  second  to  second,  or  every  I 
five  secouds,  had  done  much,  by  reflex  action,  towards  restorinj; 
the  muscles  to  an  oltcdience  of  the  will.  The  electrical  treat- 
ments were  daily  repeated  for  some  three  weeks  more,  wlieu 
Mr.  Kittridge  returned  home,  and,  as  lie  says,  in  writing  to  me 
since,  "  good  as  new." 

Rule.  —  In  lead  palsy  wo  may  always  expect  to  find  a  more 
or  less  diminution  or  loss  of  electro-muscular  contraction  ; 
tlierefore,  in  doubtful  cases,  where  the  muscles  of  a  paralytic 
limb  simulates  lead  palsy,  yet  contracts  promptly  or  decidedly 
as  response  to  the  electro-magnetic  or  magneto-electric  current. 
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WO  may  fairly  conclude  that  in  such  a  case  lead  is  not  the  cause 
of  the  attack.  The  electric  current  is  here  the  only  reliable 
diagnostic  test.     (See  p.  478,  Note  C,  and  Appendix.) 

Dr.  Duchenne  admits,  it  is  true,  that  the  deeper  strata  of 
muscles,  which  are  covered  by  the  superficial  muscles,  will  not 
exhibit  electro-muscular  contraction  from  direct  Faradaization  ; 
but  as  atrophy  diminishes  the  superficial  muscles  earliest  and 
mostly,  he  has  been  thus  helped  to  the  knowledge  of  the  physio- 
logical function  of  every  muscle  in  the  living  body.  I  may 
mention,  in  this  connection,  as  one  of  the  most  remarkable 
&ct8  quoted  by  recent  writers,  viz.,  it  is  found  that  the  mus- 
de  extensor  communis  digitorum  has  no  influence  whatever 
on  the  extension  of  the  second  and  third  phalanges,  as  generally 
thought,  but  only  on  the  first  ;  that  it  is  in  fact  the  small 
interossei  that  extend  the  second  and  third  phalanges,  while  the 
lumbricales  bend  the  first  phalanx ;  that  the  flexor  sublimis 
and  profundus  muscles  bend  the  second  and  third  phalanges, 
but  not  the  first.  Pathological  facts  have  also  demonstrated 
this,  as  in  cases  of  lead  palsy  and  muscular  atrophy.  We  find 
in  cases  of  load  palsy  that  the  extensor  digitorum  situated  on 
the  back  of  the  forearm  is  palsied,  and  perhaps  atrophied  also ; 
but  the  affection  docs  not  reach  the  lumbricales  and  interossei. 
In  lead  palsy,  therefore,  the  capability  of  extending  the  second 
and  third  phalanges  remains  normal ;  it  is  only  the  first  set  of 
phalanges  that  cannot  be  extended,  and  this  gives  the  character- 
istic "  dropped  hand.^*  On  the  contrary,  if  there  is  paralysis, 
and  perhaps  atrophy  too,  of  the  interossei  and  lumbricaleSy  while 
the  extensor  digitorum  is  not  at  all  paralyzed,  as  in  "  wasting 
palsy,"  or  after  some  severe  sickness,  then  the  fingers  present 
the  appearance  of  claws;  the  hand  is  extremely  lean,  and  the 
interosseous  spaces  are  deeply  hollowed  out.  Here  we  see  the 
first  phalanges  can  be  extended  and  contracted  at  will ;  but 
the  second  and  third  phalanges  are  constantly  bent.  This  is 
the  reverse  of  what  takes  place  in  lead-palsy,  and  is  a  diag- 
nostic sign  between  wasting-palsy  and  lead-palsy. 
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Rlieumatic  Parah/sis. 

Persons  Buffering  from  Tarioiis  degrees  of  this  affection  con-  ' 
stitute,  to  my  mind,  a  class  of  most  interesting  and  yet  dcplorar 
ble  cases.    Tlie  individual  is  not  sick,  and  yet  there  is  this  ia- 
Bidious  process  of  limb-distorting ;  and  that,  porhajis,  in  the  very 
prime  of  life,  for  while  the  limb  ot 
joint  is  becoming  more  and  more 
enlarged,  contracted,  or  atrophied, 
it  is  also  more  and  more  painful  and 
helpless ;  and  if  not  early  arrested, 
the  limb  is  far  worse  than  lost,  be-  I 
cause  it  is  useless,  painful,  and  cimo-  j 
bersorac.   I  have  often  asked  myself 
if  of  Buoh  could  have  been  the  "  pal-  i 
sied"  and  the  "withered"  hands, 
and  feet,  and  limbs  of  those  wSo  j 
applied,  and  not  in  vain,  to  the  kind-  ] 
liest  hoart  that  ever  | 
earth  —  to  Christ,  the  great  Physi-  I 
cian  who  but  spake,  and  they  were 
restored.     Kow,  too,  under  the  ao-   , 
cumulating  blessings  of  divine  ProT- 
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idence,  we  have  the  means  of  power  put  into  our  hands 
that  can  reach  and  restore  not  a  few ;  for  it  may  well  be 
said,  that  for  these,  electrotherapeutics  cannot  be  replaced 
by  any  other  known  remedy,  except  the  miraculous.  I  have 
had  under  electrical  treatment  a  large  number  of  cases  of 
rheumatic  paralysis,  and  many  with  deposits,  contractions,  and 
atrophy ;  and  those  of  all  stages,  from  the  earliest  symptoms 
of  numbness,  stiffness,  and  pains,  to  the  older  and  atrophied 
cases  with  pscudo-anchylose  and  rigid  con- 
tractions. Of  these,  my  case  book  shows 
a  very  credible  amount  of  restoring  good 
accomplished,  and  that  mainly  by  the  pow- 
erof  GalvanicandFaradaic  treatment.  But 
the  ratio  of  cures  —  of  time  to  produce  the 
cure,  (I  mean  a  rheumatic  cure,  which  is 
an  approximation  to  complete  restoration, 
with  some  liability  to  recurrence,)  —  this, 
in  each  case,  is  found  to  be  nearly  in  pro- 
portion to  the  Icngtii  of  time  the  case  \\rA 
been  existing,  but  precisely  in  ratio  with  the 
degree  of  tonic  contraction  and  atrophy. 
But  where  the  wasting  is  moderate,  ttic  an- 
chylosis is  still  a  little  flexible,  and  hence 
not  complete,  and  the  tonic  contractions  as 
yet  are  not  great,  or  even  if  tlicse  all  are  ex- 
treme,hut  the  case  is  recent,  then  there  is  the 
greatest  probability  tliat  a  well-directed  and 
persevering  metliodic  use  of  electro-ther- 
f^utics  will  solve  out  the  whole  difficulty. 
AndevenintheoldorcasosofrAeumaitcmus-  „'*_'*■  J'  11^^^ 
cular  atropliy  and  paralysis,  the  methodic     iiiigh. 


1.  Glntni  Mpdia(.  7,  7.  SemimnnbraDWiu. 

2.  Oluleus  Msgnuf.  S-  Ortcili*. 

8.  Fucii  Lata  cOTering  the  Tiatnj  Ex-  9.  Edge  a(  the  Adduclot  UagDOa. 

tertiu*.  10.  Edge  of  the  Sutoriai. 

4.  Long  Head  of  the  Bicepi.  11.  Poplited  Spiee. 
6.  Short  Head  of  the  Bicepi.  12.  autTOcDBmini. 

5.  SemittDdinonu. 

46' 


646 


ELECTBO-TH  ERAPEUTICS. 


use  of  electricity  is  often  of  the  greatest  service  in  lessening  the 
pains,  loosening  the  rigidity,  and  warming  the  part  with  more  vital 
action,  so  as  to  retard  or  stop  tliis  ruinous  rlicumatic  process. 

Persons  who  labor  or  stand  in  cold  with  damp,  and  particular- 
ly if  tlioy  have  a  rheumatic  diathesis,  are  candidates  for  this  af- 
fliction. Hence  the  washerwoman,  fisherman,  tlie  ditcher,  stall- 
lender,  well-digger,  or  tlioso  wlio  worlc  in  cellars  and  drains,  are 
tlie  moat  liable  to  ttiis  form  of  rheumatism. 
Out  of  seventy  carefully  recorded  cases, 
tbirly-tbree  were  traced  to  these  classes. 
Tliey  were  mostly  ultUnate  cases  of  para- 
plegia, some  complete,  some  partial ;  and 
what  is  remarkable,  tlie  partial  cases  had, 
almost  Xo  an  individual,  a  previous  lustory 
of  acute  sciatica.  Some  othere  were  af- 
fected in  the  right  forearm,  wrist,  and 
hand ;  and  tide,  in  one  instance,  iu  con- 
nection with  tlie  aSection  also  iu  the  right 
lower  limb;  iu  another  it  was  in  the  left 
limb. 

Ill-door  mechanics  and  seamstresses  make 
another  class  that  very  frequently  present 
with  local  paralysis,  and  with  as  well  marked 
evidences  of  rheumatism ;  and  yet  the  affec- 
tion in  tiiem  is  not  only  poi-aplegic,  but  is 
almost  invariably  at  tlie  same  time  affect- 
ing the  deltoid  and  other  arm  and  shoulder 
muscles,  or  these  latter  exclusively.  In 
three  cases  it  gradually  produced  sub-luxa- 
tion of  the  head  of  the  humerus.    Are  these 


S.  Vaslus  Inlemus. 

9.  PalelU. 
10.  nirncui  Intemua. 
U.  Fiooi  Migniu. 

12.  Pcclincui. 

13.  Adductor  Longna. 

14.  Adductor  M*gnii& 

15.  Qncitii. 


a.  OlutDui  Hediua. 

4.  Tensor  Vaginio  FemoriB. 

5.  Snrtorius. 

6.  Hertui  FemoriB. 

7.  Vuatus  EiteiDui. 
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latter  cases  of  the  progressive,  wasting  pal- 
sy, or  rheumatic  palsj,  or  arc  they  cases 
partakiiig  of  the  character  of  both  these  ? 

Where  there  is  this  morbid  affection  of 
muscles  and  joints,  I  find  that  a  stabile 
strong  current  led  steadily  througli  the 
neighboring  muscles  also,  sometimes  on 
this  side  and  then  on  that,  for  a  wliole 
minute  at  a  time,  and  tliat,  for  five  of  the 
fifteen  minutes  at  each  seance,  has  most 
decidedly  beneficial  effects  on  tlie  contigu- 
ous diseased  muscles  and  fascia,  and  on  tliat 
joint  that  is  affected  and  situated  below  or 
beyond  the  site  of  such  procedure.  Then 
let  the  current  be  passed  from  large  and 
soft  electrodes,  transversely,  or  rather  ob- 
liqiiely  through  the  diseased  joint  from  min- 
ute to  minute,  with  a  recess  of  only  a  few 
seconds  between  each  application. 

Case.  —  Jlr.  0. ,  twenty-five  years  of  age, 
a  lawyer,  had  a  chronic  swelling,  with  stiff^ 
ness,  and  at  times  inflammation  of  and 
about  the  elbow  joint,  with  contractions 
of  the  muscles  tliat  kept  the  arm  and 
hand  at  a  right  angle,  and  it  was  nearly  paralyzed.  It  was 
tender  to  touch,  smooth,  red  and  somewhat  hot,  was  stiff 
and  painful  continually.  I  placed  the  elbow  on  a  broad  plate 
electrode,  tliree  inches  in  diameter,  that  was  covered  with  a 
soft  thin  sponge  and  laid  upon  tlie  table,  upon  wliich  his  arm 
rested.  This  was  connected  with  the  negative  pole,  wliile  the 
positive  was  placed  on  tlie  outer  and  upper  muscles  of  tlie  joint, 
and  thus,  at  first,  a  scarcely  perceptible  current  of  thirty  Dan- 

1.  Tendon  ot  tha  Qusdilcepi  Femorii.  7.  Peronmt  iMugat. 

i,  Spioe  at  the  Tibw.  8.  Peroneiu  BmU. 

3.  TilMali*  AoticuB.  9,  9.  Borden  ot  the  Solent. 

4.  Eiunior  Commnnii  Digltomm.  10.  Partion  ot  the  OiatTocneinins. 
6.  Eitenwr  Propriui  PcUicU.  11.  Eitenior  Bmia  Digitomm. 

B>  FecoDeui  Tettina. 
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ioll'a  element  was  passed  throiigli  tlie  joint  obliquely  for  five  min-  ' 
iites,  during  wliich  the  positive  polo  was  moved  from  minute  to 
minute,  from  place  to  place  about  tlie  joint,  but  always  on  that 
same  side  of  it.  The  teusiou  was  immediately  dimiiiislied.  I 
then  produced  some  twitcbiugs  of  the  extensors  of  the  forearm, 
and  then  those  of  the  arm  muscles,  by  the  current  changer.  All 
this  had  good  effects  —  less  red,  but  joint  still  hot ;  omit  for 
three  days  —  heat  then  less,  and  much  improved,  but  pain  still 
in  the  bend  of  the  elbow.  This  was  entirely  removed  in  the 
course  of  a  few  more  sittings.  In  four  weeks  this  treatment 
most  radically  cured  it,  and  restored  the  arm  nearly  as  well  as 
the  other.     (See  p.  475,  A,  B,  C,  and  Appendix  E,  F,  G.) 

"  Spasmo-Paralysis "  in  Childhood. 

Dr.  W.  J.  Little,  the  "  founder  "  of  the  Royal  Orthopedic  Hos- 
pital uear  London,  gives  an  expose  of  his  views  of  early  and 
"  unnecessary  division  of  tcndous  "  iu  children  under  ten  years 
of  age,  who  are  suffering  from  spasmo-paralysis."  We  caimot  do 
better  here,  than  to  quote  such  candid  and  practical  advice.  He 
there  says,  "  I  shall  endeavor  to  demonstrate,  that  the  larger 
portion  of  those  contractions  of  muscles,  which  take  place  during 
childhood,  may  be  treated  without  tenotomy ;  at  least  as  success- 
fully without  division  of  tendons,  as  with  the  performance  of 
that  operation."  i 

In  order  not  to  appear  to  disparage  Stromeyer's  great  discovery 
of  sul>-cutaneou3  division  of  tendons,  and  to  prevent  misconstrue-  j 
tion,  I  may  at  once  state,  that  many  cases  of  non-con  genital 
deformities  in  various  parts  of  t)ie  body  and  limbs,  in  their  ad-  \ 
vanced  slaves,  are  relievable  onli/  with  the  aid  of  such  tenotomy. 
Talipes  equinus,  wry-neck,  contracted  elbow  and  knee,  when 
severe,  and  of  several  years'  duration,  may  bo  here  adduced. 
But  it  is  now  a  matter  of  weekly  experience  to  me,  how  singu- 
larly tlie  necessity  for  resort  to  the  tenotomy  becomes  restricted, 
when  mechanical  treatment  by  means  of  properly  adapted  and 
adjusted  apparatus  and  manipulations,  aided  by  physiological 

•  Bntlhen'aile'a  Retiospect,  for  1S58,  part  37,  page  132. 
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treatment^  are  philosophically  resorted  to.  Having  been  in  the 
first  instance  exclusively  instrumental  in  removing  the  treatment 
of  deformities,  as  a  rule,  from  the  hands  of  instrument  makers 
to  those  of  the  members  of  the  medical  profession  at  large,  and 
that  witli  great  advantage  to  the  public,  it  will  not  be  imagined, 
by  restricting  the  performance  of  surgical  operations  to  fewer 
cases  than  it  has  of  late  years  been  applied  to,  that  I  propose 
again  to  delegate  the  treatment  of  deformities  to  the  instrument 
maker.  On  the  contrary,  I  am  more  and  more  fully  persuaded 
that  the  proper  contrivance,  selection,  and  even  the  application 
of  a  mechanical  instrument  can  only  be  judiciously  effected  by 
the  medical  man^  who  is  properly  versed  in  anatomy  and  pa- 
thology, or  at  least  under  his  immediate  supervision. 

In  early  life,  from  certain  but  not  very  clearly  defined  forms 
of  disease,  involving  parts  of  the  cerebro-spinal  system,  one  set 
of  muscles  in  a  member  may  lose  the  power  of  contracting,  and 
become  relaxed,  or  even  paralyzed,  whilst  the  antagonist  muscles 
more  or  less  speedily  manifest  a  disposition  to  contract ;  or  else 
that  the  muscles  on  both  sides  of  a  member,  (flexors  and  exten- 
sors,) without  any  distinct  paralysis  in  this  case,  lose  something 
of  their  power  of  acting  under  the  will.  A  state  still  more  often 
occurs  of  half  paralysis  and  half  spasm,  to  which  the  late  Dr. 
Marshall  Hall,  first,  I  believe,  applied  the  term  "  spasmo-paraly- 
sis,"  the  consequence  of  which  is,  that  the  stronger  set  of  mus- 
cles, commonly  the  flexors,  acquires  a  preponderance,  contract- 
ing the  limb  in  the  direction  of  their  action,  and  that  more  usu- 
ally occurring  in  the  leg. 

To  such  causes,  partial  paralysis  and  spasmo-paralysis  — 
the  majority  of  the  contractions  of  infancy  and  childhood  —  owe 
their  origin.  If  the  tendency  to  contraction  be  borne  in  mind 
by  the  medical  attendant,  its  prevention  may  be  effected.  If  the 
contraction  be  discovered  when  nascent,  its  further  progress  may 
be  interrupted  by  suitable  treatment,  viz.,  attention  to  nutrition, 
and  the  general  health,  especially  to  the  condition  of  the  alimen- 
tary and  nervous  system.  This  is  aided  by  local  remedies^  such 
as  adequate  covering  of  the  part,  in  order  to  maintain,  if  possi- 
ble, a  proper  temperature  —  (I  say,  this  must  be  done')  —  also. 
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by  periodica.!  manipulations,  so  as  to  insure  the  limb  being 
tliorouglily  put  through  all  ite  natural  movements  daily,  ouce  at 
least,  or  oftcncr ;  and  by  a  studied  use  of  the  member,  so  as  to 
favor  relaxation,  or  coerce  elongation  of  the  contracted  parts, 
and  to  acquire  strengtli  in  tliose  of  tliat  set  which  are  weakest. 

By  the  use  of  such  means,  it  is  my  experience,  the  greater 
nuiubor  of  paralytic  or  spastic  contractions  that  are  acquired 
during  childliuod  and  adolescence  (growth)  may  be  obviatod  or 
arrested  from  being  worse ;  the  exceptions  being  cases  in  which 
a  more  tlian  usually  severe  paralysis,  or  an  active  tonic  spasm, 
afifocts  some  or  all  of  the  principal  muscles. 

Mark,  —  so  long  as  the  medical  practitioner  has  simply  to  do 
with  paralysis  or  spasm,  and  an  amount  of  contraction  susceptible 
of  yielding  to  the  pressure  of  the  /iartrf,or  even  to  tlic  moderate  use 
of  some  comfortable  mechanical  contrivance,  calculated  to  main- 
tain the  mcml>er  by  times  in  a  proper  position,  the  rational  sur- 
geon will  not  affirmatively  entertain  the  question  of  "  division  of 
tendons ; "  for,  surely,  the  division  of  muscles  affected  with  pa- 
ralysis, or  with  spasm,  is  no  cure  for  these  diseased  states.  In- 
deed, in  many  instances  the  contracted  muscle  is  a  healthy  mus- 
cle, shortened  merely  from  want  of  action  in  its  antagonists; 
and  it  Is  certahdy  inconsistent  with  sound  therapeutics  to  eu- 
deavor  to  reduce  by  tenotomy  a  healthy  muscle  to  the  equal 
condition  of  a  paralyzed  one. 

Moreover,  the  apparent  benefit  derived  from  division  of  the 
tendon  of  a  muscle,  itself  being  healthy,  but  possessing  on  in- 
convenient activity,  is  only  temporary ;  for  after  a  few  months' 
time,  the  muscle  (in  children)  re-contracts,  unless  tlie  practi- 
tioner has  determined  to  prevent  the  healthy  muscle  recovering 
tone  after  its  division,  by  sedulously  keeping  the  ends  of  the 
divided  tendon  as  far  as  possible  asunder —  an  effort  often  frus- 
trated by  nature,  causing  slow  contraction  In  the  newly-inter- 
posed or  uniting  medium.  Instead  of  operating  by  tenotomy, 
in  such  cases,  we  are  boiuid  rather  to  exhaust  all  legitimate 
modes  of  counteracting  tiio  paralysis ;  remembering  that  during 
childhood  and  growth,  there  is  ever  hope  of  at  least  partial  re- 
covery from  the  paralysis.     But  when  the  case  may  be  justly 
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tenned  "  incurable,"  then,  even,  mechanical  supports,  by  means 
of  elastic  substances,  steel  springs,  or  rubber,  may  aid  the  weak 
member  to  perform  its  office. 

It  has  so  often  happened,  that  while  such  a  patient  has  been 
imder  treatment,  by  tenotomy  and  the  subsequent  mechanical 
treatment,  say  during  a  period  of  ten  or  twelve  weeks,  or  months, 
that  the  paralysis  of  the  non-divided  muscles  has  partially  or 
wholly  disappeared,  justifies  the  opinion  that  the  same  period 
occupied  by  proper  treatment,  without  the  preliminary  tenotomy, 
would  have  equally  witnessed  cessation  of  paralysis,  and  conse- 
quent cessation  of  the  contraction  and  deformity,  by  tlic  restora- 
tion of  antagonistic  and  associated  muscle-action  of  the  respec- 
tive parts.  That  this  result  would  have  ensued,  is  not  merely 
an  opinion,  but  a  matter  of  observation,  in  similar  cases  treated 
without  tenotomy. 

Until  the  age  of  ten  years,  varying  according  to  constitution 
and  growth,  the  majority  of  paralytic  and  spastic  muscle  con- 
tractions may  be  subdued  by  mechanical  and  other  physiologi- 
cal means.  As  after  preliminary  tenotomy,  the  same  mechani- 
cal means  and  physiological  treatment  are  here  for  an  equally 
protracted  period  desirable  ;  i.  e.,  until  recovery  from  the  paral- 
ysis or  spasm  takes  place.  Unnecessary  tenotomy  has  not  really 
the  merit  of  even  saving  time ;  for  although,  at  firsts  a  rapid 
alteration  of  the  form  or  mobility  of  the  affected  muscles  and 
articulation  is  produced,  which  operates  very  favorably  on  the 
minds  of  the  bystanders  and  friends,  it  after  all  is  often  an  ulti- 
mate delusive  benefit ;  often  acting  injuriously  also  by  detract- 
ing attention  from  the  other  important  modes  of  treatment. 
The  division  of  tendons  in  paralytic  contractions  and  spasmo- 
paralytic  contractions  is  indispensable,  when  the  contracted 
muscles  have  undergone  structural  shortening  —  a  state  in  which, 
besides  constant  contraction  of  collective  muscle  fibres,  whether 
resulting  from  loss  of  antagonism,  or  from  spasm,  (tonus,)  the 
individual  muscular  fibres,  after  the  lapse  of  several  years, 
probably  not  less  than  six  or  seven,  —  more  rapidly,  however, 
during  childhood  than  after  puberty, — have  undergone  an  inter- 
stitial change,  tlie  nature  of  which  is  imperfectly  known,  appar- 
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^^^H  entlj  consisting  of  adhesions  amongst  themselves,  degeneration, 
^^^H  atropby,  and  adijmso  transformations,  wbicli  render  the  aggrc- 
^^^H  gate  musele  incai>ablc  of  elongation  by  ordinary  moderate  me- 
^^^H  chanical  extension.  Tbis  state  of  "  striictiiral  shortening"  of 
^^H  musolo  may  lie  knnwu  by  the  long  duration  of  tiio  contraction ; 
^^H  by  the  sensation  of  rigid,  inelastic,  cord-like  resistance  that  is 
^^m  ofiercd  to  the  hand  of  the  examiner ;  and  by  the  sliruiiken, 
^^B  wasted  condition  of  the  muscles,  volition  not  necessarily  being 
^H  entirely  absent  in  such. 

^H  Those  who  are  familiar  with  the  physical  condition  of  the 

^B  i^^^^         parts  concerned  in  deformities  have  no 

H  ^^1^1        difficulty  in  recognizing  wlicn  slrvctu- 

H  V^^^B  ^"^  sliortening  of  the  given  tuUEcIea 

■  ^vVP  ^°^^  ^'^  '^'^"^  ^°^  exist.     I  would  sug- 

■  .^^^^  VW      ^^*  ^  tliOBO  who  arc  not  adepts,  that 

■  M^  ^HQ  if.  after  employing  as  tests  the  signs 
r  M  iw^Hffi  which  I  liavo  cnuraeratcd,  they  still 
'                           K    Mm^^Bi     remain  in  doubt,  they  may,  when  there 

is  no  ol)ieetion  to  ansstliesia,  subject 
^^  the  patient  to  the  iuHuoncc  of  ctlier 

I  E    flJH^^fty      iidialation.     During  the  insensibility, 

^^^^  M  ywPH^^^^l         ^  contracted  joint  always  becomes  flex- 

^^^L  fj  iM''  ^1        iblo,  i.  e.,  so  long  as  structural  shorten- 

^^^H  \  Ak%// _^^V  /         ing  docs  no/  exist.      But  if  the  mus- 

^^^H  '**Hfl||i^V/  cular  fibres  have  actually  undergouo 

^^^H  ^Be  '  m  I  interstitial  degeneration  and  shorten- 

^^^H  ^Hyi    I  ^'^S<  ''^"^  Joint  tbeu  will  not  be  lient  or 

W^^^  ^Vyf  /  extended    without  violence   and   lac- 

BMF  a  J  oration    of  fibres.       Pig.    95    shows 

"  Drake's  Spinal  Apparatus  for  Cur- 
vature," and  "  Drake's  Apparatus  for 
Paralyzed    Liuiba,"   and   particularly   i 
;:  adapted  to  ca-ses  of  spasmo-paralyxis  J 
I  in  children.,  both  retaining  the  with-f 
P  ered  and   contracted   limb   in   placej 
and    at   the  same  time  cuabliug   th« 
patient  to  exercise,  and  even  walh 
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earlier  than  otherwise.  The  figure  gives  a  view  of  the  spinal 
supporter  as  when  applied  and  worn  over  the  under  linen.  A  A 
marks  the  part  of  lacing  that  can  be  adjusted  so  as  to  support 
the  most  projecting  part  of  the  back.  B  is  the  adjustable  strap 
that  connects  the  bars  that  support  the  shoulder.  G  is  the  steel 
base  of  the  spinal  support,  covered,  padded,  and  resting  easily 
on  the  hips.  D  is  the  point  or  fulcrum  of  support  for  all  parts 
of  the  apparatus.  This  is  certainly  a  philosophic  affair,  that 
appears  well  calculated  to  be  worn  a  portion  of  the  time,  and  for 
a  time,  in  certain  cases,  until  weak  muscles  can  recover  their 
coimterbalancing  capability. 

The  lower  figure  shows  his  boot-splint^  as  applied  and  worn  on  a 
paralyzed  and  contracted  limb,  which  I  have  used  with  most  sat- 
isfactory eflfects  on  children,  while  under  electrical  treatment  for 
spasmo-paralysis,  and  for  wasting  palsy.  F  is  a  pawl  and  ratchet, 
to  support  the  knee  securely  when  walking,  or  to  bend  the  limb 
while  sitting,  E  is  the  thigh  socket,  wadded  and  adjusted  to  the 
size  of  the  limb.  C  is  the  pawl  ratchet  and  spring,  to  give  easy 
support,  and  incline  the  foot  to  a  natural  position.  It  is  certainly 
an  admirable  contrivance  for  the  purpose.  He  prepares  the  same 
arrangements  for  palsied  arms  and  hands,  or  contracted  fingers. 
Mr.  J.  S.  Drake's  office  and  rooms  for  fitting  these  splints  to 
palsied,  withered,  or  contracted  limbs,  is  at  297  Tremont  Street, 
corner  of  Warren,  Boston. 

The  advantages  of  division  of  tendons  in  older  persons  and 
longer  standing  cases,  i.  e.,  where  there  is  structural  short- 
ening of  muscles,  a'nd  consequent  limitation  of  movement  and 
functions  of  articulations,  with  deformity,  cannot  be  exaggerat- 
ed. Tliese  are  the  cases  in  which  the  greatest  permanent  ben- 
efit accrues  to  the  patient,  and  to  the  future  reputation  of  the 
surgeon.  When  the  previously  contracted,  structurally/  short- 
ened muscles  are  divided  by  sub-cutaneous  tenotomy,  they  evince 
then  comparatively  little  tendency  to  re-contraction. 

On  the  contrary,  especially  during  childhood,  when  the  con- 
tracted articulation  can  be  moved  through  a  considerable  por- 
tion of  the  natural  range  of  movement ;  when  the  resistance  is 
somewhat  elastic,  instead  of  being  rigid  and  unyielding ;  when  in 
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the  foot,  for  example,  the  patient,  by  throwing  the  weight  of  ttwJ 
body  iipou  the  member  as  in  the  act  of  lounging  in  fencing,  can   ' 
bring  the  knee  over  the  point  of  tlie  foot,  (toes,)  when  the"  atro-   > 
phy  of  the  member  does  not  amount  to,  or  approach  to,  a  loss  of 
one  fourth  in  its  circumference, — tlien  tenotomy  is  not  required.   I 

The  means  by  which,  in  such  cases,  tenotomy  is  superseded,' 
are  those  already  recommended  —  diligent,  painstaking  manip^  1 
ulations,   appropriate    mechanical    supports,    and    appropriatO  I 
(muscular  automatic)  exercises. 

The  whole  muscular  system  is  so  arranged  and  balanced  that  I 
on  any  one  part  of  the  body,  or  of  a  limb,  we  find  ono  set  of 
muscles  for  a  particular  motion,  and  on  the  oppoiiite  side  we 
find  another  set  for  the  opposite  motion.  This  is  a  luw  of  ( 
muscular  arrangement  and  motion :  on  one  side  of  a  limb  are  ] 
the  flexors,  and  on  the  other  the  extensors ;  on  tlie  one  side  thfr  I 
pronators,  and  on  the  other  the  supinators;  the  adductors  and  j 
abductors,  and  so  on.  Tlie  power  of  the  respective  antagonie*  j 
ing  sets  are  by  no  means  erjual,  although  the  habilual  function  I 
of  counterbalance  for  each  otiior  is  very  nearly  equal.  Nofr;  { 
if  this  functional  equilibrium  is  disturbed,  tlio  counterpoiw  | 
is  lost,  and  the  limb  is  drawn  towai-ds  the  stronger  and  pre-  j 
vailitigly  contracted  muscles,  and  consequently  the  extended 
antagonisms  are  thrown  quite  out  of  their  field  of  action.  Afl  i 
a  general  rule,  the  flexors  are  stronger  than  tlic  extensors,  tliff  \ 
pronators  are  stronger  than  the  supinators,  and  the  adductors  | 
are  stronger  than  the  abductors.  For  this  reason,  we  are  i 
clincd  to  the  modern  view  that  the  ganfrocneviii  and  soleut  I 
muscles  of  the  calf  of  the-  leg  are  the  flexors  of  tlie  foot ;  such,  j 
in  fact,  is  the  nomenclature  adopted  by  Dr.  Pctmold,  of  Ne*  I 
York,  as  also  by  MM.  Rudolph!  and  Von  Walther. 

According  to  Dr.  Detmold,  the  chib-foot  that  resnlLs  from  spat-  1 
jnodic  contraction  is  more  difficult  to  cure  than  any  otiier. 

Tlie  club-foot  after  piirafffsis  of  the  muscles  is  much  eo 
cured,  hut  it  necessarily  requires  a  long  time. 

The  club-foot  from  grad/tai  mnscle  contraction,  if  without  I 
spasm  or  paralysis,  admits  of  the  most  favorable  prognosis,  such  i 
being  far  more  readily  cured. 
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In  treating  all  proper  cases  of  contracted  muscles^  from  what- 
ever cause,  we  find  the  law  that  electric  currents  run  down- 
ward through  the  most  palsied,  atrophied,  and  contracted  flexor 
muscles,  for  not  more  than  a  minute  at  a  time,  and  then, 
allowing  a  recess  of  a  few  seconds,  again  applied  running  up- 
ward through  the  antagonizing  muscles  for  a  quarter  minute, 
and  thus  reversed  and  alternated  some  half  a  dozen  times  at  the 
sitting,  as  a  general  thing,  has  the  hest  effects  for  dissolving 
all  such  curable  contractions  or  tonus  states  of  the  muscle 
fibres,  and  gives  the  best  results.  This  is  proved,  not  only  by 
the  good  result,  but  also,  I  think,  from  the  opposite  law,  which 
is,  that  an  up-running  current,  for  one  minute,  that  is  then  re- 
versed  on  the  antagonizing  muscles  for  a  quarter  minute,  (so  as 
here  to  run  downward  for  only  a  quarter  minute,)  and  then  up 
again  for  one  minute,  and  so  on  reversed  and  alternated  for 
some  time,  can  ultimately  work  up  a  state  of  tonic  spasm.  The 
conclusion  that  we  should  fix  in  our  mind  is,  that  the  down- 
running  current,  that  is  maintained,  say  for  a  minute,  running 
outward,  from  the  brain  and  cord,  towards  the  periphery  and 
extremities,  affects  the  sentient  nerves  of  the  part  so  acted  upon 
more  than  the  motory ;  and  tljat  the  up-runnmg  current,  that 
is,  running  towards  the  spinal  cord  and  the  brain,  affects  the 
motor  nerves  and  muscles  more  profoundly  than  the  sentient 
nerves,  and  that  probably  through  rejlex  action. 

Incomplete  paralysis  of  the  lower  extremities,  according  to  the 
views  of  Dr.  Spencer  Wells,  is  often  connected  with  diseases  of 
the  urinary  organs,  and  may  not  be  dependent  on  spinal  disease. 
If  a  patient  comes  to  you  with  a  tottering  gait,  complaining 
of  weakness  in  the  knees,  and  a  tendency  to  stumble  on  any 
uneven  ground,  exhibiting  a  certain  loss  of  that  muscular  con- 
sciousness which  enables  us  to  walk  without  watching  the  feet 
to  know  where  to  place  them  at  every  step,  your  first  impres- 
sion will  be,  very  naturally,  that  you  have  to  deal  with  a  case 
of  spinal  disease.  Your  first  impression  may  be  correct. 
As  you  proceed  with  your  examination  of  the  case,  you  may 
find  evidence  of  some  kind  of  injury  or  disease  about  the  spine, 
or  possibly  some  proof  that  the  disease  is  within  the  cranium. 
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But  in  anotlier  case  jou  may  find  notliitig  of  the  kind,  aud  you-l 
are  diiveii  to  assume  a,  diseased  coiiJitiou  of  the  lower  portion  f 
of  the  cord,  perhaps  a  simple  atrophy.     Now,  let  me  coDviiice  J 
you  that  you  can  have  all  these  symptoms,  that  they  may  go  on 
to  complete  paraplegia,  and  the  patient  may  die,  and  that  then  I 
you  may  find  tlie  cord  perfectly  healthy,  so  far  as  our  esaminO' 
tion  cau  teach  us,  while  the  kidneys  aud  bladder,  either  or  both, 
are  found  the  seat  of  manifest  disease. 

M.  Rayer,  in  his  great  work  ou  diseases  of  the  kidneys,  (vol.  , 
iii.  p.  168,)  says,  "  The  development  of  paralysis  after  diseases  i 
of  the  urinary  passages  is  even  now  a  fact  unknown  to  a  great  1 
many  physicians."  As  the  condition  of  the  uriuary  organs  im-  ] 
proves,  so  the  recovery  of  power  in  the  limbs  is  manifest ;  hat  in  J 
fetal  cases  there  will  grow  nil  the  appearances  of  severe  inflam-  | 
mation  of  these  oi^ans,  while  the  brain,  cord,  and  vertebra  ar«  | 
perfectly  healthy.  So  that  while,  on  the  one  hand,  disease  of  [ 
the  urinary  organs  is  constantly  caused  by  paraplegia,  so,ou  the  1 
other,  paraplegia,  through  the  sympathetic,  is  frequently  co»-  J 
secutive  to  diseases  of  the  urinary  organs. 

To  enable  us  to  distinguish  tliis  form  of  paraplegia  from  that  1 
depending  on  spinal  disease,  Dr.  Wells  says,  wo  must  first  bear  f 
in  mind  the  history  of  tlio  case,  and  compare  this  with  the  his-  I 
tory  of  injury  or  disease  of  tlie  vortebrse,  or  intervertebral  car^  I 
tilages,  or  inflammation  of  the  cord  and  its  membranes,  and  J 
bear  in  mind  the  following  eharactoristies :  — 

1.  There  is  found  in  "  urinary  paralysis  "  some  impediment  I 
to  the  discharge  of  urine,  as  one  of  the  earliest  symptoms. 

2.  This  is  closely  connected  with  some  obstinate  gastric  de-  I 
rangement. 

3.  The  weakness  in  the  limbs  is  rather  extreme  debility  than  1 
tnie  paralysis. 

4.  Tiio  tactile  skin  sensibility  is  but  slightly,  if  at  all,  im-  J 
paired,  while  the  muscular  seme  may  be,  aud  usually  is,  almost  I 
totally  lost. 

5.  The  limbs  are  tolerably  well  nourished ;  they  may  be  thin^  ' 
but  there  is  no  marked  muscular  atrophy,  aud  their  temperature  j 
is  very  little  lowered. 
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6.  The  sphincter  ani  is  not  paralyzed,  though  it  may  be 
weak. 

7.  The  bladder  preserves  some  degree  of  contractility. 

8.  There  may  be  no  pain  in  the  back,  and  no  pain  on  press- 
ing the  spinous  processes  or  on  applying  a  hot,  wet  sponge  to 
them. 

9.  The  degree  of  weakness  in  the  legs  is  in  ratio  to  the 
urinary  disease ;  catheterism,  and  any  removal  of  obstruction 
to  free  discharge  of  urine,  is  sometimes  rapidly  followed  by 
amendment. 

10.  In  the  earli/  stages  of  this  form  of  partial  paraplegia, 
there  is  no  history  of  cpnvulsions,  or  of  cramps,  spasms,  formi- 
cation, nor  violent  neuralgic  pain. 

Take  a  case  still  more  advanced.  The  patient  can  yet  walk 
a  mile  or  two,  perhaps,  but  the  gait  is  tottering ;  the  urine 
loaded  with  mucus,  or  mxico-pus,  and  the  phospliates ;  it  soon 
becomes  ammoniacal  after  it  has  been  passed,  and  there  is  a  fre- 
quent desire  to  pass  it.  Electro-magnetic  or  Galvanic  currents, 
I  feel  quite  confident,  are  of  very  great  utility  in  such  cases,  but 
must  be  used  perseveringly.  You  may  send  a  pretty  strong 
current,  frequently  reversed^  through  the  weak  muscles,  on  the 
dorsum  of  the  ilium,  on  the  loins,  thighs,  and  legs,  for  a  few 
minutes  every  day ;  or  the  patient  may  wear  one  of  the  little 
portable  batteries,  (Humboldt  battery,)  with  the  poles  fixed 
alternately  on  either  limb,  so  as  to  keep  up  a  constant  mild 
current  for  a  few  hours  each  day  or  night. 

There  are  recorded  many  cases  by  M.  Lallemand,  in  his  work 
on  involimtary  seminal  emissions,  in  which  the  patients  were 
feeble,  or  vacillating  in  their  limbs,  and  afterwards  became  sub- 
jects of  incomplete  paralysis  of  the  lower  extremities.  I  do  not 
question,  for  a  moment,  that  paraplegia  is  a  very  common  result 
oi frequent  seminal  emissions,  whether  voluntary  or  involuntary. 
Indeed,  it  is  undeniable  that  the  frequent  agitation  of  the  ner- 
vous system,  particularly  when  so  caused,  does  lead  to  chronic 
irritation,  inflammation,  and  softening  (or  atrophy)  of  the  spinal 
cord,  with  paraplegia  as  a  necessary  consequence. 
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plegia,  but  was  also  of  late  threatened  with  immediate  amaur 
rosisy  —  I  say,  I  said  to  him,  that  if  he  did  not  desist  from  his 
prolonged  or  too  frequent  sexual  intercourse,  at  least  for  a  few 
months,  and  until  his  nervous  system  could  rally  and  recover 
its  vitality,  he  certainly  would  not  be  benefited,  but,  on  the 
other  hand,  was  liable  to  become  more  seriously  paralytic,  and 
a  blind  man ;  and,  therefore,  it  was  only  on  these  conditions 
that  I  would  attempt  to  treat  him.  Such  being  my  deepest 
convictions,  he,  the  next  day,  after  consulting  with  his  wife, 
came  into  my  office,  stated  his  perplexity,  and  pleaded  for 
easier  terms.  He  finally  concluded,  however,  to  return  home 
again,  to  give  up  all  treatment,  and  "  go  it  blind.^^ 

We  know  also,  that,  on  the  other  hand,  it  is  a  great  fact,  a 
very  physiological  law,  that  whenever  muscles  are  but  slightly 
used,  or  lie  long  inactive,  they  become  soft,  fatty,  and  weak,  or 
else  they  waste  or  degenerate ;  and  this,  whether  the  inactivity 
depends  on  paralysis,  through  affection  of  the  nerves  or  nervous 
centres,  or  from  simple  inaction,  or  fixation  of  the  parts  fhey 
should  animate  and  move.  The  degenerative  process  maybe 
so  rapid  that,  in  a  fortnight  even,  muscles  paralyzed  by  some 
hemiplegia  may  present  a  manifest  change  of  color. 

Now,  according  to  the  views  of  Dr.  James  Paget,  Professor 
of  Anatomy,  the  course  of  events  in  these  cases  appears  to  be, 
that  the  want  of  exercise  of  the  muscle,  whether  paralyzed  or 
fixed,  makes  its  due  nutrition  impossible  ;  and  the  atrophy 
thus  brought  about  is  the  cause  of  the  loss  of  irritability  of  the 
muscle —  i.  e.,  of  the  loss  of  its  capacity  for  contracting.  For 
the  experiments  of  Dr.  John  Reid  plainly  show  that  loss  of 
contractile  power  in  a  paralyzed  muscle  is  due,  directly,  to  its 
imperfect  nutrition,  and  only  indirectly  to  the  loss  of  connection 
with  the  nervous  centres.  When  he  divided  the  nerves  of  the 
hind  legs  of  a  living  frog,  and  then  left  one  limb  inactive,  but 
gave  the  muscles  of  the  other  frequent  and  regular  exercise  by 
electrizing  with  the  primary  current  the  lower  end  of  its  nerve, 
he  found  (to  state  the  case  very  briefly)  that  at  the  end  of 
two  months  the  exercised  muscles  retained  their  weight  and 
texture  and  their  capacity  of  contraction,  while  the  inactive 
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ones  (though  their  irritability,  it  might  be  said,  had  not  been 
exhausted)  had  lost  half  their  bulk,  were  degenerated  in  tex- 
ture, and  had  lost  some  of  their  power  of  contracting.  In  other 
cases,  too,  he  found  the  loss  of  proper  texture  always  ensuing 
in  the  inactive  state,  before  the  power  of  contraction  was  lost. 
And  it  is  doubtless  the  same  in  man.  A  muscle  which,  by  no 
fault  of  its  own,  but  through  circumstances  external  to  itself, 
has  been  prevented  from  acting,  becomes  shortly  incapable  of 
acting  even  when  the  external  obstacles  to  action  are  removed. 
Hence,  I  think,  we  may  deduce  a  rule  which  ought  to  be  acted 
on  in  practice.  When  a  person  has  had  hemiplegia,  one  com- 
monly sees  that  long  after  the  brain  has  to  all  appearances 
recovered  its  power,  or  even  through  all  the  rest  of  life,  the 
paralyzed  limbs  remain  incapable  of  action  —  as  motionless  as 
at  the  first  attack.  Now,  it  is  not  likely  that  this  abiding  paral- 
ysis is  invariably,  nor  even  usually,  the  consequence  of  any  con- 
tinuing disease  of  the  brain ;  rather  we  must  ascribe  it  to  the 
imperfect  condition  into  which  the  muscles  have  fallen  during 
their  inaction.  So  long  as  the  state  of  the  brain  makes  volun- 
tary action  impossible,  the  muscles  are  suffering  atrophy  ;  then, 
when  the  brain  recovers,  they  are  not  in  a  state  to  obey  its 
impulse.  They  are  degenerate ;  and  thus,  their  inaction  con- 
tinuing, they  degenerate  more  and  more,  and  all  remedy  may 
become  then  impossible.  If  this  be  mostly  true.  Dr.  Reid's  ex- 
periments suggest  a  good  part  of  the  remedy.  Wlien  muscles 
are  paralyzed  through  affection  of  the  nervous  system,  we  ought 
to  give  them  artificial  exercise.  They  should  often  be  put  in 
action  by  electricity  and  otherwise,  and  that  under  repeated 
efforts  of  the  guiding  influence  of  the  will.  Their  action, 
though  thus  artificial,  will  insure  their  nutrition ;  and  then, 
when  the  nervous  system  also  recovers,  they  may  be  in  a  con- 
dition ready  to  act  with  it.     (See  Appendix  E,  P,  G.) 

Wasting  Palsy. 

This  affection  has  but  a  recent  history  in  medical  works,  as 
liie  earliest  well-defined  cases  are  limited  to  the  present  century. 
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In  1795  was  delineated  to  the  medical  world  the  first  example 
known.  But  we  are  often  led  to  query  what  could  have  been 
the  nature  of  those  cases  of  "  withered  hand  "  which  received,  at 
the  hands  of  Christ,  the  compassionate  cure  by  miracle  ?  Says 
Sir  Charles  Bell,  "  This  is  an  obscure  subject."  To  this  day,  it 
is  looked  upon  by  physicians,  that  wasting  palsy  is  owing  to 
"  defective  nutrition ; "  but  it  is  evidently  more  than  this,  for 
there  is  a  rapidly  progressive  diminution  of  both  bulk  and  power 
of  the  affected  muscle,  or  muscle  group.  There  is  —  there 
must  be  —  some  wia/-nutrition,  some  perverted  and  devouring 
action. 

Says  Dr.  Roberts,  of  London,  cases  of  excessive  wasting  palsy 
of  the  muscles  of  one  or  more  limbs,  independent  of  any  well- 
defined  cause y  have,  from  time  to  time,  been  observed ;  and 
records  of  these  are  found  scattered  in  various  medical  works. 
They  have  been,  until  recently,  introduced  as  ''  extraordinary,^* 
or  anomalous  cases,  and  are  referred  to  in  systematic  treatises  as 
"  creeping  palsy,"  or  as  "  lead  palsy  without  lead,"  "  peripheric 
paralysis,"  or  "  local  palsy,"  or  *'  progressive  palsy." 

This  progressive  wasting  paralysis  does  not  Extend  to  neighr 
boring  parts  of  the  leg  or  arm,  nor  is  it  a  kind  of  blight  that 
reaches  so  far  up  the  limb,  or  so  far  down  the  limb,  but  it  is  a 
morbid  affection  of  muscles  acting  under  a  law  of  election, 
that  limits  the  progressive  wasting  to  those  muscles  only  that 
are  naluralli/  combined  in  action,  although  these  muscles  lie  in 
different  parts  of  the  extremity,  and  are  supplied  by  different 
nerves,  as  tliey  are  also  supplied  by  different  arteries.  For  ex- 
ample, the  muscles  of  the  thumb  may  be  affected  by  this  dis- 
ease, but  the  wasting  and  palsy  will  not  be  confined  to  the  short 
muscles  of  the  ball  of  the  thumb,  but  will,  rather,  extend  to 
those  long  muscles  of  the  thumb  which  lie  upon  the  forearm ; 
and  these  wasted  muscles  are  seen  lying  side  by  side  with  those 
that  are  plump  and  powerful.  In  another  case,  all  the  exten- 
sor muscles  of  a  group,  or  of  a  limb,  will  waste  away  and  lose 
their  power  while  the  flexors  will  preserve  it ;  and  this  usually 
produces  a  characteristic  position  of  the  limb.  I  am  inclined  to 
agree  with  the  early  views  of  Sir  Charles  Bell  in  attributing 
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these  very  partial  freaks  of  disease  to  visceral  irritation,  and  in 
that  case  it  must  be  through  the  sympathetic  nerves,  just  as  we 
might  expect.  He  evidently  had  distinct  and  well-defined  ideas 
about  these  cases  forty  years  ago.  He  correctly  grouped  them 
together,  and  yet,  apart  from  all  otlier  kinds  of  local  palsies,  such 
as  arise  from  injury  of  the  spinal  cord  and  nerve  trunks,  or 
from  lead.  In  1849,  M.  Duchenne,  of  Boulogne,  presented  a 
memoir  to  the  Institute  of  France,  entitled  "  Atrophic  muscu- 
laire  avec  transformation  graisseuse,^^  In  1853,  M.  Cruveilhier 
read  Aw  researches  on  this  subject  before  the  Academic  de  Mede- 
cine,  and  so  graphic  was  the  delineation  of  this  mysterious 
malady,  that  progressive  wasting  palsy  has  been  termed  "  Pro- 
gressive Paralysis  of  Cruveilhier,"  or  "  Cruvcilhier's  Atrophy." 
Tliis  is  a  truly  formidable  disease.  What  produces  it  imme- 
diately or  remotely  wo  cannot  tell.  It  may  occur  without  the 
least  assignable  cause  in  persons  who  have  met  with  no  accident, 
and  are  otherwise  in  perfect  health.  Wasting  palsy  may  affect 
children  and  adults,  male  and  female ;  but  it  is  suspected  to 
arise,  sometimes,  from  protracted  fatigue  of  certain  muscles; 
also  from  bruising,  and  from  cold.  It  is  almost  always  of  slow 
invasion,  and  is  usually  discovered  first  from  the  sensible  loss  of 
power ;  for  by  this,  the  attention  of  the  patient  or  friends  is 
drawn  to  the  state  of  the  muscles,  when,  perhaps,  they  are  dis- 
covered to  be  already  wasted,  or  soft  and  degenerated.  There 
is  also  noticed,  at  times,  a  violent  quivering'  in  these  muscles, 
which  does  not  cause  motion  of  the  limb,  nor  any  kind  of  pain. 
This  quiverings  does  not  attend  all  cases  of  this  malady,  but 
when  it  does  occur,  it  indicates  that  the  disease  is  still  advan- 
cing, and  if  it  ceases,  the  disease  is  arrested,  or  the  muscles  are 
already  totally  destroyed.  Some  of  these  patients  complain  of 
vibrating  cramps  that  prevent  their  sleep,  but  such  are  quite 
distinct  from  the  tremblings.  The  muscle,  or  clan  of  muscles, 
is  progressively  destroyed,  while  the  nerve  branches,  even 
down  to  the  affected  muscles,  are  at  first  apparently  sound,  and 
the  general  nervous  system  appears  to  be  quite  healthy.  The 
attacked  muscles  appear,  on  dissection,  of  a  pale  yellow  color, 
are  wasted  as  to  number  of  fibres,  and  their  bulk  is  often 
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reduced  to  mere  thin  cords.  Fat,  which  is  always  produced 
in  degeneration,  or  retrogressive  metamorphosis  of  tissues,  be- 
come accumulated,  in  some  of  these  cases,  so  as  to  fill  up  the 
place  of  the  consumed  or  missing  muscular  fibres.  In  these 
cases  there  is  not  seen  the  remarkable  wasting  that  is  so  appar- 
ent in  others,  for  the  limb  may  appear  nearly,  if  not  quite,  as 
plump  as  before  the  attack.  But  where  the  sarcolemma,  or 
sheath  of  muscle  fibres,  has  actually  been  consumed  in  the  mor- 
bid process,  the  sarcous  elements  become  converted  into  fat  and 
granular  matter,  and  the  last  ramifications  of  the  motor  nerves 
there  distributed  become  affected,  and  perhaps  perverted,  or  were 
perverted  at  tlie  onset  of  the  malady.  In  some  cases  the  &t  is 
eliminated  probably  as  fast  as  formed,  and  hence  the  extreme 
emaciation.  It  is  supposed  that  this  affection  does,  in  some  in- 
stances, extend  along  the  motor  nerves  to  their  formation  of  the. 
anterior  root  of  the  spinal  nerves,  and  even  atrophy  of  the 
spinal  cord  itself  may  finally  be  the  consequence,  but  never  the 
causej  of  the  primary  affection.  If  this  is  so,  did  not  this 
constitute  the  true  "  Tabes  Dorsalis  "  of  the  more  ancient  medi- 
cal writers  ? 

Wasting  palsy  appears  in  two  forms  —  the  partial  and  the 
general.  Tlic  partial  form  begins  usually  in  some  of  the  mus- 
cles of  the  hands  or  shoulders,  with  a  tendency  to  spread  to  ilie 
body,  and  so  threatening  life.  If  it  commences  in  the  hand,  it 
is  usually  in  the  right  hand,  and  the  muscles  of  the  thimib  are 
first  affected.  The  belly  of  the  thumb  gives  place  to  a  great 
hollow  space  between  the  first  and  second  metacarpal  bones,  and 
next,  the  Imnbricales  take  on  a  state  of  tonus,  or  rigid  contrac- 
tion, drawing  the  fingers  like  claws,  while  the  interossei^  and 
also  the  thenar  of  the  thumb  and  fingers,  and  the  hypothenar 
eminences  of  the  palm,  are  atrophied.  Then  from  the  hand  the 
disease  extends  up  the  forearm.  The  extensor  muscles  of  the 
fingers,  situated  on  the  outside  of  the  forearm,  are  by  far  the 
most  liable  to  be  affected  ;  but  the  flexors  are,  in  some  cases, 
likewise  destroyed,  or  they  alone  may  be  affected.  In  this  case 
the  fingers  are  bent  upon  themselves,  and  so  retained,  much  like 
claws,  while  they  cannot  bend  upon  the  hand  so  as  to  grasp  or 
hold 
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If  the  invasion  of  this  terrible  and  insidious  disease  first  af- 
fects the  shoulder  muscles,  and  by  way  of  its  usual  preference, 
wastes,  first,  the  trapezius^  then  the  serratus  moffntis,  the  rhovp- 
boid€j  and  those  other  muscles  that  hold  the  shoulder  blade  to 
the  thorax,  and  in  its  natural  place,  then  the  outer  angle  of 
tiie  scapula  becomes  depressed  by  the  weight  of  the  arm,  while 
the  lower  angle  is  raised  and  projected  widely  from  the  body. 
The  disease  then  spreads  down  the  shoulder  to  the  arm,  wasting 
and  palsying  the  deltoid  and  the  bicepsy  which  leave  the  shaft  of 
the  humerus  near  the  surface,  and  the  acromion  and  the  cora- 
caid  process  very  prominent  under  the  skin.  The  patient  can  no 
longer  raise  the  arm,  nor  even  feed  or  dress  himself.  It  may 
then  pass  into  the  general  form,  sooner  or  later,  and  thus  speedily 
cause  death. 

Then,  again,  if  the  invasion  is  of  the  general  character,  it  will 
make  its  appearance  in  the  muscles  of  the  lower  extremities, 
which  will  be  first  discovered  from  the  fact  that  walking  has 
rapidly  become  difficult,  and  as  rapidly  the  muscles  are  found  to 
have  wasted  away,  and  then  the  movements  soon  become  quite  im- 
possible. The  muscles  of  the  thighs  go  first,  and  this  wasting 
extends  up  to  and  through  the  spine,  so  that,  next,  the  pecto- 
Talis  major  is  found  already  consuming  away.  In  this  form,  it  is 
noticed,  that  all  the  voluntary  muscles  throughout  the  organism 
may  be  affected  by  it,  excepting  only  the  muscles  of  the  eyeball 
and  the  muscles  of  mastication.  But,  when  we  see  tlie  ravages 
of  this  malady  already  wasting  the  facial  muscles^  then  we 
know  we  have  a  certain  sign  that  the  disease,  in  that  case,  will 
shortly  prove  fatal.  That  is  known  by  the  whole  physiognomy 
losing  its  expression ;  and  sometimes  the  saliva  drools  from  the  lips. 
The  speech  is  very  slovenly  and  slow ;  swallowing  difficult ;  the 
diaphragm  loses  tone,  and  respiration  is  feeble.  The  slightest 
impediment  to  respiration,  now  occurring,  most  generally  closes 
the  scene. 

Wasting  palsy  is  not  a  "  self-limited  "  disease,  in  the  common 
acceptation  of  that  term,  although  in  one  peculiar  sense  it  is 
so ;  but  it  is  rather  a  chronic  afiection,  and  that  in  its  profound- 
est  signification.    Its  tendency  is  to  death,  although  in  some 
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rare  instances  it  is  arrested,  so  that  recovery  and  years  of  health 
may  follow.  It  is  scarcely  necessary  to  say,  that  in  such  a  disease, 
the  more  recent  cases  — i.  e.,  after  a  lull  in  its  progress — are 
the  most  hopeful  for  recovery.  Consequently  the  more  recent 
and  partial  cases  are  to  be  taken  for  hopeful  treatment,  rather 
than  those  of  long  standing.  The  currents  of  Galvanism  or 
Faradaism,  are  the  only,  or  certainly  the  most  powerful,  means 
known  for  arresting  the  progress  of  this  affection,  and  turning 
the  tide  of  adverse  bodily  action  into  a  healthy  direction. 
That  certain  cases,  and  particularly  such  as  are  of  the  general 
kind,  do  run  their  fatal  course  in  spite  of  electro-therapeutics 
and  all  other  treatment,  is,  a,s  Dr.  Althaus  says,  no  disparage- 
ment to  electric  remedies,  for  they  cannot  be  expected  to  ac- 
complish every  thing,  —  even  impossibilities. 

Tlie  indication  in  the  electric  treatment  is  much  the  same  as 
that  in  lead  palsy ;  i.  e.,  to  cause  the  muscles  to  contract  as  sep- 
arately, as  strongly,  and  repeatedly  as  possible,  and  yet  without 
too  much  fatigue ;  to  cause  the  dilatation  of  the  capillaries  at 
one  moment,  and  the  contraction  of  the  blood  vessels  at  an- 
other ;  and  thus  attract  to,  and  urge  more  blood  through  those 
tissues,  to  warm  and  nourish  them ;  and  finally  that  by  the 
chemical,  or  rather  the  catalyticaly  action  of  Galvanism  or  Far- 
adaism, the  mal-process  of  animal  chemistry  may  thus  be  so 
broken  up  and  disturbed  from  time  to  time,  and  under  such 
circumstances,  that  the  ever-ready  laws  of  vitality  may  arrange 
and  re-arrange,  and  restore  those  processes  again  that  w^e  term 
natural  and  healthy.  To  bring  about  so  desirable  a  result,  we 
must  persevere  for  a  lotiff  iime,  even  where  no  tangible  im- 
provement is  produced,  say  for  the  first  month  or  so ;  but  so 
soon  as  it  is  found  that  we  thus  arrest  the  further  progress  of 
the  malady^  we  shall  be  all  the  more  likely  then  to  improve  fur- 
ther the  condition  of  the  patient,  and  very  possibly  to  effect 
a  cure. 

Dr.  Budge,  in  an  interesting  paper  communicated  to  the 
French  Academy  in  1858,  stated  that  he  had  ascertained  that 
the  actual  number  of  muscle  fibres  increases  with  every  year 
during  the  period  of  growth ;  so  that  the  increase  of  muscular 
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tissue  does  not  depend  alone  upon  enlargement  of  the  individ- 
ual fibres  of  the  muscles.  He  has  also  discovered  that  starva- 
tion diminishes  the  number  of  the  fibres,  and  also  notably 
lessens  their  individual  size.  This  answers  the  old  query 
whether  during  growth,  and  the  hypertrophy  caused  by  healthy 
exercise,  the  muscular  fibres  of  animal  life  increase  in  number^ 
or  merely  in  size. 

M.  Becquerel  and  M.  Valerius  are  of  the  opinion  that  true 
and  still  active  wasting  palsy  arc  not  proper  cases  for  the  trial 
of  electro-therapeutics.  M.  Duchenne,  however,  says  that  as 
long  as  the  muscles  show  the  least  signs  of  electric  response, 
even  if  only  by  the  smallest  fibril  wave  or  contraction,  and  up 
to  the  period  when  fatty  transformation  is  about  to  set  in,  he 
hopes  for,  and  attempts  by  the  aid  of  electricity  the  restoration ; 
and  it  does  seem  to  mc,  that  here  he  has  succeeded  wonderfully, 
not  only  for  amelioration,  but  for  actual  cure.  But  I  find  this 
end  is  easier  attained  where  the  atrophy  is  local,  and  where  it  is 
the  effect  of  too  close  application,  or  rather  from  a  work  of 
imremitting  sameness^  that  has  overworked  and  exhausted  a 
certain  class  or  classes  of  muscles.  Wlien  the  case  is  spontar 
neous  and  general,  and  that  without  special  cause,  then  I 
reckon  there  is  far  less  hope,  if  any  at  all.  Wo  may,  moreover, 
have  presented  to  us  for  treatment  a  local  palsy,  attended  with 
atrophy,  first,  from  inaction,  or,  second,  from  over-action.  The 
former  requires  gentle  and  often-repeated  exercise,  with  electric 
treatments ;  while  the  latter  requires  rest,  automatic  movements, 
and  champooing,  and  this  aided  with  electric  treatments,  to 
cure.  These  can  usually  be  successfully  treated,  but  are  apt 
to  remain  feeble,  and  if  overworked  again  they  are  very  liable 
to  relapse ;  hence  the  actual  necessity  of  cautioning  the  patient 
or  his  friends. 

Dr.  Duchenne,  who  certainly  has  had  very  great  experience 
with  this  class  of  cases,  is  disposed  to  believe  that  a  new  forma- 
tion of  conduction,  or  capability  of  conduction^  here  takes  place 
in  the  nerves,  much  the  same  as  is  known  to  occur  under  favor- 
able circumstances,  through  a  cicatrix,  so  as  to  restore  one  way 
sentient  nerve  influence,  and  tlie  other  way  motor  nerve  influ- 
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ence,  and  that  with  muscle  contractions ;  thus  not  only  arrest 
ing  the  progress  of  the  disease,  but  even  re-making  or  multiply- 
ing the  individual  muscle  fibres.  But  this  can  only  be  hoped 
for  when  the  cause  of  the  disease  ceases  to  act.  He  tliinks  that 
the  electro-magnetic  currents  are,  on  the  whole,  best  ;  that 
great  battery  power  is  required,  and  that  with  a  very  rapid 
vibration.  The  greatest  obstacle  to  this  method  is,  to  persuade 
the  patient  to  bear  it ;  but  as  the  sensibility  increases,  so  must 
the  intensity  of  the  current  be  diminished.  A  sufficiently 
strong  Galvanic  (primary)  current  is  very  much  more  bearable 
than  the  Faradaic  currents  of  the  same  strength  —  i.  e.,  that  can 
produce  the  same  muscular  contractions.  For  this  and  other 
important  considerations,  I  prefer,  for  these  cases,  the  former. 

The  "  essential  paralysis  of  infancy ^^  aflFecting  more  frequently 
the  lower  limbs,  may  as  well  be  classed  with  those  of  wasting 
palsy y  for  they,  too,  are  characterized  by  a  gradual  wasting  and 
a  progressive  paralysis ;  but  the  former  cases  appear  to  proceed 
rather  from  an  affection  of  the  anterior  nerve  roots,  as  they 
leave  the  spinal  cord,  and  require  our  particular  attention. 
May  not  this,  in  fact,  yet  be  found  to  bo  the  true  pathological 
condition  of  the  general  form  of  wasting  palsy?  But  Dr. 
Duchcnne  has  treated  many  such  infantile  cases,  and  concludes 
that  localized  Faradaic  currents  applied  along  the  sides  of  the 
spine,  and  over  the  affected  muscles,  may  abridge  the  duration 
of  the  paralysis,  and  diminish,  if  not  prevent,  the  attending 
extreme  atrophy  of  the  muscles,  and,  moreover,  prevent  their 
fatty  degeneration.  Some  of  these  run  a  rapid  course  to  a 
hopeless  state,  and  that,  sometimes,  in  only  a  very  few  montlis. 
But  more  generally,  within  the  year  after  the  attack,  there  is 
hope ;  while,  in  any  of  the  worst  cases,  we  find  that  there  is  no 
evil  from  a  reasonable  use  of  electro-therapeutics.  It  is  well 
therefore  to  try  this  treatment  thoroughly,  even  where  there  is 
at  first  no  electro-muscular  response,  as  there  may  be  a  possible 
chance  of  success ;  for  I  have  certainly  found  an  occasional  case 
that  gave  marked  improvement,  after  years'  existence  of  the 
malady ;  but  of  course  the  progressive  character  had  then  been 
arrested,  and  the  case  had  long  remained  simply  in  statu  quo. 
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Hysterical  Paralysis. 

A  true  hysterical  paralysis  is  seldom  seen  without  other 
marked  symptoms  of  hysteria,  either  present  or  past,  as  globus, 
cramps,  pains,  or  some  uterine  disturbance ;  but  in  other  re- 
spects, this  paralysis  very  nearly  resembles  those  cases  that  are 
caused  by  disease  of  the  brain  or  spinal  cord,  or  those  of  rheu- 
matic palsy.  This  affection  is  more  usually  found  to  involve  the 
muscles  of  the  arm  and  leg  on  the  same  side  ;  if  both,  then  it  is 
termed  hysterical  hemiplegia.  If  it  be  seated  in  the  recti  mus- 
cles of  the  thighs,  or  other  muscles  of  the  legs,  (for  it  is  more 
likely  to  attack  but  one  limb,)  then  it  is  called  hysterical  par Or 
plegia.  K  it  be  local,  and  affecting  only  a  single  muscle  or 
muscle  group,  then  it  is  termed  local  hysterical  palsy.  K  it  be 
local  in  a  joint,  then  it  is  termed  an  hysterical  joint.  But  in  this 
kind  of  paralysis  there  is  no  sort  of  disease  of  the  motor  nerves, 
nor  yet  of  the  nervous  centres.  It  may  gradually  appear,  or  it 
may  attack  suddenly,  as  from  fright,  great  excitement,  intense 
anxiety,  or  profound  grief. 

According  to  Dr.  Duchenne,  we  should  find  the  test  of  elec- 
tro-muscul&r  contractility  in  all  cases  of  hysterical  palsy,  at  the 
normal  state,  i.  e.,  as  in  healtli ;  but  that  the  ^'  muscular  con- 
sciousness "  is  nearly  or  entirely  gone.  Now,  this  is  not  found 
to  be  true  in  the  great  majority  of  cases  of  some  standing,  who 
i^)ply  for  treatments,  while  it  is  quite  true  of  some  of  the  more 
recent  cases.  The  greater  number  of  cases  who  call  for  aid  are 
of  long  standing,  and  these,  certainly,  show  a  marked  diminu- 
tion of  susceptibility  to  the  electro-muscular  contractions.  And 
another  thing  I  can  say,  speaking  from  experience,  and  that  is, 
tiiat  nearly  every  case  of  hysterical  paralysis,  no  matter  how 
bad  or  how  old  the  case,  can  be  cured  by  well-directed  electro- 
therapeutics, aided  by  any  other  needed  rational  medication 
and  regimen.    . 

I  know  it  is  true  that  some  cases  of  "  hysterical  palsy  "  and 
"  hysterical  joints  "  are  little  more  than  mere  fantasy ^  and  are 
kept  up  in  a  great  measure,  as  Dr.  Rowland  says,  ^^by  the 
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patient  lending  herself  to  the  task,  and  refusing  to  exercise 
her  command  over  the  refractory,  muscles  or  joint."  A  rough 
shocks  or  a  strong  moral  impression^  or  rather  "  occupation  thai 
continualli/  interests^^^  may  at  once  remove  the  disorder  in  some 
such  cases  ;  but  it  is  exceedingly  doubtful  in  my  mind  whether 
any  such  means  could  be  productive  of  benefit,  in  many  other 
cases.  Hysterical  paraplegia  may  commence  from  irritation  of 
the  uterine  nerves.  There  is  a  form  of  this  affection  that  is  al- 
ways accompanied  by  some  'kind  of  derangement  in  the  function 
of  the  womb,  or  bowels,  or  both,  and  is  as  totally  iinallied  with 
organic  change,  or  any  action  conducting  towards  such  change, 
either  in  the  brain  or  spinal  marrow.  The  attending  "  pain  in 
the  back  "  is  that  commonly  known  as  spinal  irritation.  It  va- 
ries from  day  to  day,  sometimes  being  very  severe,  at  others  al- 
most null,  while  perhaps  slight  pinching  up  of  the  integuments 
that  cover  the  spine  is  as  productive  of  actual  pain  and  suffer- 
ing as  firm  pressure  could  produce.  The  lower  extremities  are 
rather  colder  than  natural,  and  there  is  an  entire  absence  of  or- 
dinars  sensation  in  them ;  and  when  the  limb  or  limbs  are  strong- 
ly flexed,  there  is  severe  pain.  There  is  pain  also  from  slight 
pressure  in  the  lower  dorsal  region,  or  over  the  sacrum.  The 
appetite  is  wrong  ;  the  bowels  arc  slow  ;  the  sleep  is  wanting,  or 
is  disturbed ;  and  the  urine,  upon  test,  is  found  loaded  with 
lithates.     Such  it  is. 

Case. — ^^Mrs.  C,  of  Brookline,  twenty-seven  years  of  age,  had 
been  troubled  with  a  partial  paralysis  of  the  right  lower  limb  for 
some  five  years.  Sometimes  it  would  be  better,  and  then  again 
there  would  be  months  together  when  the  limb  would  be  so  par- 
alyzed that  she  could  scarcely  get  about  the  house.  She  had 
been  long  under  the  treatment  of  one  of  our  oldest  and  best 
physicians,  who  also  believed  her  to  have  been  an  exquisitely 
hysterical  girl.  Since  her  marriage  she  made  the  tour  of  Europe, 
spending  a  season  in  Italy  and  Switzerland,  where  she  became 
quite  well.  She  could  climb  mountains,  the  long  stairways  of 
palaces  and  towers,  and  even  the  pyramids.  But  she  was  no 
more  than  home  again,  than  she  was  as  lame  (i.  e.,  as  para- 
lyzed) as  at  her  worst.     This  condition  was  not  now  intermit- 
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ting,  or  in  any  sense  remitting,  for  her  limb  remained  in  this 
state  during  the  summer  and  fall,  until  she  came  to  me  for 
electrical  treatment.  She  could  scarcely  walk  when  assisted ; 
but  there  was  one  very  noticeable  feature,  for  while  her  walking 
was  slow,  hesitating,  and  extremely  irregular,  tliere  was  a  drag- 
ging of  the  palsied  limb  after  her,  as  if  a  piece  of  inanimate  mat- 
ter. This  indeed  is  pointed  out  by  Dr.  Todd  as  the  very  diag- 
nostic sign  between  hysterical  paralysis  and  all  other  lower-limb 
paralyses  arising  from  other  causes.  In  fact,  the  limb  appears 
to  be  merely  drawn  straight  along  by  such  a  patient,  just  as  if 
inanimate,  or  as  an  artificial  limb,  while  the  foot  swings  to  the 
one  side,  nor  is  she  able  to  straighten  it. 

Upon  applying  the  electro-magnetic  test^  I  found  that  the  rec- 
tus of  the  thigh  did  not  at  first  respond  in  the  least  to  the  half- 
strength  current ;  but  if  the  electrodes  were  then  similarly  placed 
upon  the  sound  other  limb,  response  was  there  prompt  and 
complete.  Thus  was  this  by  history  and  test,  fairly  diagnosticat- 
ed as  a  case  of  hysterical  paralysis,  and  as  such  was  treated  by 
suddenly  alternated  primary  and  secondary  currents  of  electrici- 
ty. The  electrodes  were  always  placed,  the  one  over  the  nerve 
trunk,  say  at  the  right  abdominal  ring,  or  at  the  anterior  crest 
of  the  ilium,  or  just  under  Poupart's  ligament,  while  the  other 
electrode  was  being  swept  along  the  border  points  of  the  affected 
muscles,  and  at  the  same  time  using  a  strong  Faradaic  current 
that  was  suddenly  reversed,  say  every  fifteen  seconds,  by  the 
current  changer  of  the  key-board.  Tlie  sittings  continued  nev- 
er over  fifteen  minutes,  and  were  repeated  every  other  day  for 
one  month.    Tlie  cure  was  complete. 

*  Hysterical  paralysis  of  the  bladder  is  not  uncommon,  and  it 
should  be  recognized,  so  as  to  receive  the  general  and  constitution- 
al treatment  and  regimen,  as  clearly  and  as  thoroughly  as  the  lo- 
cal. Sir  Benjamin  Brodie  indeed  lays  down  the  rwfe,  that  the 
catheter  should  not  be  resorted  to  in  these  cases,  only  in  those  ex- 
treme exceptions'  where  the  paralysis  is  actual.  A  similar  want 
of  power  over  the  rectum  sometimes  occurs  in  this  state  of  the  ner- 
vous system.  Now,  in  most  of  these  cases,  it  is  not  so  much  the 
fiEtct  that  the  muscles  are  incapable  of  obeying  the  orders  of 
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volition,  but  rather  that  the  function  of  "  volition  "  is  suspended. 
Therefore,  if  electric  currents  are  applied  to  the  spine  to  re- 
establish this  function,  it  affords  the  cure.      (See  App.  E,  P.) 

Hysterical  Affections  of  Joints.  —  Sir  Benjamin  Brodie  states 
the  remarkable  fact,  which  no  one  is  so  well  able  correctly  to 
ascertain  as  a  surgeon  of  his  great  experience,  that  four  fifths 
of  the  supposed  cases  of  joint  diseases  which  occur  among  the 
better  classes  are  truly  hysterical.  You  may  always  expect  to 
find  in  these  cases  other  indications  of  the  hystorical  state.  See 
his  practical  little  volume  on  "  Local  Nervous  Affections."  Ho 
says  there  is  always  exceeding  tenderness.  The  joints  most  fre- 
quently affected  are  the  liip  and  the  knee.  The  patient  keeps 
the  painful  joint  quite  at  rest,  and  always  yielding  to  a  partial 
flexed  position,  and  being  fearful  of  the  least  disturbance.  When 
the  joint  is  moved  by  you,  she  will  call  out  with  much  more  ex- 
pression of  pain  than  if  there  were  actual  ulcerative  disease  of 
the  cartilages. 

Dr.  Balman,  of  Liverpool,  gives  an  interesting  account  of  a  case 
of  hysterical  paralysis  in  a  young  lady  of  seventeen,  that  had  been 
treated  for  three  years  for  curvature  of  the  spine.  The  curva- 
ture  at  first  appeared  to  be  lateral,  but  subsequently  angular 
curvature  came  on.  When  he  first  saw  her,  she  was  upon  the 
sofa,  looking  pale,  but  otherwise  appearing  well.  Her  attendant 
said  she  bad  been  unable  to  stand,  walk,  or  speak,  since  the  fit  of 
the  previous  day.  "  Upon  examination,"  he  says,  "  I  found  the 
spine  very  crooked,  with  an  angular  curvature  of  the  last  two 
dorsal  vertebrae ;  on  passing  my  fingers  down  the  median  line, 
there  appeared  to  be  distinct  tenderness  both  between  the  scapu- 
lae and  over  and  about  the  scat  of  the  projecting  spine,  extend- 
ing down  to  the  sacrum  ;  the  feet  and  limbs  were  cold,  livid,  and 
completely  insensible  to  the  prick  of  a  needle,  as  far  as  the  knees ; 
the  hands  were  in  a  similar  condition,  but  the  loss  of  sensation 
did  not  extend  beyond  the  wrists. 

"  Although  unable  to  stand  or  support  the  body  for  a  moment 
without  assistance,  I  soon  afterwards  learned  she  was  enabled  to 
turn  the  feet  about  in  almost  any  direction  when  lying  down  in 
bed ;  her  nights  were  restless  and  witliout  sleep,  and  the  eyes 
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presented  that  peculiar  glistening  aspect  so  characteristic  of 
hysteria.  She  complained  of  headache,  and  cramps  over  the 
whole  body ;  these  were  rendered  very  distressing  by  cold,  and 
pressure  of  every  kind ;  even  a  very  powerful  liniment  served 
but  to  renew  the  cramps,  and  destroy  all  sense  of  feeling  on  being 
applied  to  any  part  of  the  body.  I  very  soon  had  an  opportunity 
of  seeing  her  in  one  of  the  paroxysms,  which  now  generally 
occurred  about  once  in  twenty-four  hours ;  these,  as  in  similar 
cases  of  this  mysterious  disease,  were  truly  frightful  to  witness ; 
the  limbs  were  extended  and  rigid  as  marble ;  hands  clinched  and 
immovable  ;  the  head  and  neck  thrown  back ;  whilst  the  whole 
body  appeared  to  be  convulsed  and  writhing  under  the  most 
violent  tetanic  spasms.  Sometimes  the  symptoms  for  a  time 
assumed  a  different  character,  and  she  would  lie  motionless  in 
one  position  for  hours  together,  in  a  state  more  resembling  cata- 
lepsy than  any  thing  else. 

"  I  commenced  the  treatment  with  the  usual  routine  of  anti- 
spasmodic and  tonic  medicines,  such  as  ammonia,  iron,  fetid 
gums,  4fec.,- without  much  apparent  benefit;  opium  was  admin- 
istered at  night,  to  soothe  the  irritability  of  the  nervous  system 
and  induce  sleep,  but  without  success ;  three  grains  of  solid 
opium,  given  at  bed  time,  served  only  to  make  her  still  more 
restless,  without  any  narcotic  effect  being  produced  whatever. 

"  September  6.  —  After  one  month's  trial  of  these,  and  a 
variety  of  other  remedies,  finding  matters  but  little  improved, 
the  pain  in  the  lower  part  of  the  back  being  constant,  and  the 
severity  of  which  I  was  inclined  to  think  contributed  in  a  great 
measure  to  renew  the  fits,  whilst  the  paralysis,  if  it  may  be  so 
called,  remained  stationary,  I  began  to  think  that  there  must  be 
some  irritation  of  the  spinal  cord  or  its  membranes.  I  now,  there- 
fore, applied  sevenor  eight  cupping  glasses  along  the  whole  of  the 
spine,  every  alternate  day  /  prescribed  small  doses  of  the  hyd.  c. 
creta  and  carb.  of  soda  every  night,  and  a  turpentine  enema 
every  third  morning.  On  one  occasion  I  ventured  to  apply  the 
scarificator,  and  took  about  three  ounces  of  blood,  with  evident 
relief.  Under  this  mode  of  treatment  she  began  steadily  to 
improve ;  headache  much  relieved,  and  the  pain  and  tenderness 
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of  the  back  not  so  urgent ;  she  also  soon  passed  better  nights, 
sleeping  three  or  four  hours  together  soundly;  the  attacks  re- 
turned on  two  or  three  occasions  afterwards,  always  just  before 
the  approach  of  the  catamenia.  The  lower  extremities,  how- 
ever, continued  useless,  and  without  any  return  of  sensibility, 
and  she  had,  as  usual,  to  be  carried  by  her  attendant  from  room 
to  rooip.  I  now  commenced  to  apply  galvanism,  with  a  view  of 
restoring  the  use  of  her  limbs.  At  first  the  shock  of  a  very 
powerful  battery  was  not  felt  on  placing  one  pole  to  the  sacrum 
and  the  opposite  one  to  any  part  of  the  leg  below  the  knee ;  but 
after  a  few  trials  I  found  one  isolated  spot,  about  the  circumfer- 
ence of  a  shilling,  over  the  outer  part  of  the  tibia,  a  few  inches 
below  the  knee,  sensitive  to  its  effects.  Continuing  its  use  every 
day,  the  feeling  seemed  to  radiate  day  by  day  downward,  over 
tlie  whole  of  the  external  part  of  the  leg  to  the  ankle,  the  inner 
part  of  the  leg  remaining,  as  before,  completely  unaffected  by  the 
electric  current;  the  sensibility,  however,  soon  returned  here 
likewise,  and  extended  gradually  to  the  extremity  of  the  second 
toe.  Immediately  after  the  next  seance,  I  learned  with  satisfac- 
tion, that  soon  after  my  leaving  the  room,  my  patient  got  up 
very  coolly  and  walked  across  the  room,  and  indeed  over  the 
whole  house,  unattended  or  supported  by  any  one.  This  hap- 
pened on  the  12th  October,  since  which  she  has  continued  to 
take  regular  walks  out  of  doors  for  considerable  distances,  and 
is  rapidly  improving  in  all  other  respects." 

As  regards  the  actual  seat  of  this  disease,  it  in  all  probability 
was  connected  with  some  congested  state  of  the  spinal  veins; 
and,  indeed,  it  does  not  seem  very  difficult  to  imagine  why 
this  state  of  things  should  occur,  if  we  carefully  examine  the 
anatomical  arrangement  and  structure  of  the  venous  system  of 
the  spinal  cord.  Thus,  according  to  Breschet,  there  is  every 
thing  here  calculated  to  favor  stagnation  of  the  blood. 

1.  The  veins  are  deprived  of  valves,  thinner,  and  much  more 
delicate  than  in  any  other  part  of  the  body. 

2.  They  are  relatively  very  numerous,  subdivided,  and  tor- 
tuous ;  so  that  each  spinal  nerve  may  be  said  to  be  literally 
encircled  and  bathed  in  venous  blood,  as  they  penetrate  in  the 
intervertebral  foramina. 
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The  consequence  of  this  arrangement,  notwithstanding  the 
frequent  communications  by  which  this  impediment  is  in  some 
degree  obviated,  must  be,  that  the  blood  will  move  more  slowly, 
and  with  greater  difficulty.  That  congestion  does  sometimes 
happen  from  this  peculiar  disposition  of  the  veins  of  the  spinal 
axis,  must,  therefore,  be  extremely  probable.  Olivier  men- 
tions that  he  had  often  found  in  his  dissections  fibrinous  clots 
blocking  up  and  distending  the  veins  of  the  spinal  cord,  and 
even  those  which  accompany  its  nerves ;  and  many  other  in- 
stances are  related  by  Morgagni. 

The  influence  of  electro-magnetism  in  restoring  the  power 
of  locomotion  is  here  certainly  more  remarkable  than  any  thing 
ordinarily  witnessed.  That  this  was  in  reality  the  result  of  the 
electric  stimulus,  and  not,  as  we  know  is  sometimes  the  case,  by 
some  sudden  moral  impression  unloosing  the  magic  web,  which 
seems  to  hold  captive  the  power  of  volition,  I  think  there  cannot 
be  the  least  doubt.  The  effect  of  this  agent  was  perceptible  at 
each  application ;  for  it  was  not  until  the  remedy  had  been 
persevered  in  for  some  time,  that  the  beneficial  results  were 
manifested  so  strikingly. 

"To  show  how  powerful  electricity  can  stimulate  the  vol- 
untary muscles,"  says  Dr.  B.,  "I  may  add  that  she  felt,  as 
she  often  expressed,  a  strong  inclination  to  walk  after  each 
seance y  —  so  much  so  that  she  many  times  made  the  attempt, 
but  always  without  success,  —  falling  thump  upon  the  floor, 
until  the  period  mentioned  ;  and  even  then,  when  she  had 
regained  the  power  of  standing  in  the  erect  attitude,  it  re- 
quired much  determination  to  keep  it ;  and  but  for  the  exercise 
of  a  series  of  movements,  she  feels  convinced  that  she  would 
not  have  been  able  to  retain  her  position. 

"  I  may  mention  that  I  have  made  trial  of  this  remedy  at  a 
much  earlier  period  in  this  case  without  observing  any  benefit ; 
on  the  contrary,  many  of  the  symptoms  appeared  to  be  aggra- 
vated, after  its  use.  It  was,  therefore,  at  a  particular  stage  of 
the  disease,  when  counter-irritant  and  alterative  medicines  had 
removed  the  more  active  symptoms  of  the  complaint,  that  gal- 
vanism appeared  to  do  good.     This  remedy,  therefore,  like  any 
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other,  is  applicable  only  under  certain  conditions ;  and  the  suc- 
cess of  it  will  depend  not  only  upon  the  tact  and  acumen  of  the 
practitioner  in  the  selection  of  his  cases,  but  also  the  particular 
phase  of  the  disease  at  which  its  use  is  apparently  indicated." 

There  is  a  singular  case  mentioned  of  a  young  girl  aged 
seventeen  years,  that  must  be  rare,  but  it  is  quoted  here  to  show 
the  rallying  power  of  electricity  in  some  desperate  cases.  This 
case,  by  the  way,  was  witnessed  by  MM.  Coindet  and  Duval, 
in  Geneva.  It  seems  that,  under  an  hysterical  influence,  there 
suddenly  appeared  on  the  hand  of  the  young  lady  a  "  gangrene," 
the  result  of  a  temporary  stoppage  of  the  circulation  in  that 
limb.  All  the  fingers  of  her  right  hand  became  of  slaty  color, 
cold,  and  anaesthetic,  and  the  patient  suffered  at  the  same  time 
most  acute  pains  ;  the  radial  pulse  was  totally  gone.  Here  — 
i.  e.,  in  this  stage,  after  all  other  means  failed  —  electricity,  after 
Dr.  Duchenne's  method,  was  hastily  adopted,  and  after  only  ten 
minutes,  the  girl  cried  out  that  she  was  able  to  move  her  fin- 
gers, and  she  did  move  them  ;  the  pains,  that  had  been  agoniz- 
ing, ceased  ;  the  radial  pulse  reappeared ;  sleep,  which  had 
been  wanting  for  five  nights,  was  at  once  enjoyed ;  but  upon 
waking,  the  pains  returned.  After  each  seance  the  pains  were 
calmed,  stiffness  of  the  fingers  was  less  firm,  the  night's  rest 
became  good  ;  the  rigidity  of  the  arm  soon  disappeared  after 
the  first  seance^  and  the  throbbing  of  the  arteries  was  established 
as  natural.  AVhat  was  very  rcmarkal)le,  from  the  second  day, 
there  was  produced,  after  each  treatment,  a  profuse  transpira- 
tion from  the  fingers  of  a  very  fetid  odor.  In  seven  days,  the 
color  and  warmth  of  the  hands  were  mostly  restored,  although 
her  general  health  was  evidently  broken  and  poor.  AVe  see, 
however,  that  the  local  good  effects  of  the  currents  were  in- 
contestably  evident.     (See  pp.  412, 477  Note  C,  and  App.  F,G.) 

Aphonia^  or  Loss  of  Voice. 

Dr.  Grapengeesser,  a  German  physician,  cured  a  case  of 
aphonia  by  means  of  voltaic  electricity,  as  long  ago  as  1801. 
He  drew  a  blister  on  each  side  of  the  throat,  as  had  been  recom- 
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mended  by  Baron  Humboldt.  After  removing  the  raised  cuti- 
cle, he  applied  to  one  of  these  sores  a  small  plate  of  silver,  and 
to  the  other  a  small  plate  of  zinc.  These  two  plates,  being 
first  bound  on  the  sides  of  the  larynx  of  the  patient,  were  then 
brought  into  metallic  contact  by  means  of  the  two  connecting 
wires,  which  were  brought  togethefr  and  twisted.  This  was 
borne  but  for  a  quarter  of  an  hour.  The  larynx  began  to 
heave  convulsively,  and  there  appeared  also  an  abundant  flow 
of  ichorous  fluid  from  the  raw  surfaces,  and  a  sighing  or  sob- 
bing continued  for  some  time.  There  was  soon  observed  a  free 
expectoration  of  mucus,  which  was  followed,  in  the  course  of 
two  hours,  with  some  little  voice.  This  primitive  "  localized " 
galvanizing  was  thus  repeated  from  day  to  day  for  a  few  more 
times,  and  which  was  attended  with  like  phenomena,  when  the 
voice  and  power  of  the  throat  were  perfectly  restored.  The  loss 
of  voice  in  this  case,  I  should  have  said,  was  of  several  years' 
standhig. 

In  the  Dublin  Quarterly  Journal  for  February,  1847,  is 
recorded  a  case  much  the  same,  and  which  was  treated  in  the 
same  manner,  and  with  the  same  good  result.  But  in  this 
instance,  the  improvement  in  the  voice  began  in  the  evening  of 
the  very  first  day,  after  the  first  application  of  the  metal  plates 
to  the  blistering  on  the  sides  of  the  throat.  The  case  continued 
to  improve  until  the  fourth  day,  when  the  voice  was  again  lost. 
But  the  process  being  repeated,  and  this  time,  moreover,  the 
apparatus  being  allowed  to  remain  on  all  night,  this  was  fol- 
lowed with  the  other  effects  in  permanently  restoring  the  voice, 
which  continues. 

Dr.  Duchenne  gives  an  account  of  two  cases  of  hysterical 
aphonia,  one  of  six  months'  standing,  and  the  other  of  more 
than  two  years,  both  of  which  he  treated  and  cured  by  the 
direct  Faradaic  use  of  electro-magnetism,  directed  to  the  larynx. 
He  also  makes  mention  of  other  cases  of  cures,  but  he  mentions 
no  failures. 

Dr.  Althaus,  of  London,  appears  to  have  had  ample  facilities 
for  trying  electro-magnetism  in  hysterical  aphonia.  Of  the 
fifteen  cases  he  saw,  two  were  married,  thirteen  were  single,  and 
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the  most  of  them  were  under  thirty  years  of  age.  In  no  cases, 
he  says,  were  the  signs  of  such  a  morbid  state,  either  of  inflam- 
mation or  of  ulcemtioii  of  the  larynx,  as  would  have  accounted 
for  the  loss  of  voice.  But  the  affection  consisted  merely  in  the 
loss  of  power  in  the  nerves  and  muscles  of  the  larynx.  One 
case,  he  says,  was  sufferiiig  from  a  venereal  disease,  and  the 
merely  paralytic  character  of  the  complaint  might  possibly  have 
been  overlooked.  There  was  a  syphilitic  eruption  over  the  skin, 
and  a  large  node  over  the  right  eyebrow,  so  that  by  a  superficial 
examination  one  might  have  been  led  to  the  diagnosis  of 
aphonia,  resulting  from  syphilitic  ulceration  of  the  larynx,  but 
the  signs  of  such  ulceration  were  not  present.  A  few  appUca- 
tions  of  electricity  proved  beneficial.  In  some  other  of  these 
cases,  there  was  a  thickening  of  the  mucous  membrane  of  the 
larynx ;  others  had  taken  a  cold  just  before ;  others  did  not 
know  of  any  cause,  but  on  awaking  in  the  morning,  found  the 
power  of  voice  gone.  The  voice  was  totally  lost  in  all  these 
cases,  but  some  of  the  patients  were  able  to  whisper  by  move- 
ments of  the  lips  and  tongue.  All  complained  of  a  sore  feeling 
in  the  throat ;  four  of  them  felt  pain  in  or  about  the  chest,  and 
in  the  epigastrium ;  three  were  irregular  as  to  the  time  of 
entrance  of  the  catamenia,  but  amcnorrlioea  was  not  present  in 
any  one  of  them.  In  two  cases,  aphonia  was  only  one  of  the 
symptoms  of  a  deep  hysterical  disturbance  of  the  whole  nervous 
system,  for  these  patients  suflercd  from  glol)us,  headache, 
cramps,  <tc.  Dr.  Althaus  says,  in  order  to  give  electro-thera- 
peutics a  fair  trial  in  all  these  cases,  he  employed  no  other 
sort  of  medication.  He  used  mild  induction  currents,  mostly 
directed  to  the  crico-thyroid  muscles,  and  also  to  the  recurrent 
nerves.  This  proved  beneficial,  for  out  of  the  fifteen  cases, 
eleven  were  cured  in  a  very  short  time.  Faradaization  proved 
unsuccessful  in  four  cases,  which  had  been  of  long  standing. 
But  in  the  eleven  uncomplicated,  which  had  not  over  four 
months'  standing  in  any  of  them,  he  obtained  the  following 
results:  One  case  was  cured  by  one  application  of  electro- 
magnetism,  the  voice  returning  in  about  three  or  four  hours 
after  the  seance.    Two  cases  were  cured  by  three,  and  the  other 
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eight  eases  by  four  applications  eacli.  In  six  cases,  when  the 
voice  did  return,  it  was  at  once,  and  as  strong  as  it  hail  ever 
t>ccu.  In  five  of  these  patients,  there  was  an  evident  incvaase 
in  the  sonorousness  of  the  voice,  which  was  discernible  from  the 
beginning  to  the  end  of  the  treatment. 

A  severe  and  long  standing  case  of  aphonia  in  a  man,  cured 
by  means  of  galvanism,  is  thus  reported  in  the  London  Lancet : 
"  Theodore  M.,  24  years  of  age,  of  sanguine  temperament  and 
robust  constitution,  had  enjoyed  good  healtli  until  an  affray, 
which  was  followed  by  a  violent  fit  of  epilepsy,  and  the  sequel  of 
this  was  entire  loss  of  voice.  To  restore  this,  local  and  general 
bleedings  and  antiplilogistic  measures  of  all  kinds  were  employed 
without  effect.  The  tongue  was  now  enlarged,  reddened,  and 
dry,  and  tlic  blood  vessels  around  its  base  were  much  dit-tended. 
Taste  was  still  perfect,  but  the  movements  of  the  tongue  and  of 
the  larynx  were  performed  with  the  greatest  difficulty.  Leeches 
to  tlie  sides  of  the  tongue,  and  other  active  remedies,  as  tartar- 
emetic  plaster,  was  placed  over  the  larynx  ;  but  all  these  means 
failed  to  restore  a  healthy  action  in  the  parts  adjacent.  Sixteen  ■ 
months  after  the  attack,  the  primary  ciirrent  of  a  battery  of  50 
pairs  was  em|»Ioyed,  by  placing  the  positive  electrode  over  the 
cervical  vertebra,  while  tlie  negative  was  upon  the  parts  affected. 
On  the  first  day,  "200  shocks  were  thus  given  ;  and  on  the  second 
day,  300  shocks  ;  but  no  perceptible  good  or  ba<i  effects  followed, 
Two  days  were  allowed  to  elapse,  and  then  a  battery  of  70  pairs 
of  plates  was  used,"  (the  kind  of  battery  not  given,)  "  so  that 
some  300  shocks  were  at  tliis  time  given.  The  patient  was  now 
found  acutely  sensitive  to  the  action  of  electricity,  and  a  lapse 
of  five  days  was  permitted  to  intervene  before  its  fourth  applica- 
tion, which  then  consisted  of  400  shocks,  performed  with  the 
same  battery,"!  Tlie  reporter  of  this  case  says,  "'Whether  these 
shocks  had  been  administered  too  precipitately,  or  whether  hie 
system  had  become  more  susceptible  to  galvanism,  the  patient, 
after  this  last  application,  became  much  more  agitated,  and  sub- 
sequently fainted  for  a  short  time.  Next  day  he  suffered  in- 
tense headache,  his  face  was  flushed,  eyes  lustrous,  pulse  full 
and  strong,  from  which  state  he  was  relieved  by  copious  bleed- 
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ing.  But  lie  now,  for  the  first  time,  gave  utterance  to  hoarse 
sounds.  After  a  delay  of  six  days  the  battery  of  50  pairs  was 
again  employed,  and  300  shocks  more  were  given.  The  same 
treatment  was  repeated  every  two  or  three  days,  and  then,  at 
similar  intervals,  400  shocks  were  given  with  the  70  pair  batte- 
ly.  The  voice,  meanwhile,  and  the  motive  power  of  the  tongue 
and  larynx,  gradually  returned  to  their  normal  condition  ;  and 
after  the  twelfth  such  seance,  the  patient  was  completely  re- 
stored. The  deduction  drawn  from  this,  by  the  surgeon  who  has 
reported  the  case,  is,  that  no  nervous  aficction  whatever  should 
ever  bo  regarded  as  incurable,  until  electricity,  in  some  form  or 
method,  has  been  fairly  tried  and  found  to  fail." 

I  have  quoted  the  foregoing  case,  not  as  an  example  of  treat- 
ment, by  any  means,  but  to  show  an  heroic  procedure,  that  should 
rather  be  avoided  than  imitated.  Supposing  the  galvanic  batte- 
ry to  have  been  the  most  mild,  i.  e.,  constant,  —  as,  for  example, 
the  improved  Daniell's  battery,  and  only  twenty-five  cups  were 
used, — if  directed  by  a  small  electrode  to  the  trunk  of  the  affected 
nerves,  with  some  dozen  interruptions  for  three  minutes  at  each 
seance,  I  believe  the  same  good  result  would  have  followed,  with- 
out the  least  hazard.  And  probably  it  would  be  better  still  to 
employ  electro-magnetism  first,  by  means  of  small  electrodes  di- 
rected stabile^  to  the  trunk  and  branches  of  the  nerve  affected, 
and  tlien  finishing  the  seance  by  employing  larger  sponge  elec- 
trodes hihile,  botli  over  the  throat,  cervical  plexus  and  region, 
as  well  as  over  the  throat  and  down  the  sternum. 

Professor  Sedillot,  of  Strasburg,  lately  brought  a  case  of  com- 
plete dumbness  and  aphonia  ("  deaf  and  dumb")  of  twelve  years' 
standing,  which  he  rapidly  cured  by  means  of  electricity,  before 
the  Academy  of  Sciences  of  Paris.*  The  details  run  thus ;  "  The 
patient,  a  woman  30  years  of  age,  had  been  visited  12  years  be- 
fore admission,  (Nov.  19,  1855,)  with  complete  dumbness  and 
aphonia,  in  consequence  of  a  fright.  Various  modes  of  treat- 
ment had  been  tried  without  success.  The  patient  understood 
every  thing  said  around  her,  and  answered  by  gestures,  but 
could  utter  neither  word  nor  sound.     The  tongue  was  retracted 

*  Braithewaite*s  Retrospect,  No.  34,  p.  30. 
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and  directed  upwards,  the  woman  not  being  able  to  bring  the 
apex  of  the  tongue  in  contact  with  tlie  teeth.  Deglutition  and 
general  health  good. 

"  Professor  Sedillot  suspected  here  a  paralysis  of  the  muscles 
connected  with  the  cordce  vocales.  Inductive  electricity  was 
therefore  prescribed.  One  pole  was  placed  alternately  on  differ- 
ent parts  of  the  tongue,  while  the  other  electrode  was  on  the 
mastoid  process,  or  under  the  lower  jaw,  or  on  the  superior  and 
posterior  region  of  the  neck,  or  on  some  part  of  the  face.  Some 
pain  was  thus  experienced,  but  the  tongue  moved  more  freely. 
The  first  sitting  lasted  merely  a  few  minutes,  and  was  not  re- 
peated until  one  week  after,  owing  to  a  severe  headache  which 
had  followed  the  application.  After  the  second  sitting,  the 
tongue  could  be  protruded  between  the  lips,  and  the  patient  be- 
gan to  talk  distinctly,  though  the  voice  had  not,  as  yet,  quite 
returned.  Pain  was  experienced  in  the  region  of  tlio  styloid 
process  and  the  hyoid  bone,  when  efforts  at  articulation  were 
made,  depending,  very  probably,  on  the  fatigue  of  the  muscles 
which  had  but  just  recovered  their  tone.  The  improvement  be- 
came more  and  more  manifest  by  a  few  more  sittings ;  and  a 
fortnight  after  the  last  seance^  the  patient  returned  home,  per- 
fectly restored.  Several  cases  of  recovery  of  speech  by  the 
means  of  electricity  have  been  recorded,  but  none  in  which 
the  affection  was  of  such  long  standing,  and  then  so  rapidly 
cured." 

The  author  could  add  hero  quite  a  list  of  cases  of  nervous  or 
atonic  ''  loss  of  voice,"  both  in  the  hysterical  and  others,  that 
have  been  successfully  treated  and  cured  by  the  application  of 
electro-magnetic  currents  to  the  throat,  tongue,  and  parts  affected. 
Cold  air  blowing  directly  upon  the  uncovered  neck  appears  to 
have  been  the  cause  of  this  affection  in  some  of  these  cases, 
while  various  debilitating  causes  produced  the  affection  in  oth- 
ers. Over-singing,  or  going  immediately  into  the  cold  after 
speaking  or  singing,  bad  dentistry,  or  slight  chronic  bronchitis 
appears  to  have  preceded  one  and  anotlier  troublesome  case. 
Dr.  H.  I.  Bowditch  sent  to  me  the  past  winter  a  patient  with 
complete  aphonia  for  electrical  treatment  —  a  Mrs.  K.,  twenty- 
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eiglit  years  of  age,  who  had  overtaxed  her  voice  at  a  social  gath- 
ering. This  lady  was  a  mother  of  three  children,  and  herself  ap- 
pearing to  be,  otherwise,  in  excellent  health  ;  but  her  voice  was 
totally  gone,  and  had  been  so  for  months,  in  spite  of  medical 
treatment  and  patient  waiting. 

The  treatment  for  the  foregoing  case  was  performed  ex- 
clusively with  the  electro-magnetic  current.  The  seance  was 
usually  commenced  by  using  large  moist  sponge  electrodes, 
and  placing  the  positive  on  the  back  or  side  of  the  neck,  while 
with  the  negative  one  labile^  i.  e.,  as  it  were,  bathing  the  throat, 
the  upper  sternal  region,  and  the  upper  portions  of  the  pecto- 
ral muscles  with  this  brisk  current  of  electricity  for  about 
one  minute,  to  work  up  a  degree  of  susceptibility ;  then  these 
were  replaced  by  very  small  and  covered  metal  electrodes,  or 
small  sponge-tipped  ivory  electrodes,  which  were  planted,  the 
one  on  the  middle  posterior  border  of  the  sterno  cleido  maS" 
toideus  muscle,  while  the  other  was  swept  along  over  the  front 
of  the  throat,  producing  as  strong  throat  muscle  contractions 
as  possible,  first  by  a  down-running  current,  then  by  an  up- 
running  one,  but  occupying  certainly  the  most  of  the  time  of 
each  sitting,  (which  was  some  five  or  six  minutes  in  all,)  with 
the  current  running  downward,  or  direct.  This  was  reversed 
from  time  to  time  —  say  five  or  six  times  during  as  many 
minutes.  It  was  repeated  daily,  and  then  every  other  day, 
for  a  fortnight,  when  there  was  a  marked  improvement.  From 
this  time  the  voice  returned  gradually,  so  that  in  two  months 
she  could  sing  with  the  same  sweetness  and  power  as  ever. 
The  gradual  restoration  led  me  to  reckon  this  as  more  a  case  of 
local  muscular  atony,  than  a  pure  "  nervous"  affection  ;  for  the 
hysterical  cases,  so  far  as  my  observations  go,  recover  instanter 
when  they  do  at  all.  The  Humboldt  battery  is  capable,  of 
itself,  to  work  a  cure  in  the  nervous  cases,  if  simply  worn  a 
part  of  the  time.     (See  pp.  337,  477,  and  Appendix.) 

Dr.  Charles  A.  Lee,  of  New  York,  testifies  decidedly  in  favor 
of  the  more  frequent  resort  to  electro-magnetism  in  the  various 
partial  palsies  that  occur,  as  the  sequels  of  various  diseases. 
He  says,  "  I  have  certainly  derived  signal  benefit  in  very  many 
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cases  of  local  palsy,  from  the  employment  of  electricity  applied 
to  the  paralyzed  muscles  iu  currents  of  moderate  intensity, 
gradually  increased  in  force  during  the  seance ;  and  although 
there  are  cases  that  will  not  be  so  benefited  by  it,  yet  there 
are  others  which  will  yield  most  readily  to  the  judicious  and 
repeated  applications  of  this  remedy."  * 

Finally,  I  lay  it  down  as  a  rule^  that,  in  all  such  cases  as 
admit  of  the  external  and  internal  use  of  stimuli  or  tonics^  as 
in  the  asthenic  and  more  chronic  cases,  such  are  also  proper 
cases  to  receive  prudent  trials  in  electro-therapeutics  ;  and 
currents  of  moderate  electro-magnetism  are  my  first  choice^ 
usually,  for  this  purpose.  If  this  is  received  favorably,  (i.  e., 
for  tlie  better,)  or  even  negatively,  (i.  e.,  harmlessly,)  say  for 
two  or  three  seances^  then  I  conclude  that  still  more  good 
may  be  developed  by  the  disturbing ^  chemical  action,  or  from 
the  direct  caialytical  in-working  of  galvanic  currents,  or  even 
from  stronger  currents  of  induction,  or  from  static  shock,  or 
sparks  drawn  from  the  throat  muscles. 


CHAPTER   VIII. 

SPASTIC  DISEASES.  -  CRAMPS,  SPASMS,  CONVULSIONS. 

Db.  Marshall  Hall  maintained  that  the  spinal  system  is 
the  source  and  seat  of  all  the  classes  of  convulsive  diseases. 
There  are,  he  says,  several  important  physiological  facts  to  be 
noted,  (and  here  we  condense  his  statements,)  viz. :  — 

1.  If  we  puncture,  or  lacerate,  or  otherwise  injure  the  cere- 
brum or  cerebellum,  or  the  cerebral  nerves  of  special  sense,  in 
every  possible  manner,  we  observe  no  results  —  no  phenomena^ 
no  expression  of  pain,  no  excited  movement.  The  cerebral 
system,  in  all  its  parts,  is,  in  this  respect^  inexcitable. 

2.  K  we  touch  any  part  of  the  spinal  system,  and  especially 
the  spinal  centre,  with  the  mere  point  of  a  needle,  if  ever  so 
slighUy^  then  there  are  inuuediately  excited  muscular  move> 

*  See  a  French  work  *'  Diptheritic  Paralj/ns, "  by  M.  Manigault. 
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ments,  spasms,  or  convulsions.  The  spinal  system  is,  in  all  its 
parts,  excitor  —  excito-motor.  These  important  facts  constitute, 
according  to  liim,  the  foundation  of  all  our  knowledge  of  the 
diseases  of  the  nervous  system,  and  are  the  very  source  of  all 
diagnosis  in  regard  to  them.  These  facts  hold  good  in  regard 
to  the  living  human  body.  By  experiment  and  by  observation, 
then,  vrc  are  led  to  these  conclusions :  — 

8.  No  lesion  of  the  cerebral  system,  if  limited  to  the  cere- 
brum^ can  be  attended  by  spasm  or  convulsion. 

4.  No  structural  lesion  of  the  spinal  system,  short  of  absolute 
destruction,  can  possibly  occur  without  exciting  spasm  or  cor^ 
vuhion.     If  the  destruction  is  complete,  then  there  is  palsy. 

If,  in  affections  of  the  cerebral  system,  we  observe  spasm  or 
convulsion,  it  is  because  it  is  not  limited^  in  itself  or  in  its 
effects,  to  the  cerebral  system.  Thus  congestion  of  the  centre  of 
the  cerebral  system  may,  as  in  hanging,  become  extended  to  that 
of  the  spinal  system,  and  then  spasm  or  convulsion  appears. 

Again,  aflFections  of  the  spinal  centio  may  consist  of  mere 
light  or  gently-applied  pressure^  not  in  absolute  lesion  of  tis- 
sue ;  and  then  paralysis,  not  spasm  or  convulsion,  will  be 
observed.  Or  it  may  consist  in  sudden  or  violent  shocks  or  in 
utter  destruction  ;  and  then,  I  need  scarcely  say,  paralysis,  and 
not  spasm  or  convulsion,  w411  occur.  All  this  we  have  seen 
demonstrated  l)y  experiment ;  all  this  you  will  see  again  and 
again  in  your  observation  in  clinical  practice,  and  especially  in 
the  surgical  wards.  AVhat  a  means  of  diagnosis^  then,  have  we 
obtained  by  these  simple  physiological  facts !  How  has  phys- 
iology become  our  guide  in  practice !  I  have  thus  explained 
to  you  how  disease  of  the  cerebral  centre  may,  by  pressure 
downward^  affect  the  spinal  centre.  But  another  question 
arises  —  How  docs  a  disease  of  the  spinal  system,  as  a  pure 
convulsive  malady,  affect  the  cerebral  ?  —  for  such  is  a  fre- 
quent event,  as  we  observ'c  in  epilepsy. 

"  Notice  what  occurs  in  the  most  marked  cases  of  this  dire 
malady.  The  head  becomes  fixed,  or  there  is  torticollis ,  by  the 
action  of  the  muscles  of  the  neck  —  a  trachelismus  ;  the  jugu- 
lar and  other  veins  of  the  neck  are  compressed  ;  the  capillaries 
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of  the  neck,  the  face,  and  of  the  intracranial  structures  are 
congested ;  the  veins  swell,  the  arteries  throb  ;  the  cerebral 
centre  now  becomes  implicated.  All  is  intelltffible  ;  all  is 
explained  ! 

"  Affections,  then,  of  the  centre  of  the  cerebral  system  are  ex- 
tended to  that  of  the  spinal  system  —  to  the  medulla  oblongata 
by  the  downward  pressure  ;  while  affections  of  the  spinal  system 
are  extended  back  again  to  the  cerebrum  by  trachetismus  I 
That  all  this  is  so  is  demonstrable.  That  it  is  always  so,  is,  per- 
haps, what  I  ought  not  to  assert.  And  does  it  not  constitute  a 
beautiful  specimen  of  the  physiology  of  disease  ?  Such  is  the 
whole  of  our  recent  views  of  epilepsy^  and  of  the  class  of  con- 
vulsive diseases  as  observed  in  the  clinical  wards. 

"  Observe,  now,  with  me,  an  experiment  or  two.  I  have  re- 
moved the  cerebral  centre  of  this  frog.  Its  spinal  system  is 
still  most  lively  and  energetic.  I  take  and  rub  tlie  toe  between 
my  thumb  and  finger  ;  you  observe  the  almost  convulsive  move- 
ments produced  ;  I  now  touch  the  upper  part  of  the  spinal  cen- 
tre with  this  needle,  and  you  see  the  animal  is  thrown  into  the 
most  violent  convulsions !  Now,  these  experiments  are  types  of 
disease ;  they  are  the  types  of  epilepsy  and  other  convulsive  dis- 
eases. The  first  experiment  is  the  type  of  eccentric  epilepsy. 
The  second  experiment  is  the  type  of  centric  epilepsy.  The  first 
was  induced  by  an  excitant  applied  to  a  part  of  the  spinal  sys- 
tem at  a  distance  from  its  centre ;  the  second,  to  that  centre 
itself  So  is  it  in  epilepsy.  So  is  it  in  convulsive  diseases  gen- 
erally in  the  human  family.  Do  not  these  simple  and  illustra- 
tive facts  interest  you  ?  They  are  of  the  deepest  interest.  Do 
you  not  now  perceive  how  dentition,  and  gastric,  and  enteric, 
and  uterine  irritation  may  excite  spasms  or  convulsions,  or  even 
epilepsy  ? 

"  You  see,  again,  the  violent  convulsions  which  I  excite  by 
touching  the  spinal  centre  of  this  frog  by  this  needle.  Such  is 
the  dire  state  of  things  in  centric  epilepsy,  whether  this  be  of 
organic  origin^  or  have  been  organic  in  its  course ;  whether  it  be 
congenital  on  the  one  hand,  or  inveterate  on  the  other.  The 
cases  of  epilepsy  which  occur  in  private  practice  are,  for  the 


586  ELECTRO-THERAPEUTICS. 

most  part,  of  the  former  or  eccentric  kind,  and  are  curable; 
however,  for  many  reasons,  they  are  difficult  of  cure. 

"  The  chain  of  events  in  epilepsy  and  other  convulsive  dis- 
eases may  be  pursued  link  by  link.  The  eccentric  causes  act  on 
the  eisodic  nerves,  thence  on  the  spinal  centre,  (medulla  oblon- 
gata,) and  thence  along  exodic  nerves  on  the  various  muscles. 
Of  these,  few,  many,  or  all,  may  be  affected,  and  the  malady 
may  be  the  very  slightest,  or  the  very  direst.  Amongst  the  rest 
—  I  was  about  to  say,  chief  among  the  rest — are  tJte  muscles 
of  the  neck  and  larynx.  By  the  contraction  of  the  muscles  of 
the  neck,  the  veins  of  the  neck  are  compressed,  as  I  have  already 
noticed,  and  the  extra-cranial  and  intra-cranial  tissues  and  or- 
gans become  affected  with  venous  congestion  and  all  its  conso- 
qnences.  Nay,  I  am  disposed  to  say,  that  in  every  case  in  w^hicli 
there  is  such  venous  congestion  of  the  neck,  face,  eyes,  brain,  it 
arises  from  this  trachelismus,  either  latent  or  evident.  By  the 
contraction  of  the  muscles  of  the  larynx  in  laryngismus,  —  this 
vital  inlet  to  the  respiration,  combined,  as  it  usually  is,  with 
breath  struggles^  —  I  believe  is  the  direst  form  of  epilepsy,  with 
its  direst  effects,  as  coma,  mania,  dementia,  &c.,  to  be  produced. 
I  do  not  say  that  these  effects  may  not  arise  in  cases  in  which 
there  is  only  trachelismus,  and  no  laryngismus  ;  but  I  am  con- 
vinced that  they  are  chiefly  the  effects  of  laryngismus,  for  they 
have  subsided  in  cases  in  which  the  laryngismus  has  been  dis- 
armed by  tracheotomy. 

"And  now  you  perceive  in  what  sense  epilepsy  may  be  regarded 
as  a  cerebral  disease.  Cerebral  in  its  very  origin  it  can  never 
be.  It  may  be  intra-cranial  in  its  origin,  because  within  the 
cranium  there  are  many  tissues,  as  the  membranes  from  which 
eisodic  nerves  arise  —  many  such  nerves,  as  the  fifth  pair  espe- 
cially, pursuing  there  a  part  of  their  coiu'se  ;  and  the  medulla 
oblongata  also  —  all  of  whicli  may  be  excited  by  the  presence  of 
an  exostosis,  a  tumor,  or  a  variety  of  causes.  But  I  repeat, 
that  no  disease  of  the  cerebral  centre,  limited  to  that  centre  in 
itself,  and  its  effects,  does  or  can  produce  epilepsy. 

"  Exciting  causes  of  epilepsy  are,  then,  first — the  spinal  system^ 
the  neck  —  the  encephalon.     Such  are  the  order  or  links  of  tliis 
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chain  of  pathology.  There  remains  another,  to  which  I  must 
now  draw  your  special  attention :  it  is  the  medulla  oblongata, 
with  its  pneumogastric  nerve.  I  have  already  adverted  to  laryn- 
gismus as  giving  to  epilepsy,  and  to  convulsions  generally,  its 
most  formidable  character.  This  form  of  laryngismus  is  spas- 
modic or  convuhive,  and  excited  through  the  spinal  system. 

"  But  there  is  another  form  of  laryngismus  to  which  I  refer. 
After  a  severe  epileptic  convulsion,  the  patient  is  left  in  a  state 
of  coma,  or,  as  it  may  be  termed,  of  simple  apoplexy.  This* 
condition  may  prove  fatal.  The  respiration  becomes  stertorous, 
that  is,  there  is  laryngismus.  But  this  laryngismus  is  very  dif- 
ferent from  that  just  before  described.  This  is  less  complete, 
but  more  persistent ;  it  is,  indeed,  permanent.  Some  one  has 
said,  in  rather  familiar  phrase,  "  the  patient  snores  his  life 
away."  This  laryngismus  is  not  like  the  fonner,  which  was 
spasmodic,  but  is  paralytic.  It  is  owing  to  compression  or 
congestion  —  an  apoplectic  state  —  of  the  medulla  oblongata, 
and  paralysis  of  the  pneumogastric  nerve,  in  which  every  branch 
of  it,  as  well  as  the  recurrent  laryngeal,  is  implicated.  There  is, 
then,  complete  apoplexy  of  the  medulla  oblongata,  and  paralysis 
of  the  pneumogastric  nerve ! 

"  What  phenomena  do  we  observe  as  occurring  in  the  coma, 
or  simple  apoplexy,  seen  after  a  severe  epilectic  seizure  ?  We 
see  paralytic  laryngismus,  impeded  respiration,  augmented  apo- 
plexy. We  also  obsen  e  —  or  rather  I  have  observed  —  a  dif- 
fused bronchial  rattle,  the  effect  of  paralysis  of  the  bronchial 
and  pulmonary  nerve  branches  from  the  pneumogastric  ! 

"  Here  a  most  interesting  phenomenon  presents.  The  cerebrum 
is  not  essential  to  animal  life.  How,  then,  does  apoplexy,  simple, 
cerebral  apoplexy,  destroy  life  ?  It  does  not  do  so.  Apoplexy 
only  destroys  life  indirectly,  as  when  by  its  congestion  from 
downward  pressure  it  implicates  the  medulla  oblongata  and  its 
pneumogastric  nerve.  It  is  by  the  apoplexy  of  this  medulla,  and 
the  paralysis  of  this  nerve,  that  life  is  finally,  in  effect,  destroyed  ! 

"  Generally,  such  a  patient  dies  of  paralytic  laryngismus,  or  of 
laryngeal  asphyxia.  From  this  danger  the  patient  may  be  res- 
cued by  early  tracheotomy.    But  if  the  tracheotomy  be  per- 
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formed,  but  performed  too  tardily,  the  patient,  however  saved 
from  laryngeal  asphyxia,  dies,  after  all,  of  bronchial  asphyxia. 
And  there  are  other  branches  of  the  pneumogastric  nerve  that 
suffer — the  cardiac  and  the  gastric.  The  heart  and  the  stomach 
participate  in  the  partial  or  complete  paralysis  of  the  general 
pneumogastric.  If  the  physician  observes  palpitation  as  a  symp- 
tom in  some  cases  of  epilepsy,  this  is  explained  by  being  aware 
of  the  excitement  of  the  cardiac  branches  of  the  pneumogastric. 
•In  other  cases  there  are  hickups,  eructation,  acidity  of  the 
stomach,  the  eflFccts  of  excitement  of  the  gastric  branches  of 
this  composite  nerve,  viz.,  the  pneumogastric.  Now,  as  in  these 
cases  there  is  a  morbid  actiofi  in  the  heart  and  stomach,  so  in 
deep  epileptic  coma,  there  is  failure  of  the  powers  of  these 
organs. 

"  The  pneumogastric  nerve  is  more  involved  in  epilepsy  than 
it  is  in  otlier  convulsive  diseases.  For  mark,  all  the  phenomena 
just  described  as  observed  in  the  former,  are  again  met  with  in 
the  latter,  only,  of  course,  modified  by  tlie  exciting  causes  and 
the  conditions  of  age  and  sex. 

"  In  infants  there  is  the  same  or  similar  action  of  the  muscles 
of  the  neck,  and  of  the  larynx,  and  of  respiration.  In  puerpe- 
ral convulsions  the  symptoms  are  identically  those  of  epilepsy. 
There  is  a  form  of  epilepsy  which  I  have  not  yet  here  noticed. 
It  is  the  epUepsfj  syncopalis.  Tiie  patient,  instead  of  turning 
purple,  (with  congested  face,)  turns  pale  and  ghastly.  Some- 
times this  syncope  is  fatal  I  So  it  is  in  the  laryngismus  stridulus 
of  infants.  The  little  ])atient  not  unfrcqucntly  dies  suddenly 
—  too  suddenly  to  be  the  effbct  of  asphyxia.  Such  a  case  is 
cardiac  syncopal. 

"  The  laryngismus  stridulus  is  often  excited  hyeriteric  irritation. 
This  is  also  frequently  attended  by  fret  of  the  bladder.  Epilepsy 
is  induced  by  enteric  and  by  uterine  irritation,  and  is  sometimes 
attended  by  involuntary  evacuations  of  the  bladder,  rectum,  <fcc. 
The  urine  is  frequently  found  morbid  in  both  cases." 

Such  are  the  original  views  of  the  great  Marshall  Hall. 

On  the  treatment  of  all  convulsive  diseases,  and  epilepsy  in 
particular,  Dr.  Hall  advises  that  excitement  and  irritants  must 
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be,  as  far  as  possiblo,  avoided.  The  morbid  condition  of  the 
blood  and  of  the  organs  must  be  remedied.  A  low  posture  and 
deep  sleep  must  be  carefully  shunned.  The  neck  must  be  cau- 
tiously ffuarded  against  a  tight  collar^  &c.  This  is  all  perfectly 
sound  in  therapeutics,  however  questionable  may  be  some  points 
in  his  theory.    (See  pp.  222,  264.) 

M.  Flourens  has  shown  that  while  superficial  sections  of  the 
corpora  quadrigemina  produce  no  other  effect  .than  the  impair- 
ment or  loss  of  vision,  deep  sections  produce  general  convulsions. 
"  I  have  been  desirous,"  he  says,  "  of  ascertaining  whether 
the  parts  within  the  cranium,  if  excited  by  the  stimulus  of  gal- 
vanism, would  give  rise  to  any  phenomena  similar  or  analogous 
to  those  produced  by  galvanic  stimulation  of  the  spinal  cord. 
Accordingly,  I  determined  to  subject  them  severally  to  the 
action  of  the  magneto-electric  rotation  machine  —  a  most  con- 
venient instrument  for  physiological  experiments." 

The  trials  were  performed  on  rabbits.  "  I  took  the  spinal 
cord  first ;  here  we  had  the  well-known  tetanic  effects  to  which 
I  have  already  frequently  referred.  Next  I  tried  the  medulla 
oblongata:  the  effects  of  the  stimulation  of  this  organ  were 
much  the  same  as  those  produced  by  irritating  the  cord.  I  then 
tried  the  corpora  quadrigemina  and  the  mesocephale.  Having 
passed  fine  brad-awls  into  the  cranium,  in  such  a  dh'ection  as  I 
had  previously  satisfied  myself  would  lead  to  this  organ,  I  sub- 
jected it  to  the  influence  of  the  machine ;  general  convulsions 
were  produced,  of  a  character  essentially  different  from  those 
which  resulted  from  stimulating  the  spinal  cordj  or  the  medulla 
oblongata.  They  were  combined  movements  of  alternate  con- 
traction and  relaxation ;  flexion  and  extension  affecting  the 
muscles  of  all  the  limbs,  of  the  trunk,  and  of  the  eyes,  which 
latter  rolled  about  just  as  in  epilepsy. 

"On  inserting  the  awls  into  the  hemispheric  lobes  of  the 
brain,  still  diflFerent  effects  were  produced  by  the  application  of 
the  electric  machine.  I  could  observe  nothing  like  true  con- 
vulsions ;  but  slight  convulsive  twitchings  of  the  muscles  of  the 
face  took  place,  which  were  no  more  than  what  would  be  caused 
by  the  stimulus  of  galvanism  acting  upon  the  nerves  of  the  face. 
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These  experiments,  which  I  have  repeated  several  times,  and 
eacli  time  with  like  results,  seem  to  denote  that  convuUions  are 
modified  according  to  the  part  of  the  cerebro-spinal  axis  wliich 
is  primarily  excited  :  if  it  be  the  spinal  cord,  they  are  tetanic ; 
if  the  medulla  oblongata,  they  are  tetanic  likewise,  other  parts 
being  involved ;  if  the  corpora  quadrigemina  and  the  meso- 
cephale,  they  ai'e  epileptic ;  if  the  cerebral  hemispheres,  you 
scarcely  have  any  convulsions,  but  slight  twitchings  of  the 
muscles." 

Dr.  Weber,  in  his  excellent  essay  on  muscular  motion,  pub- 
lished in  Wagner's  "  Handworterbuch "  of  physiology,  refers 
briefly  to  similar  experiments  performed  by  himself  on  the  brain 
of  a  frog,  and  leading  to  the  same  results ;  and  he  d^aws  this 
conclusion,  that  "  the  tonic  convulsions,  as  trismus  and  tetanus, 
are  the  effect  of  disturbance  of  the  functions  of  tlie  spinal  cord ; 
whilst  the  clanic  convulsions  are  due  to  derangement  of  the 
functions  o{  certain  parts  of  the  brain."     (See  p.  222.) 

Thus,  then,  I  come  to  this  conclusion,  respecting  the  parts  of 
the  nervous  system  which  are  directly  concerned  in  the  produc- 
tion of  the  epileptic  paroxysm.  The  part  of  the  encephalon 
primarily  disturbed  is  the  hemispheric  lobes  ;  if  the  disturbance 
do  not  go  beyond  a  certain  point,  the  phenomena  are  limited  to 
simple  loss  of  consciousness  and  impaired  intellectual  action, 
witli  more  or  less  sopor.  But  if  the  disturbance  be  consider- 
able, then  the  tubcrcula  quadrigemina  and  mesoccphale  become 
involved,  and  epileptic  convulsions  are  produced.  If  the  dis- 
turl)aiice  of  this  centre  be  very  great,  the  viedulla  oblongata  and 
tlie  mcdiiJld  spinalis  become  much  excited,  and  the  convulsions 
are  complicated  witli  a  good  deal  of  the  tetanic  character. 
House  painters  or  others  exposed  to  the  contamination  of  lead 
are  apt  after  some  time  to  fall  into  a  fearfully  cachectic  state,  of 
wliich  a  principal  feature  is  the  deficiency  in  red  particles  of 
blood.  I  have  seen  several  persons,  under  these  circumstances, 
become  epileptic  shortly  before  death,  and,  in  fact,  die  in  con- 
sequence of  the  violence  of  the  epileptic  paroxysms.  All  these 
are  striking  instances  to  show  how  blood,  when  deficient  in 
quantity,  deficient  in  one  of  its  most  important  staminal  prin- 
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ciples,  (the  others,  perhaps,  not  being  quite  normal,)  and,  per- 
haps, contaminated  by  the  presence  of  some  foreign  noxious 
principle,  tends  to  the  production  of  the  epileptic  state. 

Experimental  physiology  supplies  us  with  very  striking  facts, 
to  show  that  simply  an  insufficient  supply  of  blood  to  tfie  brain 
is  very  apt  to  occasion  epileptic  convulsions.  Every  one  who  has 
witnessed  the  slaughter  of  sheep,  which  is  effected  by  dividing 
the  great  arteries  in  the  neck,  must  have  observed  the  strong 
convulsions  which  so  frequently  precede  death  in  animals  killed 
in  this  way.  All  animals  killed  by  loss  of  blood  exhibit  the 
same  phenomena  precisely,  and  die  with  convulsions  of  a  more 
or  less  violent  kind.  Such  facts  suggest  the  rationale  of  treat- 
ment for  cure,  which  can  be  done,  in  some  degree  at  least,  by 
electric  currents.  If  we  follow  the  views  of  Dr.  Marshall  Hall, 
we  find  that  the  diseases  of  the  spinal  system  exist  under 
several  forms,  which  admit  generally  of  being  reproduced  in 
experiments  for  the  purpose ;  and  one  great  advantage  in  the 
study  of  experimental  research  in  the  spinal  system,  is,  that 
there  are  thus  frequently  presented  the  "  types "  of  its  dis- 
eases. 

"In  general,"  he  says, "  the  diseases  of  the  spinal  system  occur 
imder  tlie  form  of  spasm,  of  paralysis,  or  of  the  two  combined, 
viz.,  spasmo-paralysis.  They  are  all  primarily  affections  of  the 
excito-motor  muscular  system,  to  the  exclusion  of  the  sentient 
or  cerebral  system  —  a  singular  confirmation  of  a  physiological 
doctrine,  that  these  two  systems  are  totally  distinct  from  each 
other. 

"  Generally,  spasm  consists  in  irritation  of  nervous  tissue,  still 
retaining  its  normal  structure ;  whilst  paralysis  implies  a  lesion 
of  that  structure.  But  the  structure  of  the  nervous  tissue 
must  be  viewed  under  several  aspects ;  thus  this  tissue  may  be 
injured  by  being  lacerated  or  bruised  at  any  given  point ;  but  it 
may  be  strangely  injured  in  a  given  point,  by  injury  inflicted  at 
a  distance,  through  the  means  of  shock.  In  this  manner  spasm 
is  apt  to  lead  to  paralysis,  and  for  the  obvious  reason  that  this 
peculiar  lesion  is  of  the  most  intimate  or  atomic  character,  un- 
like the  division  or  separation  of  its  atoms  by  laceration,  &c. ; 
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the  paralysis,  or  spasmo-paralysis,  so  induced^  is  less  persistent 
than  in  the  latter  case. 

"  This  remark  leads  me  to  the  subject  of  the  excito-motor  pow- 
er itself,  on  which  all  the  movements  connected  with  the  spinal 
system  depend.  This  power  may  be  diminished  or  even  sus- 
pended in  its  energies ;  it  may  be  also  greatly  augmented ;  in 
which  case  there  is  proportionate  susceptibility  to  impressions, 
and  to  excited  actions  the  results  of  those  impressions. 

"  The  former  state  of  things  is  induced  by  all  agents  of  such 
violent  character  as  produce  shock ;  the  latter  is  induced  by 
peculiar  agents,  of  a  chemical  or  physical  character,  which  act 
more  gently  on  the  nervous  structures.  The  same  identical 
agent  may  produce  either  of  these  effects,  indeed,  according  to 
its  degree.  Thus  too  large  a  dose  of  strychnine  speedily  de- 
stroys all  excitability;  a  very  minute  dose,  on  the  contrary, 
induces  the  most  extraordinary  phenomena  of  augmented  ex- 
citability which  we  can  witness.  The  action  of  the  electric  cur- 
rent is  precisely  similar ;  a  very  mild  current  produces  purely 
physiological  effects ;  too  strong  a  current  soon  induces  destruc- 
tion of  the  excitability  of  this  part  of  the  nervous  system.  The 
first  effect  of  decapitation  (of  shock)  in  a  frog,  is  supension  of 
the  excito-motor  power ;  the  second  and  ulterior  effect  is,  or  is 
supposed  to  be,  an  avgmented  susceptibility  to  activity  of  this 
vital  agent.  Electricity,  heat,  and  the  class  of  agents  called 
stimvU^  generally,  may  be  employed  so  as  to  act  as  augmentative 
or  destructive  of  the  excito-motor  nervous  power. 

"  As  an  example  of  these  effects,  I  may  mention,  for  the  benefit 
of  those  wlio  have  not  performed  an  experiment,  that  immedi- 
ately after  decapitation  of  the  frog,  no  reflex  actions  are  pro- 
duced, on  irritating  the  foot ;  it  is  here  diminished  excitability, 
the  effect  of  shock.  On  administerin^r  a  minute  dose  of  strvch- 
nine,  on  the  contrary,  the  touch  even  of  a  feather  induces  reflex 
action  of  a  tetanic  force  and  character. 

"  From  experiments  we  learn  that  this  augmented  susceptibility 
or  excitability  may  exist  in  force ^  without  existing  in  action.  A 
frog  may  be  under  the  influence  of  strychnine,  yet,  if  not  actually 
excited^  it  may  remain  quiescent,  relaxed  in  postui'o ;  it  is  tctan- 
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odey  without  being  tetanic,  aflfording  a  type  and  idea  of  certain 
diseases  of  the  spinal  system  of  the  deepest  interest  —  one  on 
which  the  rational  of  the  symptoms  and  the  adaptation  of 
remedies  alike  and  equally  depend. 

"  Now,  in  this  point  of  Tiew,  the  effect  of  strychnine  on  the 
frog  presents  the  tt/pe  of  hydrophobia.  In  both  the  blood  is 
poisoned ;  in  both  the  spinal  system  is  in  a  condition  of  ex- 
tremely augmented  excitability^  without  being  necessarily  excited. 
Avoid  all  excitation,  and  the  frog  recovers.  Apply  excitation 
of  the  mildest  character,  continuously,  and  the  frog  speedily 
dies ;  heife  an  experiment  accurately  presents  not  only  the  type 
of  the  malady,  but  of  the  treatment. 

"  In  this  experiment,  as  in  hydrophobia  itself,  we  have  two 
conditions,  one  of  excitability^  the  other  of  actual  excitement^ 
according  as  excitation  is  averted  or  admitted.  I  propose  to. 
designate  the  former  condition  by  the  termination  ode^  the  latter 
by  that  of  ic.  The  frog,  unexcited,  is  still  tetanorfe ;  excited,  it 
becomes  tetanic.  The  patient  affected  with  hydrophobia  is  hy- 
Aio^ohode ;  is  he  necessarily  hydrophobic  ?  The  former  state 
admits  of  recovery ;  the  latter  soon  destroys. 

"  In  this  point  of  view  we  may  consider  other  diseases  of  the 
spinal  system.  The  patient  affected  with  tetanus  is  not  neces- 
sarily tetanic ;  he  is  only  tetanorfc.  If  excited,  he  dies.  What 
if  he  were  or  could  be  preserved  absolutely  from  all  excite- 
ment? He  dies  of  violent  and  exhausting  spasms.  These 
spasms  are  reflex  actions ;  reflex  actions  are  necessarily  excited. 
Remove  all  excitation,  and  the  spasms  —  that  is,  the  cause  of 
death  —  would  be  averted. 

"  In  like  manner,  the  newly-decapitated  snake  is/w//  of  excitor 
and  motor  power,  yet  free  from  movement,  unless  an  excitant 
be  applied.  So  also  of  certain  forms  of  convulsive  disease  in 
infants  and  in  adults.  The  patients  are  spasmatorfc  or  spas- 
matic,  according  as  they  are  excited  or  preserved  from  excite- 
ment. The  diflFerence  throughout  is  that  of  the  predisposition  to 
or  actual  condition  of,  spasmodic  action  ;  or  that  of  excitability 
and  incitement.    The  former  may  subside,  the  latter  destroys. 

"  The  further  difference  between  hydrophobia  and  tetanus  is, 
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that  the  former  is  induced  through  the  medium  of  the  bloody 
the  latter  through  that  of  an  incident  nerve.  Of  the  former, 
the  frog  aflTected  with  strychnine  presents  the  exact  tj/pe  ;  of  the 
latter  I  doubt  whether  we  possess  an  exact  type  in  any  experi- 
ment. No  experiment  has  been  devised,  to  my  knowledge,  to 
induce  augmented  excitability  of  the  spinal  system  through  the 
medium  of  an  incident  nerve  or  nerves,  or  of  any  part  of  the 
spinal  system.  It  is  said  that  the  decapitated  batrachian  is  more 
excitable  than  the  whole  or  entire  animal.  But  this  I  think  is 
a  mistake.  The  effects  of  excitation  are  controlled  by  efforts 
of  volition  in  the  perfect  animal,  but  are  uncontrolled  in  the 
decapitated  animal.  The  difference,  therefore,  is  rather  ap- 
parent than  real." 

Epilepsi/. 

Epilepsy^  according  to  Dr.  Todd,  has  its  primary  source  or 
"first  cause"  more  frequently  in  the  obviously  disordered  nutri- 
tion of  some  of  the  more  important  organs,  and  it  is  most  prob- 
able that  the  brain  itself,  or  rather  some  portion  of  it,  is  impli- 
cated. This  can  result,  moreover,  from  a  great  variety  of 
causes,  mental  or  physical ;  in  any  case,  however,  it  may  then 
long  continue  as  a  mere  disease  of  habitj  wliich  electric  cur- 
rents may  greatly  aid  in  curing.     (See  Appendix  F,  Note  2.) 

"  The  patliology  of  convulsive  diseases,  as  now  understood," 
says  Dr.  Todd,  "  seems  to  show  that  if  the  nervous  disturbance 
does  not  go  beyond  a  certain  point,  the  phenomena  are  limited 
to  loss  of  consciousness  and  impaired  intellectual  action,  and 
this  with  more  or  less  sopor.  If,  however,  the  disturbance  be 
more  considerable,  then  epileptic  convulsions  are  produced.  If 
there  is  a  still  greater  or  more  profound  disturbance  of  the 
tvbercula  quadrig-emina^  then  the  medulla  oblongata  and  spinalis 
become  excited,  and  tlie  convulsions  are  complicated  with^  a 
good  deal  of  the  tetanic  character.  Looking,  then,  to  the  whole 
assemblage  of  ganfflionic  centres  interposed  between  the  cere- 
brum and  the  spinal  cord,  as  on  the  one  hand  including  the 
centres  of  sensation,  and  probably  also  of  the  consciousness  of 
the  cerebral  operations,  as  well  as  impressions  on  the  organs  of 
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sense,  and  on  the  other  as  forming  the  summit  of  the  apparatus 
from  which  motions  are  directly  excited,  we  cannot  but  think 
that  they  are  the  parts  of  the  encephalon  primarily  affected, 
and  that  the  affection  of  the  hemispheres  is  ratlier  secondary." 
Although  the  loss  of  consciousness  and  convulsive  movements 
are  usually  combined  in  the  epileptic  paroxysm,  the  morbid 
action  radiating  upward  into  the  cerebrum,  and  downward 
into  the  motor  arrangements,  either  may  therefore  occur 
independently  of  the  other.  The  loss  of  consciousness  is  evi- 
dently the  primary  and  essential  phenomenon  in  epilepsy ;  the 
disturbance  of  the  intellectual  functions  is  obviously  secondary 
and  accidental.     The  superior  gang'lion  (pineal)  is  the  focus. 

When  the  epileptic  paroxysm  is  the  manifestation  of  a  state 
of  abnormal  nutrition  of  the  nerves  in  some  part  of  the  brain, 
which  thus  shows  itself  in  an  undue  development  of  nerve 
force,  it  is,  according  to  Dr.  Todd,  a  disturbance  of  their  nervo- 
electric  polar  state ;  and  this,  when  it  has  attained  a  certain 
measure  of  intensity,  manifests  itself  in  the  epileptic  paroxysm, 
just  as  a  Leyden  jar,  when  charged  with  electricity  to  a  certain 
state  of  tension,  gets  rid  of  its  disturbance  by  a  ''  disruptive 
discharge."  This  state  of  tension  of  the  brain  he  regards  as 
resulting  "  from  the  accumulation  of  some  material  in  the  blood, 
which,  acting  on  the  brain  as  a  poison,  excites  this  polar  state, 
and  this  disruptive  discharge,  and  so  escapes  from  the  system, 
leaving  the  brain  sensibly  free,  until  a  fresh  accumulation 
excites  a  new  paroxysm." 

The  nature  of  the  morbific  matter,  or  condition  of  the  fluids, 
which  are  found  capable  of  being  modified,  and  sometimes  cor- 
rected, by  the  catalytical  workings  of  galvanism,  we  cannot  yet 
determine.  But  the  resulting  fact  is  strongly  supported  by  the 
following  opposite  classes  of  facts,  which  are  adduced  for  anal- 
ogy, viz. :  — 

1.  The  influence  of  toxic  agents  in  prodtLcing  artificial 
epilepsy. 

2.  The  frequent  connection  of  epileptic  convulsions,  and  im- 
perfect elimination,  especially  by  the  kidneys,  which,  when  in  a 
still  greater  degree,  is  also  attended  with  coma. 
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8.  The  correspondence  between  the  paroxysmal  character  of 
epilepsy  and  that  of  other  diseases  called  humoral,  as  ague 
and  gout. 

4.  The  introduction  of  certain  animal  poisons  (as  exantliera- 
ata)  into  the  system  can  produce  epileptic  convulsions ;  and 
to  these  might  be  added  evidences  derived  from  cases  of  hydro- 
phobia, hysteria,  chorea,  and  tetanus,  as  occurring  also  in 
absence  of  structural  lesions,  and  in  still  greater  force  by  those 
strange  manifestations  of  disordered  excitement  of  the  nerve 
centres  which  are  manifested  in  neurcemic  or  hysterical  forms 
of  convulsions,  which  always  baffle  the  sagacity  of  the  best 
physician  to  satisfactorily  account  for,  and  that  of  the  most 
skilful  practitioner  to  cure. 

The  diagnosis  of  the  hysterical  form  of  epilepsy  is  mainly 
made  out  by  observing  the  suddenness  with  which  the  several 
forms  give  successive  place  one  for  the  other,  as  a  choreic  for 
tetanic,  and  this  for  epileptic,  or  paralytic,  or  perhaps  passing 
off  altogether.  Thus  the  strange  combinations  or  successions 
which  they  often  present  mark  them  from  the  more  settled  form 
of  nerve  disease  that  they  so  simulate. 

Dr.  Copcland,  in  his  great  work,  says,  "I  have  not  given  a 
class  of  antispasmodics y  because  there  is  really  no  such  class 
of  medicines  that  possess  the  property  of  directly  arresting 
spasms."  But  probably  he  had  not  become  familiar  with  the 
modern  methods  of  directing  the  electric  current  through 
nerves  so  as  to  be  an  anti-spasmodic,  as  well  as  an  anti- 
parahjtic, —  not  by  diminishing  their  strength,  but  by  nourish- 
ing them,  and  fortifying  their  power  of  endurance. 

Dr.  E.  Brown-Sequard  is  inclined  to  believe  that  epilepsy 
consists  essentially  in  an  exalted  abnormal  excitability  of  cer- 
tain parts  of  the  cerebro-spinal  axis,  and  in  a  simultaneous  loss 
of  the  control  that,  in  normal  conditions,  the  Will  possesses  over 
the  reflex  faculty.  He  has  shown  that  the  same  cause  that 
produces  the  first  convulsion  in  some  muscles  of  the  neck,  the 
eye,  the  larynx,  and  the  face,  produces  also  a  contraction  of 
the  blood  vessels  in  the  brain  proper,  and  which  contraction 
is  necessarily   followed  by  the  loss  of  consciousness.      MM. 
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Turner  and  Kussmaul,  led  by  somewhat  different  researches, 
arrive  at  the  same  explanation.  M.  Sequard,  in  reviewing  the 
leading  phenomena  of  a  complete  seizure  of  epilepsy,  and  in 
giving  the  rationale j  shows  that  we  may  find  they  form  a  series 
of  causes  and  effects  much  as  follows  :  — 

1.  Cause.  Excitation  of  certain  parts  of  the  excito-motory 
side  of  the  nervous  centre. 

Effect.  Contraction  of  blood  vessels  of  the  brain  proper  and 
of  the  face  ;  spasm  of  muscles  of  the  eye  and  face. 

2.  Cause.  Contraction  of  the  blood  vessels  of  the  brain 
proper. 

Effect.  Loss  of  consciousness,  and  accumulation  of  blood 
in  the  vessels  at  the  base  of  the  encephalon. 

3.  Cause.  Eoctension  of  the  first  excitation,  partly  due  to 
the  accumulation  of  blood  in  the  base  of  the  encephalon. 

Effect.  Tonic  contraction  of  the  laryngeal,  the  cervical, 
and  the  thoracic  expiratory  muscles,  Qarynffismiis  and  trache- 
lismus,^ 

4.  Cause.  Contraction  of  laryngeal  and  of  thoracic  expiree 
lory  muscles. 

Effect.    Crying,  and  stoppage  of  respiration. 

5.  Cause.  Further  extension  of  the  first  excitation  of  the 
nervous  centre. 

Effect.  Tonic  contraction,  extending  to  most  of  the  mus- 
cles of  the  trunk  and  limbs. 

6.  Cause.  Loss  of  consciousness j  and  tonic  contraction  in 
the  trunk  and  limbs. 

Effect.    Falling  down. 

7.  Cause.  Laryngismtis^  trachelismus,  and  the  fixed  state 
of  the  chest. 

Effect.  Asphyxia,  with  obstacles  to  the  return  of  venous 
blood  from  the  head  and  the  spinal  cavity. 
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8.  Cause.  Asphyxia^  and  the  accumulation  of  black  blood 
in  tlie  encephalon  and  in  the  spinal  cord. 

Effect.  Clonic  convulsions  every  where,  contractions  of  the 
bowels,  the  bladder,  and  the  uterus  ;  erection  ;  increase  of 
many  secretions ;  efforts  at  inspiration. 

9.  Cause.  Exhaustion  of  nervous  power  generally y  and  of 
the  reflex  faculty  especially,  except  for  respiration,  which  grad- 
ually becomes  normal. 

Effect.  Cessation  of  the  convulsions  ;  coma,  or  heavy  sleep, 
after  which  there  is  extreme  fatigue  and  headache. 

Thus  are  shown,  of  course,  only  the  more  frequent  phenomena, 
besides  which  there  are  a  great  variety  ;  moreover,  we  can  thus 
see  the  bearing  of  those  admirable  researches  of  Dr.  Marshall 
Hall  which  first  showed  the  important  influence  of  laryngismus 
and  trachelismus  in  the  causation  of  epileptiform  convulsions. 
And,  finally,  we  are  instructed  by  Dr.  Sequard  how  asphyxia^ 
to  which  so  great  a  share  is  due  in  the  phenomena  of  epilepsy, 
and  in  its  most  grave  consequences,  depends  not  only  upon  the 
state  of  the  larynx,  but  also  on  that  of  the  chest ;  and  that  not 
only  cannot  the  blood  return  easily  from  the  head,  on  account 
of  the  trachelismus,  but  also  we  see  that  it  cannot  enter  the 
chest  from  cither  the  spinal  canal  or  the  head,  on  account  of 
the  fixed  state  of  expiration  ;  besides,  the  bronchia)  themselves 
are  often  contracted,  and  thus,  all  these  causes  co-existing,  the 
Mood  accumulates  and  lingers  in  the  base  of  the  encephalon, 
also  in  and  about  the  spinal  cord,  from  ganglionic  reflex-action. 

According  to  Dr.  Sequard,  there  are  many  other  nervous 
aficctions  that  very  often  have  tlie  characteristic  features  of 
epilepsy,  at  least  as  regards  their  production.  He  relates  a 
large  number  of  facts  that  go  to  show  and  prove  that,  far  more 
frequently  than  might  be  imaghicd  by  most  persons,  there  are 
many  forms  of  insanity,  of  vertigo,  of  hallucinations,  of  illu- 
sions, and  also  of  ecstasis,  catalepsy,  hysteria,  chorea,  hydropho- 
bia, tetanus,  (lockjaw,)  local  cramps,  and  even  that  peculiar 
diffusible  paralysis  that  is  connected  with  insanity,  which  may 
be  duetto  irritations  ^^  starting  ^^  from  a  centripetal  nerve  rami- 
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fication  that  is  frequently  but  slightly  felt,  or  even  utterly  unfelt ; 
that  the  suppression  of  this  local  irritation  may  as  promptly  as 
surely  cure  the  patient,  just  as  is  done  in  cases  of  true  epilepsy. 

In  accordance  with  this  view,  he  advises  that  the  precise  con- 
dition of  all  the  surface  and  organs  of  the  body  should  be  most 
carefully  inquired  into.  If  the  unfelt  aura  starts  from  some 
part  of  the  skin,  or  from  some  organ  not  deep  seated,  —  as  the 
testicle,  for  example,  —  or  some  part  of  the  mucous  mem- 
brane near  the  skin,  either  the  first  "  contractions  "  in  a  fit,  or 
the  most  violent,  or  the  most  prolonged,  are  found  in  the  neigh- 
borhood of  the  point  of  starting-  of  the  aura.  If  no  indications 
of  this  can  be  furnished  by  the  persons  who  have  seen  the  fits, 
it  will  be  well,  says  Dr.  Scquard,  to  apply  a  very  powerful  gal- 
vanic current,  with  dry  electrodes,  on  the  various  parts  of  the 
skin,  about  the  time  when  the  patient  expects  to  have  the  fit. 
He  says  he  has  in  this  way  discovered  the  very  ''^  point  of 
departure "  of  the  aura  that  had  been  entirely  unfelt  by  the 
patient,  and  undiscovered  by  the  medical  attendant. 

If  this  test  is  resorted  to,  I  would  advise  rather  the  employ- 
ment of  electro-magnetic  or  magneto-electric  currents,  as  strong 
as  the  patient  can  bear,  using  metallic  ball  electrodes  as  team 
electrodes^  i.  e.,  held  side  by  side,  and  thus  moved  along  over 
the  suspected  region,  in  the  first  instance,  much  as  localized 
Faradaization  ;  but  if  no  aura  is  thus  "  scared  up,"  then  the 
appeal  can  be  made  through  reflex  action,  and  this  can  be 
greatly  multiplied  by  widely  separating  the  electrodes,  using 
larger  ones  on  moistened  skin,  and  directing  the  current  for 
a  few  seconds  inversely,  and  tlien  as  long  directly.  But  these 
testing,  "  searching  "  applications  should  never  be  continued,  in 
any  epileptic  case,  at  any  one  seance^  more  than  two  minutes. 

As  regards  the  treatment  of  epilepsy,  and  kindred  affections, 
therefore,  we  are  to  direct  the  most  powerful  "  alteratives  "  of 
nervous  nutrition,  whether  it  be  electric  currents,  setons,  moxas, 
or  shocks  produced  by  the  daily  double-bath  of  first  hot  and  then 
cold  water,  —  aided  by  the  nerve-polarizing  or  depolarizing 
medicine,  such  as  iron,  iodine,  and  sulphur ;  or  silver,  arsenic, 
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strychnine  and  quinine ;  or  opium,  conium,  stramonium,  nico- 
tine, or  belladona,  — -  in  some  way,  by  some  of  these  means, 
always  aiming  to  bear  as  directly  as  possible  on  the  identical 
spots  or  parts  of  exalted  excitability^  both  at  the  peripheric 
nerves  and  nerve  centres,  to  strengthen  and  calm  them. 

The  rule  is,  then,  first,  to  find  out  if  there  is  any  external 
cause  acting  persistently  or  periodically  upon  the  nerve  centres ; 
next,  to  intercept  or  prevent  this  irritation  from  reaching  the 
centres,  or  rather  to  destroy  this  cause,  whatever  it  may  be,  for 
according  to  the  more  recent  researches,  this  is  found  very  fre- 
quently to  exist.  When  the  spot  of  aura  epileptica  is  discov- 
ered in  the  sentient  nerves  of  the  skin,  treat  it  just  as  if  a  severe 
neuralgic  point,  i.  e.,  by  a  direct^  continuous  current.  But  the 
source  of  the  aura  may  be  from  the  ovaries,  the  stomach,  or 
bowels,  or  come  through  the  eye,  or  the  mind.  If  not  discov- 
erable, and  the  patient  is  robust,  then  apply  the  continuous  cur- 
rent down  the  spine  ^  and  repeat  it  every  other  day. 

Asthma  and  Angina  Pectoris. — Of  both  there  are  cases  that 
are  purely  nervous,  and  are  radically  cured  by  the  skilful  em- 
ployment of  electric  currents.  M.  Duchenne  remarks  that  it  is 
iXiQfit  in  angina  that  kills;  therefore  the  work  to  be  done  is 
first  to  prevent  its  return,  or  to  break  its  force  when  on.  His 
practice,  it  seems,  is  to  apply,  during  the  fit,  a  small  sized  elec- 
trode to  each  of  the  nipples  of  the  breasts  in  man  or  woman, 
with  a  full  current  of  electro-magnetism,  which  of  course  was 
painful ;  but  this  he  finds  will  break  up  the  agonizing  attack,  and 
cause  it,  together  with  the  other  varied  phenomena  that  attend 
it,  to  disappear  at  once.  Then,  in  after  days,  some  cautious  Far- 
adaization  practised  from  time  to  time  over  the  still  existing 
painful  spots  on  the  thorax  chases  away  the  remaining  angina. 
Sucli  are  the  directions  of  Dr.  Duchenne. 

According  to  my  own  most  successful  experience,  angina  is 
simply  to  be  treated  as  if  a  neuralgic  spot ;  and  if  uncomplicated 
with  organic  disease,  and  tlie  habits  of  the  patient  are  all  cor- 
rect, the  cure  is  almost  certain.  But  for  asthma  there  must  be 
a  modi/t/ing'  impression  made  on  the  nervous  centres,  as  well  as 
on  the  peripheric  nerve  twigs.     I  therefore  direct,  first,  an  up- 
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running  current  from  the  pit  of  the  stomach  and  along  the  re- 
gion of  the  diaphragm,  from  the  sternum  and  the  pectoral 
muscles,  to  the  posterior  cervical  ganglion,  for  two  or  three  min- 
utes, and  then  down  the  spine  with  a  stronger  current,  for  five 
or  six  minutes  more  at  each  seance.     (See  Appendix  D,l ;  F,  2.) 

Chorea  —  "  St.  Vitus' s  Danced 

The  characteristics  of  this  odd  affection  are,  mainly,  irregular 
and  involuntary  motions  of  one  or  more  limbs,  and  also  often  of 
the  face  and  trunk.  These  twitchings  or  spasms  do  not  continue 
during  sleep.  This  disease  more  frequently  occurs  from  fright, 
before  puberty,  but  not  always  or  necessarily  so,  and  is  believed 
to  be  connected  with  enfeebled  nerves,  and  some  torpor  of  the 
developing  system.  Its  duration  may  be  long  as  a  mere  nerve 
habit,  or  it  may  lead  on  to  deformity  and  idiocy  ;  but  it  is  rarely 
fatal.  Active  purgatives  once  or  twice  a  week,  as  by  oleum  tig- 
liij  and  the  persevering  use  of  iron,  or  of  arsenic,  as  in  Fowler's 
solution,  will  often  cure  it.  But  the  primary  and  direct  or 
down-running  current  of  some  ten  elements  of  Daniell's  batte- 
ries, applied  every  other  day  to  the  spine,  with  all  the  precau- 
tions and  method  as  laid  down  for  the  treatment  of  neuralgia, 
will  materially  aid  in  arousing  and  equalizing  the  nervous  ener- 
gy of  the  system.  Particularly  is  this  true  where  the  chorea  oc- 
curs in  a  constitution  tainted  with  rheumatism.  But  as  "  St. 
Vitus's  dance  "  is  now  and  then  attended  with  a  heart  aflFected, 
of  which  it  may  be  a  symptom,  it  is  always  well  to  examine  that 
organ  before  commencing  the  use  of  electro-therapeutics  for  the 
cure  of  this  nervous  aflFection, 

My  own  clinical  experience  enables  me  to  say,  moreover,  that 
where  the  heart  is  not  seriously  diseased,  and  very  often,  where 
it  is  greatly  disturbed  in  function,  I  have  scarcely  ever  failed 
to  cure  chorea,  even  when  of  ten  to  twenty  years'  standing,  by 
means  of  the  direct  primary  currents  of  galvanism,  run  from 
the  nucha  to  the  coccyx,  in  connection  with  the  cold  douche  to 
the  spine,  daily,  and  continued  for  a  length  of  time. 

Dr.  Addison,  the  senior  physician  to  Guy's  Hospital,  says, 
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"Whenever  I  see  a  young  subject  the  iTctim  of  chorea,  I  always 
suspect  that  it  has  its  origin  iu  rheumatism.  Believe  me,  rheu- 
matism is  a  very  eccentric  disease ;  I  know  of  none  more  so. 
There  is  uo  disease  of  which  we  know  really  so  little  as  of  rheu- 
matism in  its  pathological  essence  and  nature.  An  old  physician 
of  great  celebrity  was  asked, '  What  is  the  cure  for  au  acute  attack 
of  rheumatism?'  His  laconic  answer  was,  'Tlie  cure  for  an 
attack  of  rheumatism  is  —  six  weeks;'  that  is,  it  is  not  cured.  , 
Let  us,  liowcvcr,  at  all  hazards,  mind  the  heart  in  these  cases.      I 

I  am   satisfied  as  to  the   ravages  committed  by  this  rheu- 
matic poison  in  the  endocardium  and  pericardium,  and  that  too 
often  without  any  pain  to  attract  attention.     This  pericarditis.  ' 
is  of  a  mai'kcd  kind,  for  it  may  occur  stealtliUy,  with  uo  ] 
about  the  heart. 

There  are  other  curious  associations  between  the  brain  and  ' 
the  heart,  here  to  be  noticed.    "  Epilepsy,  for  instance,  affects  the 
heart,  as  it  sometimes  shows  itself  in  a  violent  fit  of  luvtvU  or   ' 
palpitation  of  the  heart,  with  unconsciousness  —  epilepsy  of  the 
heart.     Emotional   influences   will   produce  palpitation   of  the   ' 
heart ;  the  emotional  uifluences  of  friglit  will  cause  chorea ;  iu-   I 
deed,  this  is  the  laost  common  of  all  causes  of  this  afTcction.     A 
dog  runs  after  a  cliild ;  a  ghost  story  is  told  by  a  foolish  nurse ; 
a  house  takes  fire ;  the  child  is  exposed  to  danger,  or  perhaps  is 
seized  by  a  stranger,  or  is  flogged  by  the  school  teacher,  or  somo 
horrible  agitation  is  set  up  in  the  emotional  (or  central)  parts 
of  the  hrain,  and  a  choreic  state  is  the  result.     The  fact  is,  the 
complication  or  '  connection  of  chorea  with  rheumatism  and 
heart  disease,'  is  so  frequent,  that  I  always  look  for  it. 

"  While  speaking  of  the  heart,  let  me  remind  you  tliat  in  case 
there  is  found  a  lurking  infiavimalory  state  of  the  heart,  as  endo- 
carditis or  pericarditis,  whatever  else  be  your  treatment,  let  your 
patient  lie  for  whole  weeks  upon  his  lounge  or  bed,  for  although 
we  cannot  give  the  heart  perfect  rest,  it  is  all  tlie  more  necessary 
to  give  it  as  much  as  we  can.  Keep  the  action  of  the  heart 
(piiet ;  give  tinct.  veratrum  viride,  and  avoid  stimulus,  but  give 
valerian  tea  and  morphine  at  niglit,  to  insure  rest,  and  such  cases 
do  tlien,  under  galvanism,  finally  recover,  even  where  apparently 
most  hopeless."     Such  are  the  views  of  Dr.  Addison. 
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We  can  scarcely  ever  see  a  case  of  acute  chorea,  therefore, 
without  at  least  carefully  examining  for  a  rheumatic  history. 
If  there  be  no  fibrile  state  present,  but  if  the  urine  is  found 
highly  loaded  with  lithates,  though  not  of  itself  sufficient,  yet  it 
is  highly  presumptive  of  the  co-existence  of  rheumatic  discrasia, 
and  perhaps  of  acute  pericarditis  also.  A  great  number  of 
examples  might  be  delineated  here,  to  show  the  success  of  a 
weak  primary  or  a  very  gentle  secondary  current,  directed  for 
five  minutes  per  day  down  the  whole  spine.  Dr.  Dupce,  of  this 
city,  sent  a  little  boy,  Charles  C,  under  a  dozen  years  old,  to  me, 
for  this  treatment,  whose  heart  was  not  only  aflFected,  but  together 
with  chorea,  the  saliva  drooled  from  his  mouth,  his  speech  was 
nearly  gone,  and  his  right  arm  was  quite  paralyzed.  I  gave 
him  daily  sittings  for  the  first  month,  (Sundays  excepted,)  then 
two  sittings  per  week,  for  the  next  month,  which  quite  com- 
pleted the  cure.     This  fine  little  fellow  is  now  well  and  at  school. 

According  to  M.  Becquerel,  too,  this  affection  is  susceptible  of 
receiving  a  happy  and  permanent  influence,  if  we  employ  the 
primary  current  of  some  ten  DanicU's  compound  battery,  gently 
applied  and  directed  down  the  whole  length  of  the  spine,  by 
placing  one  electrode  at  the  base  of  the  occiput,  while  the  other 
is  at  or  under  the  coccyx ;  or  we  may  employ  .negative  sparks, 
drawing  them  from  along  the  spine.  The  former,  he  says,  where 
the  chorea  is  not  still  the  consequence  of  worms,  nor  yet  of  some 
existing  organic  disease,  as  of  the  heart,  <fec.,  has  a  most  rapid 
catalytical  in-working,  much  as  in  cases  of  rheumatism,  and 
resulting  in  most  complete  success,  alike  in  cases  of  local,  gen- 
eral, and  hemiplegic  forms. 

It  ought  to  be  mentioned  here,  likewise,  that  where  "  stutter- 
ing^^  occurs  in  childhood,  or  if  the  patient  is  still  in  youth,  elec- 
tricity can  restore  power  to  the  muscles  and  dominion  to  the  will, 
which,  together  with  muscle  drill  and  muscle  education  to  break 
up  the  old  and  bad  habits  of  the  muscles,  will  constitute  a  radi- 
cal cure.  For  these  cases  we  can  employ  the  negative  sparks  of 
static  electricity  directed  daily  to  the  muscles  under  the  chin 
and  about  the  throat,  or  the  Faradaic  currents  run  from  the 
posterior  cervical  ganglia  to  the  throat  and  roots  of  the  tongue. 
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at  the  same  time  instituting  a  daily  exercise  in  the  practice  of 
counting  deliberately,  and  repeating  or  reading  words  of  mono- 
syllables with  commas  between. 

Cramps. 

Cramp  is  truly  a  muscular  affection,  arising  usually  from 
undue  fatigtiey  or  even  from  causes  remote  in  the  system,  as 
indigestible  matters  lodged  in  the  alimentary  canal  can  cause 
cramps  in  the  legs.  Hence  the  causes^  in  such  cases,  are  to  re- 
ceive our  first  attention.  These  may  even  be  cholera  morbus,  or 
colica  pictouum.  These  sudden  and  highly  painful  contrac- 
tions of  a  muscle  or  bundle  of  muscles  are  temporarily  relieved 
by  friction,  and  firm  pressure  over  the  spasmed  muscle  fibres, 
or  by  a  ligature  applied  around  the  limb  above  the  affected  mus- 
cle. This  may  and  does  occur  sometimes  in  the  muscular  struc- 
ture of  the  stomach.  Tlicre  may  be  a  troublesome,  nervous 
cough  in  one  case,  or  sneezing  in  another,  or  yawning,  or  twitch- 
ing, or  tremulous  eye-winking.  Now,  all  these  arc  but  varieties 
of  chnic  spasms  —  an  irregular  contraction  of  certain  muscles. 
Sometimes  hickups  set  in  after  some  severe  accident,  from  the 
profound  jar  of  the  nerve  centres,  and  continue  for  weeks,  and 
yet  the  patient  may  recover  under  proper  treatment.  Place  the 
positive  electrode  on  the  upper  part  of  the  spine,  and  with  the 
labile  negative,  bathe  the  waist  and  all  the  lower  thorax  mus- 
cles with  a  smart  current  of  electro-magnetism.  If  the  cramp 
is  in  the  muscles  of  a  limb,  first  embrace  the  affected  muscles 
between  the  electrodes,  say  for  a  minute  or  two,  then  remove 
one  above  the  seat  of  spasm,  using  only  a  direct  or  down-run- 
ning current  of  considerable  strength. 

Tetanus^  when  idiopathic,  or  continuing  even  as  the  sequel 
of  a  traumatic  origin,  provided  the  thorn,  nail,  or  sliver  is 
removed,  or  the  included  nerve  is  released  from  the  accidental 
embrace  of  a  ligature,  may  be  sometimes  successfully  treated  by 
Faradaic  or  Galvanic  currents,  carefully  and  continuously  di- 
rected doivn  the  spine.  Dubois  Rcymond,  however,  thinks  that 
the  current  does  not  penetrate  to  the  spinal  cord,  unless  the 
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current  is  great,  or  is  interrupted,  or  reversed ;  neither  of  which 
is  under  any  circumstances  allowable.  True,  I  cannot  speak 
from  any  satisfactory  treatments  of  my  own,  as  yet ;  but  from 
what  I  have  observed,  I  certainly  should  apply  the  primary  direct 
current  of  galvanism  to  such  a  case,  and  perhaps  a  very  gentle, 
even,  and  long-continued  current  of  electro-magnetism,  down 
the  spine,  and  from  the  coccyx  down  to  the  foot,  if  the  first  cause 
had  not  been  there  situated. 

Hysterical  convulsionSy  cramps,  and  rigidities  are  proper  cases 
for  the  electrical  treatment,  and  are  usually  benefited  by  it. 
Sometimes,  and  that  not  seldom,  the  exalted  hysterical  phe- 
nomena are  quite  annihilated  by  this  means,  so  that  tliese  cases 
may  be  said  to  be  permanently  cured.  In  these  variegated  aflFec- 
tions,  the  testimony  of  Dr.  Becquerel,  as  also  of  Drs.  Meyer, 
Remak,  and  others  of  high  authority,  goes  to  show  tlie  uniformly 
good  effects  of  electric  currents  in  all  such  cases,  when  well 
directed;  and  this  is  as  might  be  expected,  because  neither  the 
motor  nerves,  nor  the  cerebro-spinal  axis  arc  in  any  way  injured. 
But  here  we  must  never  employ  sparks,  shocks,  nor  interrupted 
or  reversed  currents.  Treat  all  such  cases  as  if  neuralgia,  by 
running  the  primary  or  very  even  and  gentle  secondary  current 
down  the  spine,  or  down  the  abdomen  or  limb  at  first ;  then  try 
to  bring  both  electrodes  below  or  beyond  the  site  of  the  cramp, 
with  a  very  carefully  managed  direct  current  cautiously  ap- 
plied, long  retained,  and  as  carefully  removed.    (See  P,  Note  2.) 

Agitansj  or  "  tremblings  "  from  the  poison  of  alcoholic  drinks, 
as  more  frequently  seen  after  delirium  tremens,  —  muscle  and 
limb  tremblings  from  the  poison  of  mercury,  opium,  lead,  or 
arsenic,  —  and  the  tremblings  of  exhausted  muscles,  as  from  pro- 
tracted monotonous  work,  or  from  premature  old  age,  are  greatly 
benefited  by  bathing  all  such  extremely  enfeebled  nerves  and 
muscles  or  limbs  with  a  brisk  current  of  Faradaism.  To  this 
end,  employ  the  team  electrodes  by  ceaseless  (^labile')  movements, 
and  this  to  be  followed  by  the  gentle  frictions,  strokes,  and 
smoothings  of  the  palms  of  the  hands  ;  then  cover  with  fur  or 
flannel.  If  this  is  carefully  performed  daily,  yet  not  overdone, 
the  restoration  is  remarkably  uniform,  speedy  and  complete. 
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OtiUs  and  Fever. 

Ague,  (from  Gotliic  ogi's,  "  trembliug, ")  and  all  the  shades, 
phases,  and  degrees  of  this  class  of  morbid  nervous  phenomena, 
— from  tUo  masked  or  "  dumb  ague,"  aud  the  chills,  to  true  inter- 
luittiug  fever,  and  oven  the  coageslive  forms  of  bilious  fevers  as 
they  occur  in  the  great  valley  of  the  Mississippi, — for  disturbed 
couditious  of  the  vaso-motory  and  nervous  system,  electro-thera- 
peutics, w/(fn  employed  at  the  right  stage,  aud  in  the  right  meth- 
od for  the  given  case,  oven  when  complicated  with  accouchement 
or  accident,  must  now  be  reckoned  as  among  the  more  potent, 
important,  and  grand  remedies.  The  electric  currents  can  be  so 
employed,  if  the  general  principles  laid  down  in  tins  work  are 
observed,  as  to  "  break  the  chill,"  to  anticipate  aud  annihilate  the 
habit  of  its  periodical  recurrence,  and  for  raiistablisliing  and  forti- 
fying the  nervous  system  with  its  accustomed  powers  of  endurance. 
For  spleeu  enlargement,  or  ag^ue-cake,  for  the  congested  and  slug- 
gish liver,  and  for  torpidity  of  the  stomach,  pancreas,  kidneys,  and 
intcstiucs,  the  electrodes,  in  skilful  hands,  become,  in  effect,  an 
argumeiUum  ad  homincm ;  thay  are  indeed  the  very  mainspring 
and  power  of  all  the  train  of  medication.     (See  Appeudix  F,  2.) 

Treatment. — First,  the  p/«te ;  the  patient,  we  presume,  is  in 
bed,  in  a  room  whore  tiie  air  is  dry  aud  warm,  (not  sitting  up 
before  the  blaxe  of  tlie  fire,  nor  where  a  draught  of  wind  is  allowed 
to  blow  upon  any  portion  of  his  body  or  limbs.)  Second,  the /ime -■ 
just  a  little  before  the  hour  and  minute  for  the  invasion  of  the 
cold  stage,  shake,  or  rigors,  is  the  time  to  work.  Prepare  the  pa- 
tient comfortably ;  wet  the  sponge  electrodes  in  vert/  warm  water, 
or  salt  water,  and  see  that  the  battery  or  machine  works  well ;  then 
commence  before  the  horripilatio  of  yawning,  strctcliing,  sigh- 
ing, "  cold  chills  down  the  back,"  gooso-flesli,  and  collapse  of  the 
features,  get  the  start,  (as  in  Faradaic  tooth-estracting,)  and 
maintain  it,  first,  hy  a  current  from  the  nape  of  the  neck  to  the 
regions  of  the  liver,  stomach,  and  bowels ;  nest  up  and  down  the 
■  back  ;  and  tlicn  using  team-electrodes  to  Faradaizo  the  surface. 
When  the  chill  is  broken,  repeat  a  daily  seance,  but  at  different 
hours,  to  fortify  the  iuvigoration.     (See  pages  54  and  694.) 
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CHAPTER    IX. 

MED WIFEBY —ABDOMINAL  VISCEBA  —  SECBETION8. 

The  uterus  may  be  contracted  by  a  given  application  of  elec- 
tricity, whether  gravid  or  not.  Clinical  experience,  of  late,  has 
fairly  demonstrated  that  by  the  employment  of  the  Faradaic  or  Gal- 
vanic currents,  tlie  uterus  in  the  living  woman  contracts  in  toto. 
Becently,  Dr.  McKenzic,  of  England,  exposed  to  view,  as  is  well 
known,  the  gravid  uterus  of  a  pregnant  bitch,  and  then,  by  means 
of  the  electro-magnetic  currents  applied  in  a  certain  way,  he 
perceived,  after  a  given  time,  a  slow  vermicular-like  movement  of 
the  muscular  coats  of  the  uterus,  which  resulted  in  general  con- 
tractions. This  was  also  perceptible  to  the  touch  of  the  fingers. 
The  phenomenon  was  far  more  marked  when  the  positive  pole  was 
applied  to  tlie  spine,  while  the  negative  pole  was  being  applied 
to  the  cervix  uteri,  than  when  both  electrodes  were  directed  to 
the  substance  of  the  uterus.  He  ascertained  that  an  electric 
current  directed  perpendicularly,  i.  e.,  in  a  direction  through 
the  uterus  from  the  fundus  to  the  cervix,  promotes  powerful  and 
general  uterine  contractions;  whereas  currents  passed  trans- 
versely through  the  organ  excite  but  partial  contractions,  and 
those  limited  to  the  fibres  embraced  between  the  electrodes. 
Dr,  McKemie  insists  that  it  is  necessary  to  apply  the  positive 
pole  to  the  nape  of  the  neck^  while  the  negative  is  ai  the  cervix 
uteris  if  we  wish  to  act  surely  and  energetically  through  the  great 
sympathetiCj  upon  the  contractile  fibre-cells  of  the  involuntary 
muscular  substance  of  the  uterus,  in  any  great  emergency. 

Herder,  Stein,  and  Kilian  in  Germany,  Radford  and  Barnes  in 
England,  and  Bertholon  in  France,  have  employed,  and  still  rec- 
ommend the  employment,  of  electricity  by  induction,  as  aid  to 
midwifery  practice ;  especially  so  in  cases  of  tedious  labor ;  in 
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some  forms  of  placenta  prcevia ;  and  for  atanic  hemorrhage  from 
the  uterus  post  partum;  also  for  originating  uterine  contrac- 
tions where  necessary  to  induce  premature  labor.  Dr.  Cleve- 
land, of  England,  we  notice,  advises  to  apply  the  sponge  elec- 
trodes over  the  surface  of  the  abdomen,  only  changing  their  site 
from  time  to  time. 

After  all,  Professor  Simpson,  of  Edinburgh,  is  rather  of  the 
opinion  that  electricity  in  midwifery  practice  is  all  but  useless ; 
for,  as  he  thinks,  whenever  uterine  contractions  have  been  appar- 
ently excited  by  any  electric  current,  the  phenomenon  was  rather 
a  coincidence  ;  or  else  it  resulted  from  the  impression  that  is 
made  upon  the  mind  of  the  patient ;  or  else  is  produced  by  tlie 
mechanical  irritation  of  the  uterus,  or  of  the  surface  of  the  ab- 
domen, by  manipulating  with  the  electrodes.  At  least,  such  were 
his  conclusions  a  few  years  since.  Now,  if  these  electrodes  were 
a  kind  of  "  Perkins's  Tractors,"  as  some  one  has  before  suggested, 
we  might  be  necessitated  to  find  a  mere  occasional  coincidence^ 
or  some  show  of  reason  for  an  occasional  eflFect ;  but,  when  we 
recollect  that  these  electrodes  are  no  inert  things,  but  actually 
convey  a  power  that  controls  all  living  muscular  fibres,  both  of 
voluntary  as  well  as  involuntary  muscles,  and  contractile  tissues 
also,  (more  slowly,  it  is  true,  but  as  surely,)  and  when,  from  a 
given  strength  and  direction  of  current,  employed  under  given 
circumstances,  on  different  portions  of  the  body  or  limbs,  we 
uniformly  find  certain  results,  I  can  see  no  force  in  these  reasons, 
further  than  an  opinion.  Certainly,  it  is  contrary  to  the  whole 
drift  of  evidence  in  my  own  experience  in  midwifery  practice. 
There  are  very  many  women  who  become  cxliaiisted  before  the 
labor  is  terminated.  There  is  a  state  of  temporary  inertia  some- 
times, that  vinst  be  aroused  svfficienlly  for  the  emergency.  Elec- 
tricity is  better  for  this  than  ergot,  according  to  my  own  experi- 
ence. There  are  others,  also,  where  ergot  of  itself  will  not 
suffice,  but  resort  must  be  had  to  instruments.  Here,  too,  I 
liave  found  electro-magnetism  better  than  lever,  hook,  or  forceps. 
It  appears  to  me  to  be  as  safe  and  effective  as  it  is  painless,  if 
correctly  and  patiently  applied.  If  there  is  plethora,  or  any 
active  inflammatory  condition,  it  will  not  succeed.     If  it  is  very 
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long  applied,  say  for  hours  together,  it  will  increase  the  atony, 
rather  than  relieve  it.  In  extreme  inertia^  it  will  fail  because 
there  is  nothing  to  arouse.  It  is  here  contra-indicated.  In- 
deed, it  is  a  rule  to  be  scrupulously  observed,  the  more  feeble  or 
exhausted  is  the  patient,  or  the  more  protracted  the  inertia  has 
bqen,  the  more  careful  we  must  be  not  to  prolong  the  application 
very  far  —  certainly  not  a  moment  beyond  the  attained  contrac- 
tion or  suspension  of  hemorrhage.  But  in  some  atonic  and 
hemorrhagic  states,  not  attended  with  plethora  or  inflammation, 
and  not  otherwise  contra-indicated,  we  can  rely  upon  electricity, 
when  skilfully  employed,  to  be  of  most  signal  service  in  saving 
life-blood,  and  even  life  itself.    (See  Appendix  E,  F,  G.) 

Dr.  Swan,  and  also  Dr.  Robert  Remak  of  Berlin,  in  1839,  ex- 
pressed the  then  prevailing  opinion  that  the  human  heart  and 
uterus  possessed  very  few  and  very  small  nerves.  But  Dr.  Rob- 
ert Lee  has  demonstrated  in  the  41st  and  42d  volumes  of  the 
Philosophical  Transactions,  that  there  are  nerves,  which  he  illus- 
trated by  three  engravings,  showing,  on  these  organs,  numerous 
great  ganglia  and  plexuses  of  nerves.  He  says  "  these  enlarge 
with  the  coats,  blood  vessels,  and  absorbents  during  pregnancy, 
and  which  return  after  parturition  to  their  original  condition,  as 
before  conception.  Recent  dissections  which  I  have  made  of  the 
ganglia  and  nerves  of  the  virgin  and  of  the  gravid  uterus  have 
enabled  me  not  merely  to  confirm  the  accuracy  of  these  descrip- 
tions and  delineations,  but  to  discover  the  still  more  important 
anatomical  and  physiological  truth,  that  there  arc  ganglia  situated 
in  the  muscular  substance  of  the  uterus  and  plexuses  of  nerves, 
which  accompany  all  the  arteries,  veins,  and  absorbents,  distrib- 
uted throughout  its  walls.  It  is  demonstrated  by  these  dissec- 
tions that  there  are  not  only  great  ganglia  at  the  neck  and  on  the 
body  of  the  uterus,  but  ganglia  between  the  strata  of  the  mus- 
cular fibres,  and  that  the  whole  muscular  and  vascular  struc- 
tures of  the  uterus  are  pervaded  with  ganglia  and  nerves.  If 
the  dissections  which  have  been  made  of  the  ganglia  and  nerves 
of  the  virgin  uterus  be  compared  with  those  of  the  gravid  uterus, 
it  will  bo  seen  that  the  nervous  structures  of  the  uterus  enlarge 
during  pregnancy  upwards  of  seventy  times." 
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If  we  here  follow  the  original  views  of  Dr.  W.  T.  Smith,  we 
see  that  the  plexuses  of  the  abdomen,  like  the  external  plexuses, 
are  simply  mechanical  adaptations  for  mixing  nervous  fibres  and 
communications  from  different  sources,  and  applying  them  to  the 
uterine  nerves,  it  becomes  a  possibility,  and  I  may  say  a  proba- 
bility y  that  the  uterine  nerves  are  more  variously  derived  thpin 
any  other  nerves  of  the  human  body.  They  may  be  derived 
from  different  points  of  the  great  nervous  tract  between  the 
origin  of  the  pneumogastric  nerve  in  the  medtUla  oblongata^  and 
the  origin  of  the  sacral  nerves  in  the  cavda  equina.  There  is, 
moreover,  no  actual  impediment  to  the  approach  of  nervous 
fibres  to  the  uterus  from  the  medulla  oblongata  through  the 
medium  of  the  vagusj  or  from  the  cervical  portion  of  the  spinal 
marrow  by  the  phrenic^  or  from  the  thoracic  by  the  splanchnic 
nerves,  and  from  the  dorsal  by  the  compound  lumbar  branches 
of  the  sympathetic  and  the  sacral  nerves,  which  latter  come 
directly  from  the  spinal  cord.  Dr.  Smith  gives  the  followmg 
physiological  proofs  of  the  existence  of  a  large  supply  of  nerves 
to  the  uterus.     He  says,  — 

^^  There  is  no  doubt  that  the  uterus  is  susceptible  of  pain ;  this 
is  one  proof  of  a  nervous  connection  between  the  uterus  and  the 
brain  as  the  organ  of  sensation.  No  one  doubts  that  an  emotion 
of  the  mind  may  excite  the  uterus  to  powerful  contractions. 
This  is  another  proof  of  nervous  connection  between  the  brain 
and  uterus.  No  one  denies  that,  during  pregnancy,  the  uterus 
affects  sympathetically  the  most  distant  organs,  producing  the 
changes  in  the  mammae,  and  the  gastric  disturbances,  which 
are  so  universal.  These  facts  are  explicable  by  the  existence 
of  nervous  communications  between  the  uterus  on  the  one 
hand,  and  the  stomach  and  mammae  on  the  other.  There  is  no 
other  route  than  that  afforded  by  the  nervous  system.  No  one 
denies,  either,  that  after  parturition,  the  breast  or  the  stomach 
may  excite  the  uterus  to  action ;  these  facts  further  prove  a 
reciprocal  influence /row  the  stomach  and  breasts  to  the  uterus. 
Such  facts  are,  in  their  sphere,  as  convincing  as  though  the  eye 
could  see  a  great  concourse  of  nerves  running  between  these 
organs.     A  physiological  fact  is  worth  quite  as  much  as  an  ana- 
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tomical  fibre.  These  communications  can  only  take  place  through 
the  medium  of  nerves,  and  whether  there  be  one  channel  or 
many,  wliether  the  chief  place  be  given  to  the  spinal  fibrillae  of 
the  sympathetic,  or  to  the  proper  nerves  of  the  spinal  cord,  the 
necessity  for  uterine  nerves  is  equally  inexorable.  There  must 
be  nerves,  and  there  must  be  nerves  sufficient  for  the  functions 
to  be  performed.  Anatomical  facts  can  never  give  the  lie  to  the 
fiEUSts  of  physiology." 

There  are  three  modes  of  exciting  contraction  of  the  uterus. 
Beflex  contractions  may  be  excited,  says  Dr.  W.  T.  Smith,  — 

1.  By  stimuli  applied  to  the  mammary  nerves. 

2.  By  stimuli  through  the  medium  of  the  pneumogastric 
nerves,  as  when  food,  hot  or  cold  drinks,  ergot  or  emetics,  are 
taken. 

8.  By  stimuli  directed  to  the  spine,  and  the  abdominal  or  inter- 
ooetal  nerves.     The  latter,  he  thinks,  is  the  first  and  best. 

The  cutaneous  nerves  of  the  abdominal  parietes  are  exciters 
of  the  uterus  in  an  extraordinary  degree.  The  sudden  impres- 
sion of  cold  or  heat,  or  both  in  quick  alternate  successions,  upon 
the  abdominal  surface,  will  almost  always  excite  the  most  ener- 
getic contraction  of  the  uterus,  when  affected  with  inertia^  and 
from  which,  perhaps,  hemorrhage  is  taking  place.  We  may  con- 
tract the  relaxed  and  diffuse  uterus  to  a  firm  ball,  by  douching' 
tlie  abdomen  with  cold  water  from  a  height,  or  by  splasliing  a 
towel,  taken  out  of  cold  water,  upon  the  naked  abdomen,  or  by 
suddenly  placing  the  hand,  just  taken  out  of  iced  water,  upon 
the  umbilicus.  If  the  surface  of  the  abdomen  should  be  cold, 
the  sudden  impression  of  heat  produces  similar  contraction.  In 
all  these  instances  it  is  the  reflex  actions  from  the  extremities  of 
tlie  cutaneous  nerves  of  the  abdomen  which  are  affected  by  the 
stimuli.  The  result  takes  places  too  instantly  to  permit  the 
belief  that  any  sensation  of  cold  or  heat  passes  through  the  ab- 
dominal parietes  to  the  uterus  itself.  The  extremities  of  the 
cutaneous  nerves  of  the  abdomen  are,  in  fact,  almost  as  distant 
from  the  uterus  as  the  superior  intercostal  nerves  which  supply 
the  mammary  glands.  As  to  the  true  mode  of  action  from  irri- 
tation of  the  mammary  and  pneumogastric,  and  the  abdominal 
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intercostal  nerves,  there  can  be  no  doubt  left  whatever.  Tliese 
nerves  are  too  remote  from  the  uterus,  in  their  peripheral  ex- 
tremities, to  admit  of  any  other  explanation  save  that  of  the 
reflex  function. 

But  what  I  wish  to  insist  upon  is  this  —  that  all  the  actions  I 
have  been  describing  are  reflex  in  their  nature.  Physiology 
repudiates  the  idea  of  uterine  contractions  excited  by  means  of 
continuity  or  contiguity  of  the  organs  excited,  with  the  organs 
which  contract.  The  peripheries  of  the  nerves  of  the  bladder, 
rectum,  vulva,  and  vagina  receive  the  impression  through  the  inci- 
dent nerves  and  the  spinal  centre,  while  the  motor  nerves  of  the 
uterus,  distributed  to  its  muscular  structure,  are  all  concerned 
in  the  muscular  contraction  which  ensues.  Though  the  organs 
excited  are  near  the  uterus  which  contracts,  the  route  of  the 
nervous  action  is  precisely  the  same  as  it  was  in  the  case  when 
the  stimuli  were  applied  to  the  mammary  or  the  pneumogastric 
nerve.  I  make  these  observations  because  I  still  see  the  obso- 
lete notion,  which  so  long  perplexed  physiology,  of  referring  all 
such  actions  to  the  sympathetic  nerve,  and  to  the  mere  anatomi- 
cal distribution  of  nerves  to  neighboring  organs  from  the  same 
source,  cited  by  some  authorities  as  sufficient  to  account  for  all 
such  motor  phenomena  as  those  which  take  place  between  the 
different  pelvic  organs  respectively.  They  look  only  at  the 
nerves  interlacing  and  communicating  with  each  other,  and 
their  minds  do  not  reach  to  the  ncccj^sity  of  considering  the 
spinal  centre  as  the  organ  which  connects  the  roots  of  motor 
and  exciter  neiTcs,  and  provides  the  power ^  as  well  as  a  way- 
station  ^^  ganglion^'*  for  prompt  nerve-telegraphing. 

Tlie  Uterine  Nerves.  —  The  power  we  possess  over  the  uterus 
by  this  means  is  very  great  indeed,  and  the  modes  by  which  we 
can  exert  it  are  very  various.  We  may  excite  the  nerves  of  the 
external  surface  of  the  uterus,  the  nerves  of  the  internal  sur- 
face, or  the  nerves  of  the  os  uteris  respectively.  When,  for 
example,  we  produce  uterine  contractions  by  irritating  the 
uterus  through  the  abdominal  surface,  we  act  on  the  first  scries 
of  nerves ;  when  we  inject  cold  water  into  the  uterine  cavity,  or 
introduce  an  electrode,  we  act  on  the  second ;  and  when  we 
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irritate  the  os  uteri  by  digitation,  we  act  on  the  third.  These 
measures,  as  well  as  this  knowledge,  are  of  great  importance  in 
our  attempts  to  arouse  the  uterus  itself  to  action.  Now,  in  all 
these  varied  actions,  the  excitor  nerves,  the  spinal  centre,  and 
the  motor  nerves  are  concerned.  The  uterus  does  not  contract 
simply  and  singly  from  any  inherent  power  belonging  to  the 
organ  itself.  Its  actions  from  these  sources  of  excitation  de- 
pend mainly  on  its  connection  with  the  spinal  marrow.  Doubt- 
less there  are  other  forms  of  action  mixed  up  with  those  which 
are  purely  reflex^  and  to  these  I  shall  presently  revert ;  but  what 
I  would  contend  for  is,  that  much  of  the  uterine  action  conse- 
quent upon  irritation  of  the  uterus  itself  is  as  strictly  reflex  — 
as  much  produced  through  the  medium  of  incident  and  motor 
nerves,  and  the  spinal  centre  —  as  are  the  uterine  actions  caused 
by  irritation  of  the  mammary  or  rectal  nerves.  Tliis  is  what  I 
cannot  too  much  insist  upon,     (Sec  Appendix  E,  Note  2.) 

But  again,  this  is  illustrated  in  the  case  of  the  stomach ;  for 
there  are  other  medicines  —  the  potassio-tartrate  of  antimony, 
for  instance,  which  acts  as  an  emetic  only  after  it  has  been 
taken  into  the  circulation,  and  wliich  acts  more  promptly  when 
injected  into  the  blood  itself.  I  believe  the  action  of  this  med- 
icine to  be  perfectly  analogous  to  the  action  of  the  ergot  of  rye ; 
that  the  one  acts  upon  the  medulla  oblongata  and  the  motor 
nerves  of  uterine  action.  The  ergot,  therefore,  is  a  remedy  of 
centric  utero-spinal  action.  We  shall  presently  sec  that  these 
inquiries  into  the  mode  of  action  of  remedies  are  not  without  a 
practical  use.  The  ergot,  in  addition  to  its  utero-spinal  action, 
sometimes  produces  vomiting,  thus  affecting  the  medulla  oblon- 
ffota,  as  well  as  the  lower  segments  of  the  spinal  centre ;  but  it 
is  remarkable  that,  though  an  excitant  of  motor  action  in  these 
instances,  it  diminishes  the  frequency  and  force  of  the  heart's 
action.  This  action  of  the  ergot  is  favorable  in  some  cases  of 
hemorrhage,  but  unfavorable  in  others,  as  where  failure  of  the 
circulation,  and  dissolution,  appear  to  be  imminent. 

Moreover,  Dr.  Smith  speaks  of  "  the  diflFerent  modes  of  ex- 
citing uterine  action  by  stimulating  the  muscular  irritability  of 
the  organ,"  as  distinguished  from  the  excitement  of  muscular 
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action  through  the  nerves.  He  mentions  three  metliods  by 
which  this  is  performed  —  the  application  of  cold,  mechanical 
irritation  with  the  hand,  and  the  use  of  galvanism.  With 
regard  to  the  latter,  he  says,  "  We  find  that  in  patients  per- 
fectly paraplegic,  with  entire  loss  of  reflex  uterine  power,  yet 
the  uterus  has  been  excited  to  contractions  sufficient  to  expel 
the  foetus  by  means  of  electro-magnetism.  Dr.  Radford,  of 
Manchester,  applied  tliis  power  to  the  arrest  of  uterine  hemor- 
rhage. One  pole  of  a  galvanic  trough  being  placed  within  the 
OS  uteri,  and  the  other  applied  over  and  above  the  fundus,  it  has 
been  found  that  on  making  and  breaking  the  galvanic  circle 
every  half  minute,  powerful  uterine  contractions  occur.  It  is 
said  that  the  uterus  can  be  made  to  contract  by  this  agency 
when  it  will  obey  no  other  stimulus  whatever,  and  I  have  little 
doubt  that  this  is  correct.  It  accords  with  all  we  know  of  the 
influence  of  electricity  upon  the  muscular  fibre.  The  contrac- 
tion of  the  uterus  from  galvanism  is  probably  the  most  simple 
mode  in  which  we  can  act  directly  upon  the  irritability  of  the 
muscular  fibre,  and  the  contained  ramifying  nerve  fibrils,  with- 
out necessarily  complicating  it  with  reflex  action,  (if  tliis  is  so 
in  fact.)  The  reflex  actions  excited  by  passing  galvanic  cur- 
rents through  muscles  alone,  we  know,  are  very  slight,  if  they 
occur  at  all.  Tliis  is  proved  by  a  great  number  of  experiments. 
There  is,  however,  one  important  disturbing  agency  in  the 
application  of  galvanic  currents,  wliicli  must  be  taken  into 
account.  The  application  of  this  remedy,  and  tlic  painful  sen- 
sations it  excites,  disturb  the  emotions  considerably.  In  some 
such  cases,  the  emotional  excitement  increases  the  influence  of 
galvanism ;  in  others,  it  weakens  or  suspends  its  sensible  action 
altogether.  This  is  probably  one  of  the  reasons  why,  in  some 
cases,  galvanism  produces  little  or  no  contractile  effects." 

Prolapsus  Uteri,  —  In  the  Edinburgh  Medical  Journal  for 
1856  we  find  the  following  editorial  on  the  Displacements  of 
the  Womb :  "  It  is  our  impression,  that  there  is  not  a  sufficient 
regard  to  the  recognizance  of  the  uterus  as  a  '  floating  body,' 
or  rather  as  a  body  whose  mechanical  conditions  of  equilibrium 
make  its  support  more  nearly  analogous  to  that,  than  to  any 
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other  mode  of  support.  Tlio  most  considerable  solid  support  to 
the  uterus  is  the  vagina.  These  two  conditions  lead  to  an  easy 
understanding  of  many  phenomena  of  the  minor  motions  of  the 
uterus,  called  misplacement,  or  displacement.  The  failure  of 
the  vaginal  support  through  relaxation  (amounting  sometimes 
to  a  sort  of  paralysis)  of  the  vaginal  tube,  and  often  accom- 
panied by  a  similar  condition  of  the  rectum,  leads  to  the  most 
complete  displacements  of  the  womb  while  healthy  in  itself^  and 
leads  also  to  all  the  ordinary  symptoms  of  uterine  ailment  in 
the  most  aggravated  forms,  which  are  curable  onlt/  on  conditions 
of  cuHng'  the  vagina. 

Again,  enlargement,  and  consequently  increased  weight,  of 
any  part  of  the  uterus,  leads  to  a  falling  or  sinking  of  it. 
Enlargement  of  the  cervix  leads  to  depression  of  the  organ. 
Enlargement  of  the  body,  causing  top-heaviness,  leads  to  retro- 
Version  or  antevcrsion,  or  flexion.  It  is  nearly  certain  that  the 
ligaments  of  the  uterus  have  almost  no  function  as  ligaments, 
but  quite  the  reverse  ;  and  that  in  those  cases  of  displacement 
where  symptoms  of  dragging  are  ascribed  to  them,  there  is,  in 
facty  no  such  dragging  at  all.  The  uterus  has  free  motions 
afforded  to  it  by  these  ligaments,  which  arc  not  to  be  put  on  the 
stretch  by  any  ordinary  misplacement.  It  must  also  be  remem- 
bered in  regard  to  uterine  flexions,  that  the  organ  is  sometimes 
so  softened  as  not  to  be  capable  of  bearing  its  own  weight  —  a 
circumstance  sometimes  connected  with  leucorrhoea,  and  symp- 
toms of  pain."    (See  p.  475,  and  Appendix  E,  2 ;  F,  2.) 

Here,  evidently,  are  a  class  of  ills  peculiar  to  females,  that, 
in  a  rational  sense,  ought  to  be  greatly  amenable  to  the  power 
of  electro-therapeutics,  —  and  so  they  are.  If  I  should  report 
the  contents  of  my  case-book  under  tliis  head,  it  alone  would 
make  a  volume  of  no  small  interest. 

Amenorrhea, 

The  methodical  use  of  electricity  is  of  inestimable  value  as  an 
emmenagogue  in  young  women,  where  the  menstrual  function 
has  not  appeared,  or  where  it  is  not  fully  established  in  conse- 
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qucnee  of  a  want  of  action  through  the  vaso-motory  nerves  of 
the  ovaries  and  uterus.  No  less  important  aid  is  rendered  by 
Faradaic  currents  for  those  young  females  who  are  threatened 
with  phthisis,  by  determination  of  blood  to  the  lungs,  or  where 
there  is  a  vicarious  hemorrhage  or  discharge.  For  these,  I  can 
testify  that  the  Faradaic  seance  comes  to  the  aid  of  the  prac- 
titioner, in  a  professional  sense,  "  as  a  very  friend  in  time  of 
need."  I  would  not  be  understood  to  claim  for  it  unfailing 
success,  even  where  there  are  no  morbid  changes.  Yet  I  can 
say  that  it  is  so  frequently,  and  indeed  quite  uniformly,  suc- 
cessful, —  coming  to  the  rescue  when  the  ordinary  and  extraor- 
dinary means  liave  long  proved  not  quite  sufficient,  —  that  no 
physician  can  now  afford  to  be  without  this  excellent  thera- 
peutic at  his  command. 

A  curious  case  is  mentioned  in  the  New  York  Journal  of 
Medicine,  1844,  by  Dr.  Le  Cont6,  of  the  south.  He  states 
that  a  woman,  more  than  seventy  years  of  age,  residing  on  a 
plantation  in  the  State  of  Georgia,  wlio  had  ceased  her  menses 
for  more  than  twenty  years,  on  being  struck  by  lightning,  her 
menses  were  completely  reestablished,  and  continued  with  the 
utmost  regularity  for  more  than  a  year  after  the  accident. 
During  the  same  time  her  breasts  were  enlarged  much  as  they 
were  in  early  life. 

The  best  "  methods "  of  treating  amcnorrhoea  by  electricity 
is  a  question,  since  different  great  authorities  advocate  some- 
what different  plans.  M.  Becquercl  admonishes  us,  in  the  first 
place,  not  to  employ  electricity  at  all,  for  this  or  any  other 
disease  in  the  female,  "  during;  the  catamenial  jlow^'*  as  it  is 
very  liable  to  put  a  stop  to  it.  I  would  call  particular  attention 
to  this  remark  of  Becquercl ;  so  much  do  I  regard  its  impor- 
tance, that  it  has  been  a  very  rule  with  me  in  all  electro- 
therapeutic  applications. 

In  Guy's  Hospital,  electricity  is  considered  not  only  admis- 
sible for  treating  these  cases,  but  moreover  as  the  only  true 
and  reliable  eiufnenag-og^ie  v:e  possess.  Yet  it  is  by  no  means 
to  be  used  here  exclusively,  any  more  than  in  any  other  case. 
When  visiting  that  hospital,  I  observed  that  they  mostly  em- 
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ployed  static  electricity,  giving  the  patient  a  dozen  or  so  of 
shocks  at  each  seance^  from  a  quart  Leyden  jar,  fully  charged, 
and  directed  through  the  pelvic  region  from  the  lumbar  or 
sacral  spine  to  the  symphasis  pubis.  By  the  reports  of  that 
hospital  for  the  past  fifteen  years,  it  appears  that  this  has  been 
the  chief  reliance  when  the  condition  of  the  organism  was  right 
for  its  use,  or  had  been  prepared  by  iron  and  tonics,  and  that 
out  of  twenty-four  cases  of  amcnorrhoea  twenty  of  them  were 
thus  cured.  Dr.  Duchenne  in  France  has  also  been  very  suc- 
cessful with  this  class  of  patients,  using  invariably  strong 
electro-magnetic  currents  locally  applied,  i.  e.,  to  the  uterine 
organs. 

It  is,  I  think,  now  a  well-authenticated  fact,  that  the  appli- 
cation of  a  brisk  electro-magnetic  current  to  almost  any  part 
of  the  body  or  limbs,  if  about  the  period  of  her  menstrua,  is 
liable  to  induce  a  flow  of  the  menses  in  any  female  that  is  at 
the  time  in  a  physiological  state  capable  of  that  function.  In 
treating  these  affections,  it  is  always  advisable  to  make  such 
trials  as  will  most  possibly  spare  the  moral  sensibilities  of  our 
youthful  patient.  To  this  end,  direct  that  a  large  moist  sponge 
electrode  be  applied  by  herself  or  attendant  to  the  groin,  or 
perinceum^  (which  is  better,)  or  to  the  upper  inner  side  of  the 
thigh,  while  the  other  electrode  is  carried  by  the  operator's 
hand  to  the  lumbar  and  sacral  regions  of  the  back.  This  last 
electrode  should  be  the  positive,  and  at  high  speed,  while  the 
tip  of  the  conductor  may  be  repeatedly  touched,  and  for  a  few 
seconds  retained,  to  the  binding  screw  of  the  machine.  Thus 
we  are  enabled  to  shock  the  patient,  to  increase  the  circulation 
in  the  uterine  region,  and  to  arouse  the  functions  there  to  life. 
Generally  speaking,  I  prefer  maintaining  one  electrode  some- 
where up  or  down  the  spine,  even  on  the  nucha  or  under  tlie 
coccyx;  let  the  other  be  where  you  please — over  the  pubis, 
vulva,  or  perinaeum,  or  in  the  vagina,  or  above  tlie  groin  on 
either  side.  Never  remove  the  electrodes  until  the  seance  is 
through,  but  suddenly  break  and  make  the  contact  at  the  bind- 
ing screw,  also  reversing  the  current  direction  now  and  then, 
(provided  she  is  not  a  nervous  person.)     By  this  means  wo 
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find  we  can  shock  nearly  as  well  as  by  a  Leyden  jar,  and  tlio 
patient  can  bear  it  daily.  I  have  said  that  electro-magnetiEm 
is  our  great  ultimate  emmenagogue  ;  also  that  it  will  as  surely 
slop  the  menses  if  applied  to  the  female  during'  the  flow.  But  I 
must  add,  that  in  cases  where  the  flow  is  tardy,  pale,  or  but 
partial,  then,  too,  by  this  agent  can  it  be  increased  in  quantity 
and  quality,  and  become  prompt.     (See  Appendix  E,  G.) 

Case  of  Chlorosis.  —  Miss  E.,  nineteen  years  of  age,  graduate 
of  one  of  our  highest  and  most  fat>liionabIe  female  seminaries, 
but  with  decidedly  enfeebled  health.  Her  general  appearance  is 
that  of  a  very  beautiful  girl,  minus  color  and  vivacity ;  for  she  is 
remarkahly  well  developed  and  plump,  but  fair  and  white  as 
marble,  lips  and  gums  blanched,  tongue  pale,  wrinkled,  ajid  in- 
dented, and  her  eyes  languid.  She  came  under  the  care  of  Dr. 
Edward  H.  Clarke,  who,  after  finding  that  tonics,  nutriment,  and 
chalybeates,  together  with  outKloor  and  horse  exorcise,  and  the 
cessation  of  study,  did  not  stay  the  aufemic  and  declining  ten- 
dencies in  this  girl,  therefore  sent  her  to  mo  to  receive  such 
electrical  treatment  as  I  might  judge  to  be  advantageous  in 
lier  case.  There  was  distinct  systolic  bellows  sound  of  the  heart ; 
oriue  was  about  twelve  ounces  in  every  twelve  hoiu's,  which  was 
rich  with  albumen,  epithelial  casts,  and  crystals  of  the  triple 
phospliatCB  of  ammonia  and  magnesia,  and  there  was  long-standing 
amenorrhtea.  She  was  greatly  troubled  at  times  with  intercostal 
neuralgia  ;  had  a  hacking  cough  which  besieged  her  severely  on 
retiring  to  bed,  hut  there  was  no  expectoration  ;  her  lower  limbs 
from  ankle  to  knee  not  any  way  anasareous,  but  were  peciiliarly 
plump,  fair,  and  polished,  as  if  beautiful  statuary. 

Tlie  electric  treatment  of  this  case  was  commenced,  therefore, 
with  the  view  of  first  increasing  the  capillary  circulation,  and  the 
endosmodic  and  exosmodic  process.  To  this  end  I  employed 
first  a  smart  current  of  Faradaism,  and  then  that  of  Galvanism,  at 
each  seance,  which  was  repeated  daily,  using  large  nictallic 
ball  electrodes  covered  with  wet  wash-leather,  with  which  tlie 
Burface  was  gradually  gone  over,  holding  the  balls  as  team  elec- 
trodes, (with  only  one  or  two  fingers  between  them  ;)  and  then 
by  polar  alternations,  labile  movements,  and  sudden  current 
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reversing,  I  caused  the  muscle  fibres  to  contract,  and  this  with 
redness  and  heat  wherever  the  electrodes  were  applied  and  swept 
along,  which  was  done  over  the  whole  back  at  one  seance,  for 
example,  then  over  the  lower  limbs  at  the  next,  &c.  At  the 
same  time  this  patient  remained  under  the  mutual  watch  and 
care  of  Professor  Clarke,  who  simply  advised  a  diminution  of 
medicine,  but  a  continuance  of  the  same  regimen  as  to  food,  ex- 
ercise, and  rest.  It  would  be  interesting  to  detail  the  progress 
of  this  critical  case ;  suflBce  it  to  say,  however,  that  after  the 
first  four  weeks  her  improvement  became  manifest  to  all ;  there 
was  some  evident  return  of  flesh  color ;  she  had  more  appetite, 
and  her  menses  had  returned ;  she  was  stronger ;  said  she  did 
not  feel  "  so  tired ; "  was  quicker  in  thought,  speech,  and  action ; 
and  in  one  month  more  she  began  to  play  on  the  piano,  at  which 
she  was  a  great  proficient.  But  I  do  not  feel  confident  of  her 
safety  ;  besides,  Dr.  Clarke  tells  me,  that  her  sister  has  for  years 
had  more  or  less  hysterical  paraplegia,  and  I  fear  there  is  want- 
ing a  real  foundation  for  any  truly  substantial  health,  although  on 
auscultation  the  bellows  sound  is  gone  from  the  heart,  and  the 
cooing  sound  from  the  carotids ;  showing  that  the  duo  balance 
of  the  blood  circulation  is  reestablished,  the  torpor  is  overcome, 
and  the  capillaries  are  fairly  awakened  to  duty. 

Bowels. 

Dr.  Treusseau,  of  the  Hotel  Dieu,  Paris,  recently  published  a 
paper  in  which  he  strongly  urges  the  profession  to  the  more  fre- 
quent employment  of  "  electro-therapeutics."  He  says,  "  I  con- 
sider this  class  of  remedies  particularly  indicated  in  many  of 
those  cases  where  there  is  reason  to  suspect  a  general  want  of 
tone  in  the  bowels^  as  in  the  delicate,  the  sedentary,  male  or 
female,  and  in  other  cases,  indeed,  wherever  there  may  be  sus- 
pected a  want  of  tone  in  the  parietes  of  the  abdomen,  or  muscu- 
lar coat  of  the  bowels  themselves  in  consequence  of  great  or 
long-continued  distention ;  or,  in  short,  where  the  constipation 
can  be  referred  to  an  undue  secretion  of  gas  or  flatus,  which  in 
itself,  by  causing  habitual  over-distention  of  the  bowels,  and 
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likewise  of  the  hemorrhoidal  vessels,  diminishes  their  natural 
contractile  power ;  also  producing  piles  and  other  local  weak- 
nesses."    (See  Appendix  E,  F,  G.) 

Dr.  W.  Cummings,  an  English  physician,*  testifies  that  elec- 
tric currents,  in  his  hands,  speedily  brought  about  the  cure  of 
very  many  cases  of  habitual  canstipaiion  which  had  resisted,  in 
some  instances,  a  great  variety  of  treatments.  Thus  speak  many 
other  good  authorities.  Now,  we  reckon,  that  if  habitual  con- 
stipation can  be  uniformly  broken  up,  and  a  more  natural  state 
brought  about  that  is  abiding,  so  that  the  bowels  are  more  moist, 
both  on  the  mucous  and  serous  surfaces,  that  their  calibre  and 
place  are  more  natural,  that  there  is  more  natural  peristaltic  ac- 
tion of  the  intestines,  that  the  muscles  of  the  walls  of  the  abdomen 
are  toned  up  to  symmetry,  and  this  brought  about  by  only  such 
simple  means,  with  little  trouble  and  less  expense,  —  is  surely 
worthy  of  our  attention  and  trial.  It  certainly  has  been  my 
own  experience  during  twenty  years  of  general  practice,  that 
no  such  uniform,  or,  rather,  frequent  results,  characterized  with 
such  permanency  of  relief  for  this  most  troublesome  condition 
of  many  people,  have  ever  attended  any  other  sort  of  medi- 
cation or  regimen,  either  adopted  by  me  or  any  one  else.  To 
bo  able  to  reestablish  the  habitual,  natural  movements  of  such 
flabby  bowels  as  have  been  irregular  and  "  behind  the  time"  for 
years,  is  au  acliicvement  anyway  and  every  where.  True,  there 
are  persons  who  from  carelessness  neglect  to  be  punctual  at  stool, 
or  who  by  unwise  habits  of  living,  or  from  a  morbid  appetite  for 
quack  medicines,  for  tobacco,  "  lager  bier,"  cheese  and  crack- 
ers, for  smoked  meats  or  dried  herrings  —  of  course,  will 
be  obstinately  constipated,  or  alternately  relaxed.  But  there 
are,  besides,  a  multitude  of  others,  who,  notwithstanding  careftd 
living,  punctual  stool  habits,  and  most  strenuous  efforts,  perhaps, 
over  and  beyond  a  sedentary  business,  which,  indeed,  they  must 
continue  to  follow,  are  still  suffering  from  a  general  weakness  of 
the  whole  abdomen,  or  a  torpid  state  of  the  intestines  themselves, 
but  which  is  most  usually  ascribed  to  the  liver  !  Now,  for  these, 
which,  by  the  way,  constitute  an  enormous  class,  there  are  no 

*  London  Medical  Gazette,  vol.  ix.  p.  969. 
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other  patients  where  this  medication  is  more  indicated  than  for 
such  when  correctly  practised. 

Intestinal  atony  is  manifested  as  a  constipation,  arising  from  a 
want  of  peristaltic  power  of  the  contractile  and  muscular  fibres 
of  the  intcstmes,  or  from  a  loss  of  tone  or  power  of  contrac- 
tion in  the  muscles  of  the  abdominal  walls  themselves.  When 
both  these  states  exist  in  the  same  case,  tympanitic  distention  of 
the  abdomen  is  very  likely  to  be  the  most  troublesome  symp- 
tom. When  neglected,  it  may  become  extreme,  and  tlireaten 
life  by  asphyxia  from  upward  pressure.  For  all  these  states  of 
atony  I  apply  the  sponge  electrodes  with  Faradaic  currents,  first 
to  the  spine  and  then  to  the  regions  of  the  abdomen,  never 
allowing  the  electrodes  to  rest  more  than  fifteen  to  twenty  sec- 
onds at  any  one  place.  The  labile  motion  is  my  most  favorite 
method  here ;  using  all  the  strength  of  current  the  patient  can 
tolerably  bear,  and  thus,  as  it  were,  bathing'  the  bowels  with  elec- 
tricity without  removing  the  electrodes,  I  could  here  report  any 
number  of  cases  to  illustrate  this ;  but  as  the  treatment  is  so 
similar,  and  yet  influenced  and  varied  in  each  case  according  to 
the  general  and  special  principles  laid  down  in  this  work,  that  I 
forbear,  simply  adding,  for  example,  that  the  positive  elec- 
trode is  usually  placed  upon  the  cervical  or  dorsal  spine,  while 
the  negative  is  planted  for  a  quarter  or  a  half  minute  at  a  time 
over  some  portion  of  the  colon,  and  then  removed  from  place  to 
place  by  being  slid  along  without  being  taken  off.  At  other 
times  the  positive  pole  is  placed  over  the  lumbar  region  or  under 
the  coccyx,  while  the  negative  pole  is  over  the  external  abdomi- 
nal ring.  Tlie  current  should  run  from  the  spine  to  the  bowels, 
or  be  changed  in  direction  from  minute  to  minute ;  moreover, 
the  electrode  that  is  over  the  bowels,  whether  the  positive  or  the 
negative,  should  be  thus  often  alternately  pressed  very  hard,  so 
as  to  displace  flatus  from  under  it,  and  then  again  held  more 
lightly,  and  then  again  moved  along  to  a  new  position. 

Dr.  Robert  Christison  has  employed  galvanism  in  various 
atonic  states  of  the  abdominal  viscera,  and  gives  the  following 
case  *  as  an  illustration  of  his  views  of  "  extreme  constipation  in 

•  Monthly  Journal  of  Medical  Science,  Sept.,  1858,  p.  252. 
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elderly  people :  "  "  In  the  case  about  to  be  related,  the  patient 
had  not  had  a  stool  for  many  days,  which  was  his  habit.  On 
first  seeing  him  tiiere  was  no  suflFering.  He  seemed  a  fresh,  vig- 
orous, and  active  old  gentleman.  Ho  took  his  food  tolerably 
well ;  the  pulse  was  natural ;  the  tongue  only  a  little  furred. 
The  abdomen  is  much  distended,  especially  in  both  the  iliac  re- 
gions, where  there  are  two  large,  prominent  swellings  pro- 
jecting laterally  much  beyond  the  pelvic  bones.  There  are,  also, 
irregular  swellings  at  different  parts  of  the  abdomen,  especially 
in  the  track  of  the  colon.  Over  some  of  these  points  percussion 
is  quite  dull ;  over  others  it  is  tympanitic. 

"  It  was  judged  unsafe  to  give  him  active  purgatives  by  the 
mouth  at  once,  in  case  of  the  great  gut  being  firmly  obstructed 
with  hardened  faeces ;  therefore  a  turpentine  injection  was  first 
properly  administered  to  him  by  a  student.  The  result  was  *  a 
prodigious  discharge  of  fecal  matter  of  all  degrees  of  form  and 
consistence.'  Much  of  it  was  composed  of  very  hard  scybake. 
A  dose  of  active  cathartic  was  now  administered  after  this  fore- 
runner, which  brought  away^also  a  great  mass  of  feculent  mat- 
ter. Active  catliartics  had  frequently  been  repeated,  but  still 
tlie  belly  continued  in  the  same  state,  presenting  especially  the 
singular  enlargement  and  overlapping  of  the  iliac  regions. 

"  It  was  apparent  that,  owing  to  long  continuous  distention  of 
the  bowels  with  faeces  and  gases,  their  vinscular  coats  had 
lost  their  tone^  in  some  regions  at  least,  and  especially  in  the 
coecum  and  the  descending  colon.  It  was  then  proposed  to 
resort  to  electricity  for  relief  from  this  sort  of  paralytic  condi- 
tion of  the  boweljs ;  which  suggestion  was  at  once  carried  into 
eflfcct.  It  is  now  more  than  twenty-five  years  since  galvanism 
was  recommended  as  a  useful  remedy  in  cases  of  obstinate  con- 
stipation. We  can  easily  see  that  it  may  be  useful  —  and,  too, 
upon  what  princii)les  it  acts.  The  earliest  way  or  method  of 
using  it  was  by  guiding  the  galvanic  current  in  the  direction 
frovi  the  mouth  to  the  anus  ;  and  in  this  way  it  seems  to  have 
been  most  effectual  and  prompt,  at  least  in  some  cases.  But 
its  action,  to  be  effective  in  this  manner,  is  rather  disagreeable. 
But   ulterior  observations  have   shown  that  passing  the   cur- 
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rent  in  various  directions  through  the  abdomen  itself,  may  be 
quite  sufficient.  This  remedy  seemed  to  be  the  more  adapted 
to  the  state  of  our  patient  after  the  bowels  had  been  thus  cleared 
out,  for  it  acted  upon  them  with  wonderful  energy  and  success. 
After  this  current  had  been  passed  for  some  time,  directed  from 
the  back  to  the  bowels,  as  well  as  from  side  to  side,  he  had,  in  an 
hour  after,  a  copious  evacuation.  In  three  hours  he  had  another, 
and  next  morning  a  third.  Flatus  was  also  discharged  in  abun- 
dance. The  abdomen  contracted  and  fell  greatly,  but  still  not 
completely.  The  pain  of  the  galvanic  action,  however,  had 
been  so  great  that  the  patient  begged  to  have  a  day's  respite. 
On  the  second  morning,  however,  this  remedy  was  again  applied, 
but  more  gently ;  and  then  again  on  the  alternate  mornings  sub- 
sequently. He  acquired  by  this  means  a  daily  discharge  from 
his  bowels,  and  sometimes  two.  The  abdomen  became  more 
natural  in  size  and  form.  Since  those  days  he  has  had  a  natu- 
red  evacuation  every  morning,  and  without  aid,  either  from  laxa- 
tive or  galvanism.  He  was  dismissed,  I  should  have  said,  after 
receiving  fourteen  treatments. 

"  This  is  a  case,"  says  Dr.  Christison,  "  which  gives  an  excel- 
lent illustration  of  the  influence  exerted  by  galvanic  currents 
over  the  animal  functions.  It  appears  to  me  to  hold  out  a 
probability  that  the  same  remedy  may  prove  serviceable  in 
restoring  the  tone  of  the  intestinal  muscles  in  other  forms  of 
troublesome  chronic  flatulent  distention  of  the  abdomen." 

Dr.  W.  Cummings,  of  Edinburgh,  gives  the  following  graphic 
description  of  cases  of  his  experience  in  the  use  of  electro- 
magnetism  in  certain  states  of  the  bowels :  "  We  are  often 
consulted,"  he  says,  "  by  patients  who,  at  the  first  glance,  con- 
vey the  impression  that  they  are  imperfectly  nourished.  They 
have  an  emaciated  appearance.  In  detailing  their  symptoms, 
they  lay  great  stress  on  a  feeling  of  *  all  gone,'  or,  rather,  a 
faintness  at  the  epigastrium ;  they  complain  of  exhaustion  there. 
They  generally  next  direct  our  attention  to  a  more  or  less  fixed 
pain^  either  in  the  left  hypochondriac  or  iliac  region,  sometimes 
both,  but  more  frequently  in  the  latter  —  a  pain  from  which 
they  are  rarely  exempt,  and  which  is  sometimes  very  severe  and 
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acute,  though  more  often  annoying  and  irritating.  If  they  have 
ever  been  induced  to  apply  a  mustard  poultice  to  the  seat  of 
pain,  they  dwell  on  the  relief,  great,  though  temporary,  they 
have  experienced  from  it.  The  stomach,  in  most  of  the  cases  I 
have  seen,  has  not  been  irritable;  it  commonly  retains  and 
digests  the  food  ;  but  pain  is  frequently  felt  in  the  course  of  the 
colon,  in  a  period  varying  from  an  hour  to  two  hours  after  eat- 
ing. The  bowels  are  at  one  time  constipated,  at  another  lax,  in 
the  same  person.  Some  are  uniformly  costive,  others  more 
frequently  loose ;  but  in  all  (and  this  is  the  characteristic  mark 
of  the  disease^  there  is  a  peculiar  membranous,  fibrinous,  or 
jelly-like  matter  discharged  from  the  bowels.  In  some  cases, 
it  is  stringy ;  in  others,  tape-like  in  its  form ;  in  others,  again,  it 
is  in  small  masses,  resembling  fat  or  stiff  jelly ;  while,  in  the 
milder  cases,  it  is  more  diffluent  and  gelatinous." 

That  this  disease  has,  from  want  of  proper  and  actual  exami- 
nation of  the  intestinal  evacuations,  frequently  eluded  observa- 
tion, I  know  too  well  from  my  own  experience,  and  that  it  has 
consequently  been  maltreated  does  not  admit  of  doubt.  The 
last  thing  the  patient  will  mention,  (if  indeed  he  mention  it  at 
all,)  is  the  characteristic  discharge.  When  the  doctor  directs 
his  or  her  attention  to  it,  they  will  hesitatingly  admit  that  they 
may  possibly  have  remarked  it;  nay,  even  when  they  are 
informed  that  it  appears  with  every  stool,  they  will  often  fail  to 
discover  it ;  and  hence  no  practitioner  should  rest  satisfied,  wlien 
lie  has  reason,  from  otlier  indications,  to  suspect  this  affection, 
till  he  has  himself  examined  the  f«ces  most  carefully,  partic- 
ularly while  separating^  the  fluid  from  the  solid  matter.  In  the 
former,  as  they  are  being  poured  off,  he  will  rarely  fail  to  dis- 
cover flakes,  or  shreds,  or  even  small  masses ;  these,  if  dis- 
covered, will  lead,  at  future  opportunities,  to  the  detection  of 
larger  and  more  unmistakable  portions  of  this  abnormal  secre- 
tion. To  take  the  report  of  the  appearances  from  the  patient, 
is,  in  too  many  instances,  the  surest  way  to  deceive  both  him 
and  yourself.  In  addition  to  this,  there  is  not  unfrequently 
(but  not  always)  a  discharge  of  blood  from  the  bowels,  and 
that,  too,  where  no  hemorrhoids  can  be  detected.     Almost  imi* 
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formly,  there  is  excruciating  pain  during  evacualion,  and  always 
a  feeling  of  exhaustion  for  some  time  after.  In  most  of  the 
patients,  there  is  a  peculiar  expression  of  countenance,  so  strik- 
ing, that  one  who  has  understandingly  seen  many  such  cases 
can  with  tolerable  certainty  tell,  without  more  minute  examina- 
tion, what  the  nature  of  the  complaint  is.  It  is  an  expression 
of  anxiety  and  irritability,  quite  different,  however,  from  that 
which  usually  marks  organic  disease.  You  must  not  conclude, 
however,  as  is  too  often  the  case,  that  your  patient  is  laboring 
under  an  incurable  malady.  Scarcely  less  characteristic  of  the 
disease  than  any  of  the  preceding  symptoms  is  the  state  of  the 
mind.  In  all  there  is  more  or  less  nervousness,  greatly  in- 
creased towards  night,  sleeplessness,  or  dreams  of  an  unpleasant 
nature,  which  is  almost  invariable.  One  lady  was  troubled 
often  with  spectral  illusions. 

Professor  Simpson  has  observed  that  in  most  of  these  cases 
that  have  come  under  his  notice,  there  is  a  deficiency  of  memory 
in  regard  to  ivords.  The  patient  knows  what  he  wishes  to 
express,  and  is  loquacious,  but  cannot  find  the  desired  expres- 
sion at  the  moment.  In  my  own  experience,  I  have  not 
observed  this  so  frequently ;  and  certainly  in  very  many  cases 
it  is  wanting ;  this  is  therefore  not  invariable.  When  the  affec- 
tion has  been  of  long  duration,  (and  too  frequently  this  is  the 
case  before  we  are  consulted,)  the  mental  irritability  is  very 
great,  and  perhaps  confirmed ;  and  what  is  more  painful  still, 
the  patient's  feelings  and  views  are  quite  perverted  and  dis- 
torted. It  is  unnecessary  to  add,  that  they  are  miserable  in 
themselves,  and  where  the  nature  of  the  affection  is  unknown 
to,  and  due  allowance  not  made  by,  their  companions  and  friends, 
they  are  truly  a  cause  of  misery  to  others.  They  are  quite  sen- 
sible that  they  are  not  what  they  formerly  were ;  that  they  are 
changed  in  temper  and  condition  for  the  ivorse;  they  feel, 
moreover,  that  they  have  little  control  over  their  mental  state, 
and  are  apt  to  fall  into  a  condition  of  great  depression  and 
despondency.  If  I  were  to  express  their  internal  feeling  in 
few  words,  I  would  say  that  "  they  have  a  mixture  of  irritability 
.and    despondency,  relieved,  from  time   to  time,  by  happier 
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feelings  ;  but  that  those  latter  are  of  comparatively  short 
duration." 

This  state  of  the  bowels  is  vastly  more  common  in  the  female 
than  in  the  male  sex,  though  by  no  means  uncommon  in  die 
latter ;  and  in  the  former  it  is  very  often  accompanied  by  dis- 
menorrhoea,  and  occasionally,  too,  by  the  membranous  form  of 
that  affection. 

The  primary,  and  I  believe  indispensable  point  for  cure  is, 
first,  a  total,  or  almost  "  total  abstinence  from  purgative  medr 
icines,^^  With  this  view,  I  was  till  lately  in  the  habit  of  reliev- 
ing the  bowels  every  third  or  fourth  day  by  enenuUa  of  simple 
warm  water,  or  with  the  addition  of  a  table  spoonful  of  salt  and 
molasses,  or  oil,  and  perhaps  every  ten  or  twelve  days  a  dose  of 
laxative  by  the  mouth.  These  means,  simple  though  they  be, 
actually  do  mischief;  and  therefore  it  was  desirable  to  discover 
a  mode  of  eflFecting  the  object,  without  the  disadvantage  of  its 
being,  at  the  same  time,  an  irritant  and  debilitant. 

External  counter-irritation  is  the  second  point ;  and  this,  from 
shampooing,  or  a  mustard  poultice,  or  both,  every  night  or  second 
night,  gives  considerable  but  only  temporary  relief,  which,  how* 
ever,  was  always  most  grateful  to  the  patient.  But  in  very  many 
instances  it  failed  utterly,  and  where  it  did  benefit  the  relief  was 
usually  transient. 

"  Circumstances  which  I  need  not  at  present  detail,"  says  Dr. 
Cummings,  ''  led  me  to  surmise  that  electro-galvanism  would 
accomplish  both  those  indications  of  treatment,  viz.,  counter- 
irritative  and  laxative,  without  the  disadvantages  to  the  patient 
with  wliich  other  means  are  chargeable.  The  results  of  its 
use,  in  a  considerable  number  of  cases  of  this  intestine  dis- 
ease, warrant  me,  I  think,  in  affirming  that  electricity  is  com- 
petent of  itself  to  the  cure  of  almost  every  such  case,  and  that 
if  aided  by  a  unique  internal  medicine,  which  I  shall  refer  to 
presently,  it  will  cure  both  certainly  and  speedily. 

"  In  the  first  place  I  find  it  acts  as  an  aperient,  seemingly  by 
its  action  on  the  intestinal  muscular  coat,  as  well  as  the  secre- 
tions of  the  mucous  membrane  of  the  bowels.  In  every  case  in 
which  I  have  used  it,  this  has  been  the  effect ;  and  if  it  had  no 
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other  consequence  beyond  this,  the  advantage  from  it  is  pro- 
digious ;  for,  as  in  a  multitude  of  instances,  this  ultimate  affec- 
tion has  been  traced  to  the  use  or  abuse  of  laxative  medicines 
taken  as  a  cure ;  hence,  since  during  the  treatment  of  this 
affection,  even  the  mildest  aperients  irritate  the  mucous  mem- 
brane, and  so  far  aggravate  (temporarily)  the  disease,  therefore 
the  evacuation  of  the  bowels,  by  any  other  means  that  do  not 
irritate  nor  yet  exhaust,  but,  on  the  contrary,  can  invigorate,  is 
obviously  of  vast  consequence.  But  the  electro-magnetic  cur- 
rents do  more  than  this ;  for,  secondly,  it  induces  such  a  changed 
state  of  the  bowels  as  prevents  the  further  formation  of  this 
peculiar  secretion ;  that  is,  it  restores  the  bowels  to  a  more 
healthy  condition.  I  purposely  avoid  using  expressions  which 
might  involve  a  theory  as  to  its  mode  of  action,  and  do  not  pro- 
fess to  tell  how  this  result  takes  place.  The  fact  itself  is  urir 
deniable.  Thirdly,  electricity  supersedes  all  counter-irritation. 
The  pain  in  the  side,  for  the  removal  of  which  the  counter-irri- 
tant was  employed,  is  relieved  by  an  application  of  the  galvanism 
for  at  least  twenty-four  hours ;  in  many  cases  for  a  much  longer 
period ;  but  as  the  agent  is  applied  once  a  day,  where  no  contra- 
indicating  cause  exists,  till  the  disease  is  removed,  it  may  be  said 
that  the  pain  is  abolished  at  the  same  time. 

"  Electricity  can  of  itself  effect  a  cure ;  but  I  have  generally 
combined  it  with  the  internal  exhibition  of  tar,  and  have  thus 
effected  cures  in  a  much  shorter  time  than  by  either  of  these 
means  siugly.  For  some  time  I  was  in  the  habit  of  giving  in- 
ternally the  nitrate  of  silver,  or  cod  liver  oil,  as  circumstances 
directed ;  but  latterly,  I  have  confined  myself  simply  to  the 
simultaneous  administration  of  electricity  and  tar  for  these  cases, 
as  suggested  first,  I  believe,  by  Dr.  Simpson,  and  have  found 
that  it,  of  all  internal  means  for  these  cases,  is  by  far  the  most 
prompt  and  permanently  effectual.  This  relieves  the  feeling  of 
exhaustion  at  the  epigastrium,  imparts  an  agreeable  warmth, 
promotes  appetite  and  digestion  ;  but  the  tar,  by  itself,  is  long  in 
effecting  a  cure,  even  in  slight  cases,  in  all  the  trials  I  have  made 
of  it.  The  plan  I  have  hitherto  adopted  has  been  to  give  the  tar 
in  the  form  of  pill  or  capsule,  thrice  a  day,  while  the  electro- 
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galvanism  is  repeated  for  a  quarter  of  an  hour,  daily,  the  inten- 
sity being  increased  from  time  to  time.  Steady  perseverance  for 
a  season  is  requisite.  With  this  method,  according  to  my  ex- 
perience, the  case  must  be  obdurate  indeed  that  will  resist  a  cure. 

"  One  remarkable  fact  connected  with  the  treatment  by  electro- 
magnetism  is,  that  it  detects  the  very  portion  of  the  bowels  where 
the  greatest  amoimt  of  irritation  exists  —  a  knowledge  which 
manual  pressure  often  fails  to  elicit ;  for  it  is  a  singular  truth, 
that  where  the  instrument  is  in  action,  extreme  tenderness  is 
complained  of  in  more  than  one  well-defined  spot  or  tract,  of 
which  usually  the  patients  were  not  previously  aware,  and  that, 
perhaps,  quite  distant  from  the  regions  to  which  the  attention  of 
the  doctor  is  directed,  as  the  seat  of  pahi.  It  is  extremely  inter- 
esting to  observe  how  this  tenderness,  after  a  time,  from  the  con- 
tinued use  of  electro-magnetism  or  galvanism,  diminishes,  until 
a  mere  point  is  fixed  upon,  as  its  seat,  and  how  this  also  is  re- 
moved ;  after  which  the  disease  may  be  said  to  be  actually  ex- 
tinguished.  Yet  I  have  seen  reason  to  persevere,  at  more  distant 
intervals,  in  the  application  of  this  agent,  for  the  sake  of  con- 
firming the  recovery  by  strengthening  the  nervous  system,  and 
conducing  to  the  self-regulation  of  the  bowels." 

The  foregoing  testimony  of  Dr.  Cummings  on  this  point  is 
extremely  valuable  ;  indeed,  I  know  of  none  more  so.  But  I 
am  inclined  to  think  that  the  harassing  pains  attending  these 
cases  are,  in  part  at  least,  seated  in  the  parictes  of  the  abdo- 
men—  a  muscular  hypcra^sthesia  that,  though  a  part  of  the  affec- 
tion, should  be  correctly  designated.  As  the  abdominal  viscera 
are  always  a  little  slower  to  respond  to  the  electric  hifluence 
than  arc  voluntary  muscles,  so,  when  treating  here,  and  i\\Q.  pos- 
itive electrode  is  upon  some  part  of  the  spine,  while  the  negative 
is  upon  the  bowels,  the  latter  must  be  compressed  and  retained 
for  some  appreciable  time  in  a  given  spot  in  order  to  make  any 
real  and  abiding  impression  upon  the  imderlying  bowel.  This 
is  all-important,  even  while  the  electrode  that  is  on  the  back  is 
being  moved  up  or  down,  as  also  when  both  electrodes  are  ajv 
plied  and  embedded  in  the  flanks  of  the  abdomen  itself. 
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Cholera. 

In  1854,  Dr.  C.  Meinig  called  the  attention  of  the  medical 
world  to  the  great  value  of  the  primary  current  of  galvanism 
in  the  treatment  of  choleraic  diarrhwa.  Where  the  symptoms 
are  violent,  bowel  discharges  are  attended  with  pains,  cramps, 
and  spasms,  or  movements  and  borborygvius  in  the  bowels,  with 
swashy  diarrhoea,  vomiting,  cold  sweating,  cramping  sensation 
in  the  legs,  &c.  The  method  he  pursued  in  such  cases  is  thus 
given :  — 

The  positive  electrode  of  his  portable  (and  powerful)  com- 
pound galvanic  battery  was  first  applied  to  the  spine^  between 
the  shoulders ;  the  negative  pole  being  placed  on  the  abdominal 
region,  and  occasionally  moved  higher  up  or  lower  down, 
according  to  the  varying  seat  of  the  pains,  and  coldness  in  the 
bowels.  The  good  effect  of  the  current  was  imiformly  per- 
ceived at  once,  in  a  feeling  of  warmth  and  tone  in  the  bowels, 
the  pains  uniformly  and  entirely  disappearing  in  about  half  an 
hour ;  both  the  diarrhoea  and  vomiting  subsided  only  grad- 
ually, in  the  course  of  from  two  to  five  hours,  when  slight  weak- 
ness was  left,  the  urine  reappearing  shortly  after  the  applica- 
tion of  electricity,  probably  through  the  action  of  the  current 
on  the  urinary  organs.  He  says,  "  I  have  witnessed  these 
results  in  eight  cases,  one  of  them  finally  being  in  my  own  per- 
son ;  in  which  case,  to  attest  my  confidence,  I  purposely  ab- 
stained from  employing  any  other  remedy  whatever.  It  was 
here  often  found  necessary  to  communicate  the  current  to  the 
abdomen  by  means  of  a  metallic  plate  electrode,  of  sufficient 
size  to  cover  the  wliole  abdominal  region,  as  the  patients  com- 
plained that  the  warmth  was  limited  to  the  exact  position  of  the 
previously  used  small  disk,  and  did  not  sufficiently  pervade  the 
whole  abdomen.  In  one  or  two  cases,  I  observed  the  remark- 
able circumstance,  that  while  the  diarrhoea  lasted,  the  pricking 
sensation^at  the  negative  pole  was  almost  nil ;  whereas,  after  the 
disappearance  of  the  complaint,  the  skin  was  blistered,  in  about 
a  quarter  of  an  hour,  by  the  power  of  the  current.     I  certainly 
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look  upon  these  observations  as  of  sufficient  importance,  at  th^ 
present  juncture,  to  induce  physicians  to  test  their  validity, 
the  more  so  as  it  can  be  done  without  great  trouble,  and  with- 
out precluding  the  use  of  other  remedies,  and  as  the  successful 
results  here  stated  may  very  easily  be  accounted  for.  Whatever 
may  be  the  difference  of  opinion  as  to  the  cause  of  cholera,  and 
the  nature  of  cholera  or  its  symptoms,  and  consequent  treat- 
ment, two  points  will  be  conceded  by  most  thinking  men. 

"  1.  That  it  is  of  the  utmost  importance  to  keep  up  the  power 
of  the  central,  as  well  as  of  the  digestive  system,  so  tliat,  if 
diarrhoea  there  must  be,  the  otlier  functions  are  disturbed  as 
little  as  possible. 

"  2.  Tliat  in  this  disease,  that  remedy  is  the  most  preferable 
and  certain  of  effect,  which  is  the  most  directly  applicable,  and 
the  most  independent  of  the  disturbed  digestive  functions. 

"  In  sending  a  continuous  mild  stream  of  electricity  (here 
using  no  interrupted  or  shock  current)  from  the  spine  to  the 
abdomen,  I  vitalize  —  keep  up  the  power  of —  the  whole  central 
and  digestive  systems,  and  by  keeping  in  action  all  functions,  I 
prevent  the  diarrhoea  from  taking  a  virulent  and  passive  char- 
acter. I  do  this  instantly,  and  independently  of  digestive  func- 
tions, strongly  or  mildly,  continuously  or  intcrmittingly,  at 
option.  All  the  effects  purporting  to  be  produced  by  the  means 
generally  employed,  are  thus  produced  much  more  perfectly  and 
instantaneously  by  this  simple  application.  However,  volumes 
of  reasoning  will  never  supply  the  test  of  experience.  Therefore 
let  electricity  be  fairly  tried,  and  stand  upon  its  own  merits. 

"  With  regard  to  cases  of  collapse,  I  cannot  speak  from  expe- 
rience, never  having  witnessed  such  a  case.  It  is,  however,  a 
fact  witnessed  by  me  dozens  of  times,  and  very  easily  demon- 
strated, that  spasms  and  cramps  of  the  ordinary  description 
cease  in  a  few  minutes  under  the  influence  of  strong  primary 
continuous  (not  shock)  currents  passed  along  down  the  spine 
and  the  contracted  limbs ;  and  with  regard  to  the  maintenance 
of  irritation  in  any  given  part  of  the  body,  it  will  be  obvious  to 
every  one  that  no  other  means  at  command  can  bear  the  most 
distant  comparison  with  electricity,  for  such  purpose. 
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"  In  cases  of  collapse,  I  would  fix  one  disk  on  the  spine,  the 
other  on  the  abdomen,  as  above  stated;  and,  in  addition,  I 
would  send  the  strong  continuous  current  from  a  galvanic  bat- 
tery first  along  down  the  spine,  and  then  from  the  spine  along 
the  cramped  or  contracted  parts,  also  through  the  liver,  stomach, 
and  bowels ;  a  few  shocks  to  be  used  only  where  it  was  neces- 
sary, and  but  momentarily j  to  stir  up  the  whole  system  —  in  fact, 
simply  to  keep  up  life."  The  key  to  understand  the  relative 
bearing  of  the  foregoing  treatments  is  found  in  those  words 
where  Dr.  Meinig  says,  "  The  skin  was  blistered  in  fifteen  min- 
utes by  the  power  of  the  current  employed ; "  that  is,  he  em- 
ployed a  very  powerful  primary  current  in  these  extreme  cases, 
and  produced  such  uniform  good  results. 

From  the  theory  of  cholera  as  published  by  Sir  James  Mur- 
ray, in  the  London  ♦Medical  and  Surgical  Journal,  in  1832,  a:id 
since  amply  confirmed  in  many  parts  of  the  world,  it  is  to  be 
concluded  that  the  judicious  use  of  electro-magnetic  or  galvanic 
passes,  patiently  persevered  in,  through  the  respiratory  and  spinal 
nerves  is  one  of  the  most  essential  adjuvants  that  can  be  em- 
ployed duritiff  collapse  J  or  that  state  o{  passive  electric  abstraction 
which  ought  to  be  treated  much  like  suspended  animation. 

An  article  by  Dr.  J.  C.  Atkinson,  in  the  Lancet  of  1848, 
p.  504,  says,  "  I  am  desirous  at  the  present  moment  of  calling 
the  attention  of  scientific  readers  to  a  very  interesting  phenom- 
enon, more  or  less  present  in  the  collapse  stage  of  cholera, 
which  seems  to  have  hitherto  escaped  the  observation  of  medical 
men,  viz.,  animal  electricity,  or  phosphorescence  of  the  human 
body.  My  attention  was  first  attracted  to  the  subject  during 
the  former  visitation  of  that  fearful  disease  in  the  metropolis. 
It  was  indeed  singular  to  notice  the  visible  quantity  of  electric 
fluid  which  continually  discharged  itself  on  the  approach  of  any 
conducting  body  to  the  surface  of  the  skin  of  a  patient  laboring 
under  the  collapse  stage,  more  particularly  if  the  patient  had 
been  previously  enveloped  in  blankets.  Streams  of  electricity, 
many  of  them  averaging  one  inch  and  a  half  in  length,  could 
be  readily  educted  by  the  knuckle  of  the  hand,  when  directed 
to  any  part  of  the  body ;  and  these  appeared,  in  color,  effect, 
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crackling  noiso,  and  luminons  character,  similar  to  that  which 
we  are  all  accustomed  to  observe  wlien  touching  a  charged 
Leyden  jar.  I  may  remark  the  coincidence  that,  simultaneously 
with  the  heat  of  the  body  passing  off,  the  electricity  was  evolved ; 
and  I  am  therefore  led  to  ask  the  question.  Are  not  heat,  elec- 
tric and  galvanic  fluids,  one  and  the  same  thing  ?  Does  not  the 
fact  of  the  passing  off  of  both  imponderable  substances  at  one 
and  the  same  time  strengthen  this  conclusion  ? 

"  Again,  are  not  the  whole  of  what  we  call  vital  phenom- 
ena  produced  by  certain  modifications  of  the  clcctro-galvanio- 
magnetic  matter  and  motions  ?  And  do  we  not  find  that  these 
vital  phenomena  are  continuously  affected  by  the  relative  state 
of  the  surrounding  electric  medium  ?  To  what  can  we  attribute 
the  present  fluctuating  condition  of  the  barometer,  if  not  to  it  ?  " 

We  know  what  wonderful  decomposing  action  galvanism 
had  on  alkalies,  under  the  hands  of  the  illustrious  Humphry 
Davy  ;  but  we  do  not  know,  nor  have  we  any  conception,  in  the 
present  state  of  knowledge,  of  the  decomposing  action  of  the 
electric  matter  of  the  atmospheric  air,  in  its  various  conditions, 
on  the  fluids  generally  of  the  animal  body.  Chemistry  has 
failed  in  pointing  out  any  other,  or  ponderable  material  as  the 
exciting  cause  of  epidemic  diseases. 

In  the  treatment  of  cholera,  all  are  agreed  that  non-conduct- 
ing substances  on  the  surface  of  the  skin  aid  essentially  in  the 
cure ;  and  during  the  disturbed  state  of  the  atmosphere,  for  the 
purpose  of  retaining  the  electricity  continually  eliminating  in 
the  system,  we  are  told  to  wear  woollen  bandages,  flannel, 
and  gutta  ])erclia  soles,  so  as  to  insulate  as  much  as  possible 
the  body,  to  prevent  the  heat  and  the  electric  fluid  from  pass- 
ing off.     (See  Appendix  P,  G  Note  3.) 

Breast'^Iilk. 

The  lacteal  secretion  is  a  veritable  nervo-chemical  phenom- 
enon ;  yet  the  good  effects  of  electricity  on  the  mammary  gland, 
in  case  there  is  very  deficient  secretion,  suppressed  or  poor 
secretion  of  milk,  and  in  other  abnormal  states  of  the  milk- 
giving  breast,  (except  the  inflammatory,)  show  it  to  be  not  so 
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much  a  chemical  as  a  physiological  action  through  the  nerves 
and  vessels  that  determine  this  secretion.  The  primary  gal- 
vanic current,  I  find,  is'decidedly  the  best  for  this  purpose  ;  and 
this  should  be  most  carefully  managed,  and  of  the  mild,  or  at 
least  agreeable  strength.  The  positive  electrode  should  be  placed 
(d}ove  the  breast,  or  in  the  axilla,  while  the  other  is  on  the 
breast,  and  so  that  the  current  will  be  as  even  as  possible. 

M.  Bccquerel  reports,  as  an  example  of  its  repeated  success 
in  his  hands,  the  case  of  a  lady  twenty-seven  years  of  age,  who 
had  the  secretion  in  her  left  breast  almost  entirely  dried  up, 
and  in  the  right  it  was  greatly  diminished.  This  was  produced 
by  untoward  circumstances  soon  after  her  accouchement.  He 
employed  in  this  case  the  induced  currents  of  electro-mag- 
netism, but  of  the  most  rapid  vibrations,  and  of  moderate 
intensity,  —  using  large,  soft,  and  moist  sponge  electrodes, 
placed  successively  on  different  points  of  the  surface  of  the 
breast,  so  that  the  current  might  pass  through  and  through, 
traversing  it  in  all  directions.  Three  seances  of  fifteen  minutes 
each  were  held,  and  at  tlie  end  of  the  third  day  the  flow  of  milk 
was  abundant.  Since  that  time,  and  as  long  as  she  nursed  the 
child,  there  was  a  good  and  sufficient  flow  for  it. 

For  '^sore  nipples j^^  use  the  Humboldt  battery.  I  have  suc- 
ceeded with  this  where  all  other  means  had  been  exhausted 
in  vain.  But  I  have  observed,  and  hold  it  as  a  rw/e,  that  those 
cases  of  sore  nipples  which  occur  in  enfeebled  women  are  thtus 
cured  more  readily  than  when  they  occur  in  the  fleshy  and 
robust.  My  method  is  to  apply  the  silver  pad  over  the  sore 
nipple,  while  the  zinc  pad  is  placed  above  the  breast,  —  say  on 
the  sound  surface  of  the  pectoral  muscle,  —  and  if  it  irritates 
there,  (i.  e.,  under  the  zinc  plate,)  then  remove  it  to  the  right 
or  left,  on  sound  skin,  but  retain  the  silver,  whenever  applied, 
always  over  the  nipple.  A  great  help  in  the  cure  of  sore  nip- 
ples, in  these  two  classes  of  patients,  is  a  saturated  solution  of 
borax  and  kino.  For  example,  put  into  an  ounce  vial  one 
drachm  of  finely  powdered  borax  and  two  drachms  of  powdered 
kino  or  catechu,  and  fill  up  with  warm  water,  if  the  woman  is 
robust ;  but  if  very  feeble,  fill  up  the  vial  rather  with  brandy, 
or  New  England  rum,  but  not  with  alcohol.    (See  Appendix  G.) 
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Dropsy. 

In  very  many  instances,  that  is,  where  the  oedema,  or  the  ac- 
cumulation of  fluid  in  the  cavities,  is  not  the  result  of  fatal 
organic  disease,  both  Galvanic  and  Paradaic  currents  have  proved 
highly  serviceable  —  in  some  instances  independently,  iu  others 
as  auxiliary.  Tliis  is  rational.  We  know  that  the  bright  arterial 
blood  flows  out  through  the  moss-like  fringe  of  minutest  arteries 
into  the  capillaries,  and  so  on  again  into  the  anastomosing  fringe 
of  veins  in  its  return  back  to  the  heart  and  lungs.  Now,  in  that 
intricate  pass  from  the  ultimate  twigs  of  arteries  into  the  ulti- 
mate twigs  of  veins,  the  blood  appears  to  yield  a  portion  of  its 
moisture  by  the  process  of  exudation  and  imbibition,  by  which 
the  various  tissues  are  lubricated  and  nourished.  But  in  some 
mysterious  and  intricate  instances,  cither  from  the  blood  being 
more  watery,  or  poor  in  iron  and  salts,  or  from  some  change  in 
the  state  of  the  tissues,  this  exuded  or  imbibed  fluid,  with  its 
debris^  docs  not  get  back  into  the  veins,  but  rather  accumulates 
in  the  cellular  tissue,  and  this  is  termed  (Edema.  On  the  prin- 
ciples of  cndosmosis  and  exosmosis,  it  is  well  understood,  and, 
moreover,  we  can  comprehend  its  relation  to  the  naturally 
vitalized  electro-nervous  battery  of  the  organism. 

In  cases  of  anasarca,  particularly  of  the  lower  extremities,  the 
smart  primary  or  secondary  currents,  applied  through  small, 
approximating,  and  as  ceaselessly  moving  electrodes,  will  usually 
produce  muscle  fibre  and  capillary  contractions,  which  will  be 
followed  by  warmth  and  strength,  and  consequently  there  will  be 
a  disappearance  of  the  dropsical  effusion.  This  is  faciHtated  by 
a  daily  wash  in  warm  water,  and  then  tlie  sudden  sliock  produced 
by  a  splash  of  cold  water  for  one  moment. 

Hydrocele.  —  My  experience  here  has  been  limited  ;  but  the 
few  cases  I  have  had  occasion  to  treat  by  electro-therapeutics, 
have  resulted  favorably.  One  case  was  managed  by  applying 
the  sponge  electrodes,  with  some  pressure,  on  the  surface  of  the 
scrotum,  using  full  bearable  currents  of  electro-magnetism,  and 
repeating  it  every  day  for  one  week,  when  the  absorption  was 
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complete,  and  the  case  remains  well.  In  two  other  cases  I  em- 
ployed also  the  electro-puncture  with  the  primary  galvanic  cur- 
rent. One  of  these  was  an  old  and  ugly  case  —  Mr.  Kittredge, 
of  Berkshire,  aged  forty-five,  who  presented  in  May  last ;  a  very 
large  hydrocele  of  the  left  side,  that  had  been  repeatedly  tapped 
and  injected  for  radical  cure ;  and  although  he  suffered  inflam- 
mation, yet  the  hydrocele  was  large  and  painful.  It  was 
fully  the  size  of  an  infant's  head,  and  appeared  a  formida- 
ble case. 

This  patient  took  the  operating  chair,  which  was  swung  to  a 
very  reclining  posture,  so  that,  indeed,  his  hips  were  higher  than 
his  feet  or  head ;  knees  raised  and  widely  separated.  I  then 
carefully  plunged  into  either  side  of  the  scrotal  sack  two  gold 
electro-puncture  needles,  taking  care  not  to  wound  the  tcsticfe, ; — 
which,  however,  is  usually  well  back  out  of  the  way,  —  and  thus 
applied  the  constant  current  of  galvanism  from  five  to  fifteen 
elements  of  DanielFs  battery,  reversing  the  current  every  minute, 
and  continuing  the  seance  for  fifteen  minutes.  As  does  goitre, 
80  did  it  visibly  diminish  in  size  during  these  fifteen  or  twenty 
minutes.  This  was  repeated  every  other  day,  together  with  some 
induction  currents  to  the  surface  of  the  scrotum  to  finish  off 
with,  for  three  seances  more,  at  the  end  of  which  there  was  no 
water  in  the  sac,  but  the  loft  testicle  hung  lower  than  the  right, 
and  was  still  somewhat  tender  and  painful.  In  a  fortnight  more, 
this  soreness  removed.  It  is  now  some  eight  months  since  he 
came  to  see  me,  and  I  learn  that  he  remains  perfectly  well. 

The  other  case,  although  not  so  apparently  unfavorable  at  the 
beginning,  was  similarly  and  as  thoroughly  treated,  but  it  is  as 
yet  but  partially  cured.  In  this  case,  however,  there  is  evidently 
but  little  nervous  power  in  the  parts,  for  the  penis  is  without 
erection,  and  when  the  positive  electrode  is  placed  just  back  of 
the  ischium  and  the  other  is  pressed  at  the  root  of  the  penis, 
there  is  but  the  slightest  sensation  from  the  strongest  electro- 
magnetic current,  showing  that  the  pudic  nerve  is  all  but 
paralyzed.     (See  Appendix  E,  F,  G.) 

For  glandular  enlargements,  as  well  as  for  lymphatic  tumors, 
M.  Boulu  has,  since  1853,  been  especially  using  electricity,  and 
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that,  he  says,  with  varied  success.  On  the  whole,  he  finds  that 
fine  platinum  needles  for  electrodes,  plunged  deeply  into  the 
mass  of  the  tumor,  and  so  leading  the  current  through  it, 
work  the  best  of  all.  He  quotes  a  large  list  of  cases  and  ex- 
periences in  this  line,  and  his  final  opinion  is,  "  that,  for  these 
cases,  the  current  is  both  chemical  and  exciting  to  the  circula- 
tion and  absorbents,  also  producing  a  capability  and  tendency 
to  contractility  in  the  vessels  and  tissues  about  the  afifected  parts, 
that  not  a  little,  aid  to  wither  the  tumor." 

Ckmcer  and  Tubercle. 

Neither  of  these  affections  is  directly  eliminated  from  the 
syst'em  by  electricity  or  any  other  medication.  In  the  former 
disease,  however,  induction  (secondary)  currents  have  some- 
times afforded  most  charming  temporary  relief.  In  the  latter, 
electric  currents  can  be  so  employed  as  to  arouse  some  more 
abiding  vital  action  in  the  weakened  muscles  of  the  chest,  so  as 
to  make  respiration  deeper  and  stronger,  and  thus  vitalizing  the 
lungs  and  other  portions  of  the  body,  without  stimulating  the 
tubercular  mass  very  much.  I  have  not  a  question  that  tubercle 
may  be  seized  upon  by  the  forces  of  nature  through  the  absorb- 
ents, and  thus  often  rendered  latent,  or  perhaps  in  some  in- 
stances removed.  I  have  seen  cases  recover  under  the  electric 
treatment,  and  endure  labor  and  exposure  afterwards,  who  were 
pronounced  by  able  physicians  to  be  marked  with  tubercular 
deposits.     (If  resorted  to,  see  Aj)pcndix  F,  G.) 

Tubercle  and  cancer,  it  is  to  be  borne  in  mind,  are  very  different 
diseases  ;  the  former  possesses  no  fibrous  stroma,  but  is  simply 
infiltrated  among  the  elements  of  various  organs,  the  vascularity 
of  wliich  it  tends  to  destroy.  A  cancerous  tumor  increases  by 
actual  growth,  cell  by  cell ;  but  tubercle  does  not,  for  it  is 
rather  deposited,  accumulated,  or  left ;  the  cancer  is  vascular, 
the  tubercle  is  not ;  in  the  former,  cells  are  organized  which 
have  the  power  of  redeveloi)meiit ;  in  the  latter,  reproductive 
cells,  or  self-propagating  processes,  are  never  produced.  Li 
cancers,  the  morbid  matter  circulating  in  the  blood  —  whatever 
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that  may  be  — has  an  election  for  the  cancerous  part.  In  tuber- 
cles, successive  exudations  or  deposits  are  made,  which,  by  accu- 
mulation, augment  the  volume  or  amount  of  space  occupied  by 
the  repeated  deposits. 

Tumors  of  tubercular  degeneration  in  glands,  as  about  the 
neck,  are  doubtful  cases,  and  should  be  approached  with  the  cur- 
rents in  the  most  cautious  way.  These  are,  after  all,  not  a  little 
inviting  for  this  treatment,  seeing  that  electricity  produces,  when 
properly  employed,  an  increase  of  life  in  the  tissues,  and,  in  a 
word,  tends  to  replace  a  normal  state  where  it  is  abnormal ; 
and  why  may  it  not  aid  to  wash  away  the  deposit  which  is  always 
left  in  a  debilitated  spot  ? 

Consumption. 

The  first  stages  of  tubercular  phthisis  is  generally  stated  to  be 
that  in  which  the  physical  sigTis  indicate  a  deposit  in  the  lungs. 
But,  able  men  in  this  speciality  say,  we  must  evidently  go  fai*thcr 
back ;  there  is  unmistakable  and  undeniable  evidence  by  ear- 
lier symptoms,  than  there  are  stethescopic  signs  —  long  before 
the  able  and  most  skilful  observer  can  detect  the  sound  which 
indicates  the  least  shade,  or  degree,  of  solidification  of  the 
lungs,  —  there  is  an  antecedent  state  of  disordered  health,  act- 
ing as  the  causative  agent,  that  originates  the  predisposition  or 
tendency  to  the  deposit  of  tubercle  in  the  tissues,  and  elabo- 
rates or  prepares  the  material  in  the  system  from  which  only 
tubercle  is  formed.  To  this  very  point  I  would  entreat  an  ear- 
nest and  careful  attention.  Here  is  the  very  "  point  of  depart- 
ure." It  is  not  only  the  key  to  the  very  meaning  of  tlie  name 
of  this  disease,  but  it  is  the  only  truly,  i.  e.,  uniformly,  hopeful 
period  for  treatment. 

To  sum  up  our  opinion,  then,  much  in  the  concise  words  of 
others,  (but  judging  from  our  own  most  careful  observation  and 
experience,  by  questioning  and  examining  some  hundreds  of 
such  patients,  and  by  the  frankly  avowed  opinions  verbally  ex- 
pressed by  those  who  have  vastly  greater  opportunities  in  tliis 
speciality  of  thoracic  diseases,)  we  feel  no  hesitation  in  saying 
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that  the  actual  first  set  of  symptoms  of  tubercular  disease 
consists  simply  in  the  "  wasting  of  fleshy  if  this  is  attended  with 
a  lower  scale  of  health  and  strenffth.^^  Now,  this  loss  of  muscle 
plumpness,  as  well  as  juices  and  fat,  is  first  noticed,  according 
to  several  good  authorities,  in  three  principal  places :  the  first 
region  of  flesh  consuming  is  the  face  ;  second,  the  hands ;  third, 
over  the  sacral  bones.  The  sacral  region,  where  it  first  gives  out, 
is  lame  and  sore,  and  looks  poor.  Tiie  hands  look  poor  and 
*'  scrawny,"  the  muscles  of  the  arms  and  legs  are  soft  and 
flabby.  If  the  face  shows  it  first,  the  eyes  stare ;  the  brow, 
temples,  and  scalp  look  lean ;  the  muscular  tissues  of  all  the 
limbs  soon  waste,  and  the  pectoral  muscles^  as  also  all  the  chest 
muscles,  waste  away,  and  then  the  breathing  is  already  become 
imperfect  and  weak.  This  diminished  respiration  is  soon  at- 
tended with  cough  ;  then  there  are  pains  about  the  thorax. 
The  patient  next  is  sensible  of  something  wrong,  and  is  conscious 
of  a  sense  of  general  debility.  The  fact  is,  nutrition  is  lost;  the 
vital  powers  are  flagging,  for  the  wasting  of  the  organism,  in 
spite  of  eating,  is  more  rapid  than  the  repair.  Then  comes  a 
stage  of  spirit  depression ;  not  the  cause  of  consumption,  but 
caused  by  the  already  deficient  vitality,  and  all  the  more  helping 
on  the  catastrophe  ;  for  it  is  a  law  of  our  being,  that  where  nerve 
structure  is  not  itself  nourished,  it,  too,  will  fail  in  its  work,  just 
as  surely  as  muscle  fibre  fails  of  power  from  the  same  cause. 
With  diminished  nervous  power  we  all  knoiv  how  the  "  emotions'*'* 
be<^iti  to  master  the  former  intellectual  vigor ^  and  there  is  no  nat- 
ural resistance  made  to  any  accidental  debilitating  attack,  be- 
cause of  an  absent  vital  energy.  If  appetite  flags,  it  is  from  the 
absence  of  the  demands  of  the  general  vital  clement  in  the 
body  and  brain  ;  while  the  capacitf/  for  digestion  still  remains 
unimpaired.  This,  however,  is  not  always  understood,  but  it  is 
usually  blamed,  and  hence  incorrectly  treated.  Now,  I  wish  to 
be  distinctly  understood  to  say,  to  every  intelligent  practitioner, 
that  all  this  may  occur ^  and  in  thousands  of  cases  does  occur, 
and  yet  may  be  cured  in  almost  every  instance. 

In  these  more  early  marks  of  an  insidious  disease,  whose  fatal 
end,  though  not  so  speedy,  is  yet  even  more  inexorable  than 
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small  pox  itself,  —  in  this  very  early ^  and  yet,  perhaps,  full  late 
enough  stage  of  what  may  as  yet  be  termed  "  no  disease^^  where 
there  is  perhaps  merely  unusual  pallor  of  the  countenance,  and 
of  the  general  surface,  as  also  of  the  mucous  membrane  of  the 
lips,  mouth,  and  fauces,  with  perchance  here  and  there  some 
already  injected  patches  in  the  pharynx,  and,  at  the  same  time, 
there  are  notably  diminished  chest  movements,  (for  the  muscles 
of  the  thorax  are  probably  already  relaxed,  if  not  wasted, 
though  there  is  but  little  or  no  alarm,)  the  patient  most  usually 
being  conscious  of  only  a  sense  of  weakness,  and  a  dryness  in  the 
air  passages  which  induces  a  cough,  and  this  is  referred  to  the 
fauces,  pharynx,  and  upper  part  of  the  larynx  alone,  being  most 
annoying  in  the  early  morning,  or  on  changes  of  weather,  or  of 
temperature  —  this  is  the  stage,  and  these  are  the  cases,  I  say, 
that  I  have  so  often  met  with,  which,  after  having  resisted  the  sedar 
tives,  nauseants,  and  expectorants  of  orthodox  prescriptions,  Pe- 
ruvian sirups  and  lozenges  —  after  all,  yield  to  the  methodical 
application  of  labile,  but  gentle  currents  of  Galvanism  or  Farada- 
ism,  directed  more  especially  to  the  upper  part  of  the  spine,  and 
to  the  enfeebled  chest  muscles^  daily  or  tri-weckly  repeated,  and 
that  in  connection  with  the  very  same  regimen,  and  such  rational 
prescriptions  as  before  had  not  proved  quite  sufficient  to  gain 
the  day,  being  directed  to  but  the  internal  portion  of  the  malady, 
while  this  other  portion  of  it  remained  unreached,  and,  perhaps, 
unheeded.  That  the  general  tonic,  and  perhaps  the  oil,  phos- 
phates, or  chalybeate  plan  of  treatment,  is  likewise  needed  for  these 
"  not  sick  "  persons,  can  scarcely  be  doubted.  This  all  applies, 
however,  to  this  first  stage  of  consumption,  or,  if  you  please,  rather 
to  such  marks  of  a  candidate  for  it ;  nevertheless,  if  here  met, 
and  thus  managed^  I  contend  tliat  death,  even  from  uncom- 
plicated pulmonary  consumption,  occurring,  as  it  does,  mostly 
among  the  youthful  and  those  in  the  very  prime  of  life,  might 
become  as  notably  rare,  as  it  is  now  appallingly  frequent.  I 
could  show  this  by  detailing  numerous  and  almost  uniformly 
successful  cases,  but  I  do  not  see  that  it  could  any  way  illustrate 
the  modtis  operandi.     (See  Appendix  F,  G.) 
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CHAPTER    X. 

ELECTBICITY  IN  SUBQEBY. 

At  the  University  College  Hospital,*  Dr.  Marshall  has  made 
some  very  interesting  trials  as  to  the  efficacy  of  the  electric  cur- 
rent in  benumbinff  parts  ready  to  be  submitted  to  surgical  opera- 
tions by  the  knife,  the  idea  involved  in  these  trials  being  of 
course  derived  from  its  conditional  advantages  in  "  tooth- 
drawing."  As  many  as  nine  operations,  requiring  incisions  of 
various  kinds,  have  been  thus  performed.  Excepting  where  the 
current  employed  seemed  to  be  too  strong,  the  pain  of  the  in- 
cisions appeared,  on  tlic  whole,  to  have  been  so  modified  as  to 
be  somewhat  more  endurable  than  is  usually  tlie  case.  In  one 
instance  —  that  of  the  adipose  tumor — the  cuts  were  very 
slightly  felt.  There  was  no  instance,  however,  of  complete 
anaesthesia ;  and  it  would  be  premature  to  flatter  ourselves  that, 
in  -regard  to  the  effects  of  electricity  in  cuttings  operations^  any 
thing  more  than  a  modifying  influence  had  yet  been  certainly 
obtained.     Electricity,  in  any  fair  sense,  is  710  tcay  paralyzing. 

Dr.  John  Snow  concludes  that  the  sensibility  of  the  body 
may  be  "  couched^^^  suspended,  or  destroyed  in  two  ways.  First, 
it  may  be  accomplished  by  the  direct  effect  of  some  temporarily 
benumbuig'  agent  on  the  extremities  of  the  nerve  ramifications 
of  the  part.  Secondly,  by  the  effect  of  the  agent  on  the  centres 
of  intelligence  ;  i.  e.,  by  the  destruction  of  consciousness.  This 
may  be  illustrated  by  contrasting  the  probal)ly  different  effects 
of  amylene  and  ether.  The  former  acts  mainly  on  the  periph- 
ery twigs  of  the  sensory  nerves.  Etiier,  on  the  other  hand, 
suspends  sensibilily  in  proportion  as  it  destroys  consciousness 
for  the  time.  But  electric  currents  cannot  produce  complete 
anaesthesia  at  our  irill^  either  uniformly  or  safely, 

*  Lancet,  Sept.  18,  I808,  p.  297. 
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Nervous  Affections  of  the  Eye. 

Where  the  patient  "  sees  double  "  persistently ,  and  in  fact,  as 
a  general  rule^m  all  cases  of  supposed  head  aflFection,  where 
the  patient  sees  double,  or  sees  only  half  of  an  object  at  a  time, 
this  is  to  be  considered  as  a  very  bad  symptom,  and  death  may 
be  feared  or  expected  from  effusion  into  the  substance  of  the 
brain,  sooner  or  later.  True,  we  do  meet  with  many  cases  in 
which  some  shade  of  this  abnormal  state  of  vision  is  temporary y 
and  is  then  only  indicative  of  some  functional  derangement ; 
but  mark,  where  it  is  of  longer  standing,  or  other  evidence  of 
cerebral  mischief  impends,  it  is  always  a  suspicious  symptom, 
and  should  be  closely  watched.     (See  p.  231,  and  App.  D,  3.) 

The  state  of  the  im,  in  diagnosticating  "  cerebral  lesions,"  is 
of  importance.  We  should  perhaps  look  first  to  the  mental 
condition,  but  next  to  the  state  of  the  pupils  of  the  eyes.  If 
the  eye  itself  is  diseased,  the  dilated  pupil  indicates  more  or  less 
pressure  on  the  retina  by  some  cause  within  the  globe,  such  as 
turgid  choroid.  But  when  the  eye  is  healthy,  and  the  brain  has 
received  some  supposed  injury,  we  usually  find  a  dilated  pupil 
as  a  sign  of  some  grave  pressure  or  injury  to  the  optic  nerves 
within  the  skull,  or  of  the  ganglia  in  which  they  terminate. 
The  contracted  pupil,  on  the  contrary,  indicates  an  irritability, 
or  inflammatory  state  of  the  brain,  —  an  exalted  excitement  of 
the  natural  function,  —  but  not  an  obliteration  of  it.  "  Some- 
times," says  M.  Solly,  "  we  may  see,  as  in  the  case  of  injury  of 
the  brain,  dilatation  of  one  pupil,  and  contraction  of  the  other; 
wlien  this  is  the  case,  you  will  find  the  most  severe  injury  of  the 
brain  on  the  same  side  with  the  dilated  pupil." 

A  seamstress  came  imder  my  care  for  a  blindness  that  came 
on  very  suddenly  in  one  eye,  after  sewing  on  black  satin  by  gas 
light.  The  pupil  was  dilated  and  immovable ;  she  was  totally 
unable  to  distinguish  even  light  from  darkness.  Tlie  case  ap- 
pearing to  be  one  of  idiopathic  palsy  of  the  iris,  I  therefore 
proceeded  at  once  to  apply  electro-magnetism,  directed  to  the 
opposite  sides  of  the  naked  cornea,  by  very  small  ivory  and 
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sponge-tipped  electrodes,  conveying  a  very  weak,  but  rapidly 
interrupted  current.  Three  applications  restored  the  sight, 
and  tonic  medicines,  with  rest,  confirmed  the  restoration. 
There  is  a  nervous  aflFection  of  the  eye,  termed  musca  volir 
tanieSy  which  is  an  aberration  of  the  sense  of  sight  that  trans- 
mits the  image  of  some  of  a  multitude  of  imaginary  objects. 
This  may  be  simply  symptomatic  of  fatigued  nerves,  or  it  may 
be  idiopathic,  and  connected  with  the  state  of  the  brain.  I  will 
concisely  say  that  where  the  "  black  spots  "  or  "  shining  sights  " 
have  a  circular  or  perpendicular  movement^  particularly  if  at 
winking,  the  affection  is  then  probably  symptomatic,  requiring 
rest  and  very  gentle  localized  Faradaization  by  team-electrodes^ 
or  a  bathing  of  the  closed  eyes  and  surroundings  with  the  moist 
sponge  positive  electrode,  while  the  other  is  on  the  back  of  the 
neck.  If  the  black  spots,  &c.,  are  stationary^  they  probably  are 
idiopathic,  and  should  not  be  so  'disturbed. 

A  young  gentleman,  a  student  at  Cambridge,  came  to  me 
with  blindness  of  tlie  right  eye,  which  he  said  was  a  sudden 
occurrence,  and  that,  probably,  from  too  close  study  by  candle 
light.  He  could  still  see  very  distant  objects  quite  distinctly ; 
but  he  could  not  make  out  objects  near  by  if  his  well  eye 
(which  was  also  dim)  was  closed.  The  pupil  was  largely 
dilated,  the  iris  being  drawn  closely  to  the  ciliary  ligament,  and 
it  was  unmoved  by  the  approach  of  a  strong  light.  He  had 
been  under  the  care  of  one  of  the  most  distinguished  oculists 
for  the  six  months  previous,  during  whicli  he  had  been  leeched, 
blistered,  and  mercurialized,  without  any  benefit.  A  weak  cur- 
rent of  induction  was  first  tried  for  a  few  times,  directed  upon 
the  two  sides  of  the  globe  of  the  eye,  over  and  through  the 
closed  eyelids.  This  was  without  effect.  I  then  made  gentle 
touches  to  the  sides  of  the  cornea  and  sclerotica,  and  at  the 
close  of  each  seance  applied  by  a  camel's  liair  brush  a  weak 
solution  of  sulphate  of  copper  around  the  sides  of  the  cornea, 
where  the  electrode  had  just  touched.  After  ten  such  sittings, 
performed  every  other  day,  his  eyes  quite  recovered,  now  bear- 
ing close  study,  and  yet  remaining  strong. 

Ptosis,  or  "  falling  of  the  upper  eyelid,"   often  arises  from 
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an  atonic  or  paralytic  state  of  the  levator  palpebrce  svperioriSj 
owing  to  some  alteration  in  the  nerve  that  supplies  it ;  or  it 
may  arise,  on  the  other  hand,  from  a  spasmodic  action  of 
the  orbicularis  palpebrarum.  When  this  afifection  occurs  from 
true  local  palsy,  i.  e.,  showing  that  the  third  pair  of  nerves  is 
palsied,  then  there  is  usually  "  squinting "  with  the  ptosis. 
In  this  case,  we  should  bear  in  mind  that,  usually,  electricity 
in  any  form  is  not  only  useless,  but  hazardous.  In  the  former, 
Faradaization  of  the  palpebra  superioris  muscles  and  its  nerve 
trunk  will  cure  it.     (See  Appendix  D,  Note  3.) 

When  only  the  motor  portion  of  the  fifth  pair  of  nerves  is 
palsied,  then  there  is  usually  found,  moreover,  a  slight  loss  of 
sensibility  in  the  parts  of  the  face  supplied  by  the  tri-facial,  and 
the  motions  of  the  jaws,  on  the  affected  side,  are  impaired. 
Mastication  is  therefore  difficult  on  that  side,  owing  to  the  palsy 
of  the  masseter  and  temporal  muscles.  This  may  occur  alone  ; 
but  more  usually  there  is  also  loss  of  sensibility  and  palsy  of 
the  portio  dura  and  the  face  muscles  of  that  same  side. 

I  wish  to  remark  here,  that  we  must  be  reminded  that  the 
portio  dura  and  the  portio  molis  of  the  seventh  pair  (the  facial 
and  the  auditory)  are  placed  so  immediately  together  within 
the  cranium  that  it  is  scarcely  possible  for  the  one  to  be  there 
affected  without  the  other.  Hence  I  make  it  a  rule  to  inquire  if 
there  is  deafness.  This,  when  wanting,  I  consider,  is  a  strong 
diagnostic  sign  that  the  lesion  is  external  to  the  cranium. 

Artificial  Pupil.  —  M.  Tavignot,*  after  enumerating  various 
circumstances  which  may  render  the  results  of  the  ordinary 
operation  for  artificial  pupil  unsatisfactory,  states  that  he  had 
been  for  some  time  thinking  of  employing  the  galvanic  cautery 
for  this  operation,  and  has  actually  succeeded  in  employing  it. 
Its  chief  advantages,  he  claims,  are,  that  the  new  pupil  may  by 
it  be  established  instantly,  and  without  hemorrhage,  and  that 
its  dimensions  and  shape  can  be  exactly  determined.  Being  a 
more  simple  manoeuvre  than  the  tearing  through  the  iris,  it 
is  less  likely  to  be  followed  by  inflammation.  Moreover,  the 
aperture  can  as  easily  be  made  in  the  cases  in  which  false  mem- 
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branes  line  the  posterior  surface  of  the  iris,  or  obstruct  its 
central  portion.  Thus  far,  he  only  deems  this  procedure  appli- 
cable to  those  who  have  already  undergone  the  operation  for 
cataract ;  as,  in  case  the  lens  being  present,  its  opacity  would 
be  induced  during  the  application  of  the  cautery.  He  prefers 
for  this  purpose  the  compound  Bunsen's  battery.  Having  made 
an  incision  at  the  external  circumference  of  the  cornea,  he 
passes  in  the  cauterizing  needle,  directing  its  platinum  ring  to 
the  point  he  wishes  to  influence,  taking  care  not  to  cauterize 
the  edges  of  the  external  wound,  nor  the  posterior  surface  of 
the  cornea;  and,  when  fairly  adjusted,  contact  is  made,  and 
retained,  and  broken,  as  he  judges  best  at  the  moment 

Nervous  Affections  of  the  Ear. 

According  to  Dr.  Toynber,  of  St.  James's  Dispensary,  the 
most  prevalent  local  cause  of  deafness  in  the  ear  is  a  chronic 
low  inflammation  of  the  mucous  membrane  which  lines  the 
tympanitic  cavity  ;  and  he  thinks  by  far  the  greater  majority  of 
cases  commonly  called  "  nervous  deafness "  ought  more  prop- 
erly to  be  attributed  to  this  cause.  We  should  be  reminded 
of  the  three  stages  of  this  condition  (while  contemplating  aid 
by  galvanism)  as  being,  — 

First,  Where  the  membrane  retains  its  natural  delicacy  of 
structure,  though  its  blood  vessels  are  considerably  enlarged, 
blood  is  seen  effused  into  its  substance,  or  perhaps  more  fre- 
quently at  its  attached  surface. 

Second,  Where  the  pathological  condition  shows  the  mem- 
brane to  be  very  thick,  and  often  flocculent.  In  this  state,  the 
tympanic  plexus  of  nerves  becomes  involved  and  concealed  ; 
the  base  and  crura  of  the  stapes  are  frequently  completely  em- 
bedded in  it,  while  Wxa  fenestra  rotunda  appears  only  like  a  little 
depression  in  the  swollen  membrane. 

Third.  Where  by  far  the  most  frequent  and  peculiar  char- 
acteristic of  this  second  stage  of  the  disease,  is  the  formation 
of  membranous  bands  between  various  parts  of  the  tympanic 
cavity.    These  bands  are  at  times  so  numerous  as  to  occupy 
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nearly  the  entire  cavity ;  sometimes  they  connect  the  inner 
surface  of  the  membrana  tympani  to  the  internal  wall  of  the 
tympaimm  and  the  sheath  of  the  tensor  tympani  muscle.  The 
place  where  these  bands  and  adhesions  are  more  frequently 
found  by  post  mortem  examinations  is  between  the  crura  of  the 
stapes  and  the  adjoining  walls  of  the  tympanic  cavity  ;  at  least, 
this  was  the  case  in  twenty-four  instances  out  of  one  hundred 
and  twenty  dissections.  These  bands  of  adhesion  sometimes 
are  found  to  contain  extravasated  blood,  or  scrofulous  matter. 

In  the  third  stage  of  inflammation  of  the  ear  membrane,  it 
becomes  ulcerated ;  the  membrana  tympani  is  then  destroyed, 
and  the  tensor  tympani  muscle  is  atrophied,  (wasted.)  The 
ossicula  auditus  become  diseased,  and  are  ultimately  discharged 
from  the  ear ;  the  disease  often  extending  itself,  now  to  the 
tympanic  walls,  and  then  affecting  also  the  brain  and  other  im- 
portant organs. 

Dr.  Kramer,  of  Berlin,  says,  in  regard  to  the  "  appearance  " 
of  the  membrana  tympani  in  health  and  in  disease,  that,  "  by  the 
most  careful  ocular  inspection  of  well  nigh  four  thousand  cases 
of  ear  diseases,  which  was  repeated  on  some  of  these  many  times, 
I  have  arrived  at  the  most  imdoubting  conviction,  that  the 
'  healthy '  membrana  tympani  is  entirely  colorless,  shining,  and 
diaphanous,  having  a  well-marked  concavity  externally;  and 
that,  under  the  influence  of  the  inflation  of  the  tympanum,  while 
the  mouth  and  nostrils  are  closed,  it  is  raised  only  into  two 
round,  longish  swellmgs  near  the  malleus^  whence  we  may  con- 
clude that  it  is  in  a  state  of  expansion. 

"  The  '  diseased '  membrane,  on  the  other  hand,  I  have  always 
found  either  inflamed,  and  then  red  as  a  lobster,  or  reddened, 
thickened,  degenerated,  swollen,  or  indurated ;  or,  the  inflam- 
mation having  ceased,  some  of  the  numerous  consequent  changes 
of  organization  have  been  detectable ;  all  these  cases  likewise 
excluding  the  idea  of  relaxation  from  or  after  inflammation,  as 
its  sequel."  Dr.  Kramer,  it  appears,  arrives  at  the  following 
conclusions :  — 

1.  "The  magneto-electric  or  electro^iagnetic  currents  act 
decidedly  as  an  excitant  on  the  organ  of  hearing. 
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2.  "  This  action  is  strongest  when  the  magneto-electric  cur- 
rent is  conveyed  from  the  mouth  of  the  Eustachian  tube  to  the 
external  auditory  passage  of  the  same  ear,  instead  of  from  one 
auditory  passage  to  the  other."  Thus  it  should  be  employed  in 
case  of  aflFections  of  the  auditory  nerve,  in  order  to  restore  it. 

8.  "  The  exciting  action  of  magneto-electricity  is  manifested 
by  the  convulsive  twitchings  and  pains  in  the  ear,  the  momentary 
increase  of  the  hearing  distance,  (which,  however,  very  soon 
diminishes  again,  or,  though  it  continues  some  time,  it  does  not 
amount  to  any  great  degree,)  and  by  aggravation  of  the  tinnitus y 
either  at  the  moment  or  some  time  after  the  sitting,  and  then 
more  frequently  during  the  night. 

4.  "  Electro-magnetism  or  magneto-electricity  (i.  e.,  induction 
currents)  does  not  thus  appear  to  possess  any  peculiar  strengthen- 
ing' action  on  the  auditory  nerve.  On  the  contrary,  great  care 
is  necessary  in  the  trial  or  employment  of  this  form  of  electricity, 
not  to  over-excite  the  aflFected  auditory  nerves.*' 

I  have  quoted  the  foregoing  apparently  adverse  opinion  as 
regards  the  employment  of  electricity  here,  because  of  the  high 
authority.  But  evidently  Dr.  Kramer  is  far  more  familiar  with 
the  one  side  of  the  question  than  with  the  other,  i.  e.,  as  regards 
the  anatomy  and  pathology  of  the  ear  and  its  surgical  treatment, 
than  with  the  therapeutical  manifestations  of  the  various  elec- 
tric currents.  I  agree  with  him,  that  all  Faradaic  currents  of 
electricity  are  usually  painful  and  fruitless,  when  applied  to  the 
internal  ear ;  but  this  is  by  no  means  true  of  the  primary  current 
of  galvanism  when  properly  managed,  nor  is  it  true  of  friction  or 
static  electricity,  when  the  operation  is  performed  by  introducing 
into  the  meatus  the  little,  sponge-tipped,  ivory  electrode,  and  then 
"  drawing  "  short  sparks  from  the  projecting  silver  wire  of  the 
ear  electrode,  as  also  from  the  external  ear,  say  for  one  minute. 
Thus  have  I  restored  many  a  one  more  or  less  to  his  hearing, 
and  at  the  same  time  annihilated  the  annoying  noises.    (See  D.) 

Deafness,  depending  on  a  true  and  simple  paralysis  of  the 
auditory  or  acoustic  nerve,  may  likewise  be  treated  by  galvano- 
puncture,  and  with  the  greater  probability  of  success.  After 
having  tried  the  ordinary  methods,  by  carrying  the  current  to 
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the  membrana  tympani  in  vain,  I  have  resorted  to  this  still  more 
direct  application  of  the  galvanic  current  tp  the  very  parts 
affected.  A  sound,  insulated  except  at  its  small  button-like  tip, 
is  carried  through  the  nasal  fossa,  backward,  until  it  strikes  and 
is  supposed  to  be  at  or  near  the  opening  of  the  Eustachian  tube, 
(not  necessarily  entering  the  duct,)  while  the  other  electrode  is 
armed  with  an  insulated  acu-puncture  needle,  whose  point  for  one 
sixteenth  of  an  inch  is  naked  gold,  which  is  to  be  implanted  into 
the  membrane  of  the  tympanum.  Of  the  Daniell's  improved 
battery  I  employ  from  two  to  five,  or  even  ten  or  twenty  elements, 
(cups,)  by  making  fixed  contact,  say  with  the  nasal  electrode, 
and  then  touching  for  a  second  or  two  the  head  of  the  acu-punc- 
ture (needle)  that  is  in  the  ear,  changing  the  direction  of  the  cur- 
rent from  second  to  second,  or  every  five  or  i^n  seconds  at  most. 
Sometimes  flashes  of  light  are  seen,  and  there  is  almost  always 
experienced  a  metallic  taste,  while  the  shock  is  sensible,  and  not 
very  agreeable.  Patients  that  are  impressible,  sensitive,  or  irri- 
table, should  receive  but  one  or  two  such  shocks,  and  from  only 
three  to  five  cups ;  while  others  will  bear  five,  ten,  or  even  the 
twenty.  It  can  be  repeated  every  three  days,  or  once  a  week, 
according  to  the  effect  produced.  In  well-marked  cases  of  deaf- 
ness, where  the  milder  method  was  insufficient,  this  has  awakened 
an  entire  cure,  that,  so  far,  proves  to  bo  permanent,     (p.  233.) 

Case  of  extreme  deafness,  and  disease  of  both  ears  treated  by 
electricity  and  cured.  —  Edward  A.  Goddard,  of  New  York,  aged 
twenty,  was  brought  to  me  to  receive  treatment  for  almost  total 
deafness ;  had  suffered  from  disease  of  his  ears  nearly  all  his 
life.  At  three  years  of  age  he  had  scarlet  fever ;  did  not  leave 
his  bed  for  nearly  a  year;  has  had  severe  sickness  since ;  is  now 
decidedly  a  fine-looking  young  man,  with  fair  skin  and  hair,  but 
is  evidently  scrofulous ;  has  had  tumors  cut  from  his  neck,  which 
were  probably  enlarged  lymphatics ;  has  been  under  the  care  of 
the  most  eminent  men  in  our  large  cities,  for  this  deafness,  which 
was  not  a  whit  better,  but  grew  worse,  and  was  now  almost  a  to- 
tal deafness  in  both  ears.  During  all  these  years  there  has  been 
more  or  less  discharge  from  the  ears,  and  of  late  this  appears  to 
have  been  increased  by  the  treatment  from  professed  aurists. 
Such  notes  I  gather  from  my  case  book. 
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This  case  was  put  under  electro-therapeutic  treatment  (simply 
aided  by  a  very  weak  wash  of  iodide  of  zinc)  in  February  of 
1859.  He  remained  with  me,  receiving  at  first  the  daily  seance^ 
then  on  alternate  days,  then  three,  then  two  a  week,  —  in  all, 
for  four  months.  At  the  end  of  that  time  his  hearing  was 
completely  restored,  together  with  a  far  more  healthy  tone  in 
and  about  the  ears ;  the  discharges  entirely  done ;  the  perforated 
tympanum  healed !  That  both  drums  were  perforated  was  proved 
by  pouring  a  tea-spoonful  of  water,  tea,  or  camomile  tea  in  the 
ear,  and  it  ran  into  his  throat  and  mouth  so  readily,  that  he 
would  always  tell  correctly  what  had  been  poured  into  his  ear. 
This  I  saw  repeatedly  done,  in  the  presence  of  other  physicians. 
It  is  now  more  than  one  year  since  the  recovery,  and  his  correct- 
ness of  hearing  is  scarcely  equalled  by  the  best.  He  is  now  per- 
fectly well,  and  is  a  salesman  in  a  store  in  Milk  Street. 

Indolent  Ulcers. 

"  Indolent  ulcers  "  are  very  successfully  treated  by  electricity. 
The  first  attempt  was  made  in  Russia,  by  Dr.  Crussel,  of  St. 
Petersburg.  He  first  employed,  for  this  purpose,  the  direct 
chemical  action  of  the  constant  voltaic  pair,  applied  immediately 
to  the  patient ;  and  lie  termed  this  method  of  his  the  "  electro- 
lytic  treatment^  More  recently  it  has  been  extensively  employed 
in  the  hospital  at  Cronstadt,  since  the  war,  and  that  with  very 
remarkable  success  in  curing  indolent  ulcers.  The  results  tliere 
obtained  show  that  tliere  is  thus  produced  a  rapid  growth  of 
healthy  granulations  and  sound  cicatrization  of  otherwise  incor- 
rigible old  ulcers.  Indeed,  this  mctliod  of  treating  ulcers  has 
been  occasionally  put  in  practice  in  many  nations,  from  our  own 
country  to  the  East  Indies,  and  as  far  as  can  be  ascertained, 
there  is  but  one  testimony,  and  that  is,  that  no  other  means 
known  in  surgery  is  so  capal)lo  of  modifying  the  low,  morbid 
vitality,  and  producing  so  uniformly  a  rapid  growth  of  healthy 
granulations  in  old  and  ill-conditioned  ulcers  as  l)y  the  continu- 
ous current  of  galvanism,  and  that,  for  example,  from  a  Hum- 
boldt battery.    It  is  rapid,  and  has  no  dctra^-ting  contingency. 
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It  is  not  necessary  to  blister  the  skin.  Indeed,  we  are  to  under- 
stand that  here  we  do  not  employ  the  "  electrodes  "  of  any  battery, 
but  rather  the  plates  themselves,  which  are  applied  to  the  sound 
surfaces  of  the  limb  or  body,  and  so  .act.  That  is  to  say,  two 
disks  of  metal  —  the  one  of  silver,  larger  but  thinner  than  a 
Spanish  dollar ;  the  other  of  zinc,  and  a  little  larger  than  the 
silver  —  are  applied  directly  to  the  skin ;  the  silver  is  placed  a 
little  beyond  or  below,  just  on  the  edge  of  the  ulcer,  while  the 
zinc  is  some  few  inches  above  it  on  sound  skin,  and  so  placed 
that  the  sore  is  brought  between  the  two  plates.  Only,  the  plates 
must  be  moistened  and  covered  with  rubber  cloth,  or  oiled  silk, 
and  the  whole  bound  closely  on  so  as  to  sweat  and  keep  moist. 
If  not,  they  must  be  repeatedly  moistened.  The  two  plates  must 
be  connected  by  a  wire  conductor,  and  this  wire  must  be  com- 
pletely insulated  from  the  body.  It  is  better  to  use  the  Hum- 
boldt battery,  which  is  ready  prepared,  and  admirable  for  this 
purpose  —  it  is  invaluable.  (See  pp.  114-118, 154,  and  App.) 
Indolent  ulcers,  then,  can  be  readily  aroused  to  take  on  a 
sound,  healing  condition,  by  means  of  galvanism  alone,  even 
where  all  other  good  treatment  has  failed.  But,  before  an  ex- 
ternal ulcer  heals,  there  is  deposited  the  cytoblastinaj  in  which 
organic  and  fibre  cells  are  found.  These,  then,  first  give  rise  to 
granulations^  which,  as  soon  as  they  become  level  with  the  adja- 
cent parts,  are  usually  covered  with  a  persistent  membrane. 
This  process  is  called  "  cicatrization,"  or  healing.  The  electro- 
lytical  and  stimulating  power  of  electricity  by  induction  may 
be  employed  in  almost  all  such  cases,  if  gently  performed,  and 
with  great  assurance  of  success.  But  my  own  experience  leads 
me  to  prefer  tlie  action  of  the  little  Humboldt  battery  for  this 
purpose,  applied  so  that  the  silver  plate  is  below  and  beyond 
(but  close  by)  the  border  of  the  ulcer,  while  the  zinc  plate  is 
above  and  nearer  the  body.  That  is,  the  plates  are  to  be  so  ap- 
plied  that  the  one  is  on  the  ulcer  or  below  it,  while  the  other  is 
above,  and  thus  worn  for  about  half  of  the  time.  But  the  elec- 
tro-magnetic currents  simultaneously  applied  to  the  limb  so  af- 
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fccted,  will  also  aid  in  vitalizing  the  flesh,  and  so  fortify  it  against 
others  breaking  out  afresh. 

Nothing  can  compare  with  the  rapidity  with  which  a  new 
character  is  given  to  the  flabby  granulations  of  a  torpid  ulcer  by 
this  little  galvanic  pair ;  even  in  the  legs  of  old  people,  where, 
through  want  of  titality  in  the  part,  the  sore  will  not  heal.  K 
very  torpid,  I  apply  the  silver  disk  so  as  to  cover  the  ulcer ;  i.  e  , 
lay  the  naked  silver  on  the  raw  sore,  for  it  is  not  painful,  and  it 
is  often  perfectly  astonishing  to  see  how  quickly  red  and  healthy 
granulations  spring  up  under  it,  and  the  tedious  sore  is  speedily 
and  soundly  healed.  Should  the  healing  be  slow,  however,  then 
make  a  cantharides  blister  near  by  the  ulcer,  and  remove  the 
raised  cuticle  of  the  blister,  and  apply  the  zinc  pad  over  this  site 
for  a  part  of  the  time.  Thus,  old,  ill-conditioned,  and  "  indolent 
ulcers  "  can  be  healed,  that  may  have  long  resisted  every  other 
treatment. 

Electric  Moxa. 

Dr.  Wells,  an  English  surgeon,  and  Dr.  Golding  Bird,  also,  ob- 
served, some  years  ago,  that  if  two  disks,  the  one  of  silver  and  the 
other  of  zinc,  are  placed  respectively  on  two  blistered  or  other- 
wise  raw  surfaces  of  the  body,  and  contact,  as  by  a  wire,  is  made 
between  the  plates,  while  the  wire  is  insulated  from  the  skin,  and 
the  action  is  thus  maintained,  say  for  two  days,  more  or  less,  the 
surface  beneath  the  silver  plate  was  found  healed  over,  while 
that  under  the  zinc  plate  was  converted  into  a  superficial  eschar. 
If  the  plates  were  replaced  and  maintained  still  longer,  then  the 
eschar  deepened,  so  as  to  extend  to  the  sub-cutaneous  cellular 
tissue,  and  to  present  all  the  characteristics  of  a  slough,  pro- 
duced by  chloride  of  zinc,  or  caustic  of  potash,  except  that  the 
dead  tissues  were  less  compact.  He  noticed  that  the  separation 
and  cicatrization  of  such  a  slongli  is  very  tardy ;  but  that  it  heals 
at  once  if  covered  in  part  or  whole  by  the  silver  plate,  the  zinc 
being  moistened  and  fixed  any  where  upon  the  sound  surface 
near  by.  The  ''  electric  moxa^''  thus  made,  is  valued  by  some 
most  distinguished  medical  men  for  certain  cases  of  brain  affec- 
tion, as  well  as  for  pain  and  paralysis.     (See  pp.  114-117.) 
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GalvaruhPuncture  for  Aneurism. 

MM.  Baumgarten  and  Wurtenburg,  after  the  fact  announced 
by  M.  Schuh, "  that  coagulation  is  produced  more  promptly  at  the 
positive  pole  than  at  the  negative,  instituted  experiments  upon 
the  action  of  each  pole,  taken  separately."  *  They  obtained  the 
following  results :  — 

1.  If  the  negative  pole  of  a  galvanic  battery  was  introduced 
alone  into  a  vessel,  the  positive  pole  being  at  the  same  time  ap- 
plied against  the  neighboring  parts,  there  was  no  coagulation. 

2.  The  two  poles  being  introduced  at  once  into  the  vessel, 
produced  slow,  feeble,  but  rarely  complete  coagulation. 

In  order  to  turn  these  results  to  use,  it  becomes  necessary 
to  inquire,  "  What  is  the  action  of  the  poles  upon  albumen, 
fibrine,  &c.  ?  "  M.  Steinlein  has  undertaken  this,  employing 
Grove's  battery,  with  poles  of  platinum  and  zinc :  the  first  is 
positive ;  the  second  is  negative.  The  experiments  upon  albu- 
men gave  the  following  results :  — 

1.  If  two  conductors  of  platinum  are  plunged  into  a  solution 
of  albumen,  no  coagulation  is  produced  ;  and  test  paper  shows 
no  reaction. 

2.  If  the  platinum  needle  of  the  positive  pole  be  replaced 
by  one  of  steel,  then  little  bubbles  are  disengaged  from  the 
negative  pole,  forming  a  thick  layer,  and  the  reddish  test  paper 
that  is  applied  to  the  platinum  needle  (^positive}  becomes  blue, 
and  the  steel  needle  becomes  slowly  covered  by  coagulated  albu- 
men, with  no  disengagement  of  bubbles.  This  needle  also  be- 
comes bromeo-colored. 

3.  If  a  zinc  needle  be  used  in  the  place  of  the  one  of  iron 
or  steel,  the  coagulation  is  much  more  rapid. 

It  follows,  from  these  experiments,  that  tlie  coagulation  of  al- 
bumen takes  place  onlt/  at  the  positive  pole ;  and  that  the  coagu- 
lating force  varies  according  to  the  nature  of  the  metal  electrode 
that  is  employed.  The  author  then  endeavors  to  explain  these 
results  according  to  physical  and  chemical  laws ;  and  he  advises, 

•  Teib.  der  Oesell.  —  Med.  Timet  and  Oasette,  Dec.  16, 1854,  p.  620. 
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in  electro-puncture,  that  the  steel  needles  should  always  be 
superseded  by  those  of  zinc ;  or  rather,  by  needles  covered  by  a 
layer  of  this  metal. 

The  "  galvano-puncture  "  should  then  be  practised  in  the  fol- 
lowing manner :  A  certain  number  of  needles,  connected  with 
the  positive  pole  of  a  galvanic  battery,  are  inserted  into  the  tu- 
mor, whether  the  sac  of  an  aneurism,  or  the  cavity  of  an  aneu- 
rismal  varix.  The  negative  polo  should  be  supplied  with  a 
plate  of  platinum,  which  must  be  put  upon  the  skin  adjacent  to 
the  aneurism,  after  having  augmented  the  conductibility  of  the 
epidermis  by  moistening  it  with  a  saline  or  acidulated  solu- 
tion. 

Aneurisms  of  large  arteries  have  been  successfully  treated  by 
galvanic  currents,  and  there  are  some  such  cases  which  must 
otherwise  prove  fatal;  for  they  can  be  cured  only  by  this  means, 
if  at  all.  Even  these  desperate  cases  present  some  chances  of 
success,  although  not  without  some  pain,  and  some  little  danger ; 
and  yet  I  believe  not  necessarily  so,  if  carefully  performed. 
The  electric  treatment  here  is  based,  then,  upon  the  property 
given  to  living  blood  while  being  traversed  by  an  electric  cur- 
rent, i.  e.,  of  its  coaffulating  at  the  positive  pole.  Tliis,  it  is 
known,  also  takes  place  with  albumen,  in  or  out  of  living  tissues, 
as  Dr.  De  la  Rive  says,  "  prdiably  by  a  secondary  effect  of  an 
acid,  liberated  only  by  a  law  of  action  at  the  same  electrode, 
from  the  decomposition  of  a  salt,  one  of  the  constituents  of.  the 
blood,  and  of  albumen." 

In  this  operation,  it  is  necessary  to  introduce  the  electro- 
puncture  needle  well  into  the  centre  of  the  ancurismal  sac.  I 
say  needle,  for  one  is  sufficient,  although  heretofore  two  have 
almost  always  been  employed.  That  needle  must  connect  with 
the  positive  pole  of  the  battery,  while  the  other  electrode  may 
be  a  sponge,  or  a  metal  covered  with  wet  wash-leather,  which 
should  be  applied  to  the  skin  very  near  to  the  former  pole,  but 
on  the  opposite  side  of  the  ancurismal  tumor  from  the  place 
where  the  needle  enters.  Then  tlie  continuous  primary  current 
from  about  twenty  elements  of  DaniclFs  battery  is  reciuired  to 
produce  the  coagulum ;  and  to  this  end,  the  current  should  be 
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maintained  for  about  twenty  or  thirty  minutes.  A  half  hour  is 
usually  better  than  less. 

We  have  found  tliis  to  have  been  entirely  successful  in  a 
number  of  these  cases ;  some,  where  compression  could  have 
been  employed,  but  the  patient  preferring  this  method ;  but  in 
other  cases,  where  neither  compression  nor  the  ligature  could 
possibly  be  brought  to  bear,  as  shown  by  some  given  illustra- 
tions. But  first  I  wish  to  say  that  the  needle  is  generally  re- 
quired to  be  of  g'old  or  platinum^  at  least  so  as  not  to  oxidize  in 
the  blood.  But  my  preference  is  for  an  un tempered  steel 
needle,  whose  point  is  heavily  gilded  or  platinized  for  a  quarter 
or  half  inch  of  its  point,  and  then  the  remaining  portion  of  its 
shaft  heavily  covered  with  hard  japan,  yet  so  as  to  leave  a  good 
metallic  head  or  eye  at  its  outer  end,  for  contact  with  the  con- 
ductor of  the  battery.  These  are  indeed  the  same  kind  of 
needles  I  always  employ  for  deep  electro-puncture.  If  the  japan 
is  well  baked  in,  the  shaft  of  the  needle  is  polished,  and  yet 
completely  iniulated^  so  as  not  to  injure  the  walls  of  the  sac,  in 
the  least. 

In  the  London  Lancet  of  July  30, 1853,  p.  94,  is  reported  a 
case  of  aneurism  of  the  external  iliac,  that  was  cured  with  elec- 
tro-puncture by  means  of  the  secondary  current  of  electro-moff- 
netism  I  The  patient  was  a  sergeant  in  the  Madras  Pusilcers, 
and  as  no  other  attempt  at  radical  cure  was  thought  justifiable, 
Dr.  Eyere  proceeded  to  operate  as  we  will  show  in  his  own 
words :  "  I  had  met  with  some  cases  recorded  where  galvano- 
puncture  was  successfully  resorted  to.  It  was  either  in  aneu- 
risms of  small  vessels,  such  as  the  temporal,' or  at  least  where 
the  compression  of  the  vessel  could  be  for  the  time  maintained ; 
for  this  was  then  regarded  as  essential.  In  this  case,  owing  to 
the  situation  of  the  aneurism,  it  was  impossible  to  effect  good 
compression ;  nevertheless  I  thought,  under  the  circumstances 
of  the  case,  I  was  warrantable  to  give  electro-puncture  a  trial. 
On  the  4th  September,  two  long  fine  needles  were  introduced  an 
inch  within  the  aneurismal  sac,  each  being  connected  with  the 
wires  of  a  galvano-magnetic  machine.  The  object  was  to  avoid 
shocks,  and  merely  to  pass  a  current  through  the  sac.    Pressure 
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as  firm  as  could  be  borne  was  made  above,  but  it  was  not  suffi- 
cient to  stop  pulsation  in  the  tumor.  The  sensible  efiect  of  this 
kind  of  electric  current  was,  pain  in  the  groin,  and  violent  agi- 
tation of  the  whole  body.  At  the  expiration  of  twenty  minutes, 
the  needles  were  withdrawn.  The  tumor  was  still  pulsating  as 
before.  Strict  quietude  was  enjoined.  For  three  days  after, 
neither  did  the  aneurismal  tumor  nor  his  general  health  give 
indications  that  any  effect  had  been  produced.  On  the  8tli  it 
is  noted, '  Tumor  painful ;  is  in  a  nervous  and  depressed  state; 
cannot  sleep.'  This  condition  passed  off,  and  nothing  presented 
worthy  of  notice  until  the  12th,  when  pain  in  the  tumor  recurred, 
and  he  was  again  in  a  nervous  and  restless  state.  Leeches  were 
applied,  and  sedatives  administered.  September  16th,  there  was 
much  constitutional  disturbance,  with  violent  inflammation  about 
the  hip.  Treated  with  purgatives  and  refrigerants.  On  the  19th, 
the  inflammation  was  subdued.  The  tumor  was  now  larger,  but 
the  pulsation  not  so  strong.  Digitalis  and  morphia  prescribed ; 
27th,  tumor  sensibly  harder,  and  the  pulsation  fainter.  October 
6th,  pulsation  to-day  is  very  faint ;  8th,  the  pulsation  is  scarcely 
to  be  felt ;  11th,  no  pulsation  for  the  last  three  days ;  the  tumor 
is  hard  and  diminishing ;  no  pulsation  can  be  heard  by  the  steth- 
oscope for  tsvo  inches  above  and  below  the  sac ;  20th,  no  return 
of  pulsation,  and  the  tumor  is  gradually  lessening ;  lin)b  has  lost 
the  numbness  so  long  felt  in  it,  and  only  complains  of  want  of 
power  to  walk.  The  remains  of  the  aneurismal  sac  feel  like  an 
enhirgcd  inpruiual  gland,  and  are  about  the  size  of  a  nut.  There 
is  (cdema  of  the  log  still. 

"  In  tlic  case  w  liosc  treatment  by  galvano-puncturc,  led  me  to 
try  it  in  Sergeant  II.,  the  cure  was  effected  by  a  continuous  and 
primary  current  of  electricity,  producing  immediate  coagulation 
of  the  blood  in  the  sac.  One  may  infer  this  by  the  rapid  effect 
in  a  case  of  sub-clavian  aneurism :  '  The  tumor  was  felt  to  be 
becoming  gradually  solidified  ;  and  even  before  the  withdrawal 
of  the  needles  it  liad  become  perfectly  solid,  and  pulsation  was 
no  longer  felt  in  it.'  In  another  case  of  popliteal  aneurism,  a 
like  rapid  effect  was  not  attained,  (attributed  to  the  agitation  of 
the  patient;)  still  in  twenty-four  hours  pulsation  ceased,  and  in 
seven  days  he  left  the  hospital,  walking  quite  well. 
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"Tliis  was  not  the  modus  operandi  in  the  sergeants  case, 
but  inflammation,  and  tlie  deposit  of  lymph  that  occurred, 
filled  up  the  sac.  This  latter  mode  was  a  hazardous  one,  and 
was  not  intentionally  induced.  The  electro-magnetic  efiect  was 
probably  too  violent  to  produce  the  former,  though  the  ma- 
chine— an  electro-magnetic  coil  (helix) — was  used  at  its  low- 
est power.  Indeed,  I  thought  at  first  too  little  had  been  done ; 
but  when  I  found  the  external  sign  of  the  inflammation  going 
on  within  the  sac,  accompanied  by  such  constitutional  disturb- 
ance, I  began  to  fear  that  too  much  had  been  done.  I  watched 
with  solicitude  for  the  dark  spot  on  the  tumor — the  forerunner 
of  sloughing.  Happily,  the  threatened  danger  passed  away. 
The  patient  was  of  sound  constitution  ;  he  lay  in  a  spacious, 
well-ventilated  ward,  and  the  season  was  favorable.  Under  op- 
posite circumstances  the  event  might  not  have  been  so  propi- 
tious. I  should  reluctantly  resort  to  it  (electro-magnetism) 
again,  unless  I  had  the  proper  primary  electric  current  under 
my  command." 

Acu-ptmcture  may  often  be  of  the  greatest  service  in  some 
nerve  affections,  and  in  some  cases  it  is  quite  adequate  to  suc- 
cess ;  it  can  also  be  employed  in  neuralgia,  as  where  no  elec- 
tric machine  is  at  hand,  and  where  mustard,  cupping,  and  the 
like  fail  to  give  relief.  At  least,  this  can  be  done  to  gain  time, 
while  getting  an  electric  apparatus  brought  and  ready  for  work. 
Then,  by  turning  the  switch  of  the  machine  so  as  to  use  only 
the  primary  current  of  the  battery,  by  turning  the  connecting 
wires  from  the  battery,  not  to  and  through  the  helix,  but  rather 
directly  to  the  acu-puncture  needles,  and  thus  rendering  them 
"  electro-puncture^^^  and  they  become  instantly  many  fold  more 
potent  than  simple  acu-puncture,  in  overcoming  obstinate  local 
pain.     But  a  current  of  more  intensity  will  do  better  still. 

I  find  the  following  case  reported  by  Dr.  Banks  :  "  A  sur- 
geon was  obliged  to  ride  in  bad  weather,  and  that  immediately 
after  fatigue  and  perspiration.  He  was  consequently  soon  taken 
with  chills,  which  were  quickly  followed  by  some  fever,  general 
aching,  stiffness,  &c. ;  went  to  bed  warm,  but  was  no  better : 
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the  case  was  regarded  as  an  attack  of  a  neuralgic  and  rheu- 
matic character,  aCFecting  the  aponeurotic  or  muscular  struc- 
tures.    The  surgeon  thus  portrays  his  own  experience :  — 

" '  On  the  fourth  night  from  the  commencement  of  the  attack, 
I  awoke  with  a  drenching  perspiration  and  extremely  severe 
pains,  with  tonic  rigidity  of  the  muscles  of  the  chest,  more 
especially  of  the  left  side  and  shoulder.  The  pain,  on  attempt- 
ing to  move,  was  most  excruciating.  I  found  myself  unable  to 
expand  my  chest,  and  the  breathing  was  wholly  abdominal.  I 
could  not  move.  A  sense  of  oppression  and  heat  about  the 
sternum  kept  increasing,  and  the  dyspnoea  became  so  urgent 
that  I  was  fearful  eCFusion  was  taking  place  in  the  pericardium. 
Dr.  Banks  was  called  in,  and  immediately  proposed  acu- 
puncture. In  the  course  of  a  minute  or  two  after  the  insertion 
of  the  first  needle,  which  was  pushed  inward  and  downward 
until  in  contact  with  the  lower  portion  of  the  sternum,  and 
while  I  was  sitting  up,  I  experienced  a  sensation  as  if  some 
strong,  tense  structure,  which  had  previously  bound  down  the 
sternum,  had  given  way.  This  sensation  was  followed  by  a 
sense  of  approaching  syncope,  which  was  removed  by  lying 
down.  While  in  the  recumbent  position,  I  now  found,  to  my 
surprise  and  delight,  that  I  could  take  a  deep  inspiration  freely. 
But  the  muscular  pain  still  continuing,  and  encouraged  as  I 
was  by  the  p;reat  relief  in  my  breathing  already  afforded,  I  now, 
on  my  part,  anxiously  wished  for  the  introduction  of  other 
needles  along  tlie  course  of  tlie  fibres  of  the  several  muscles 
affected.  This  having  been  done,  I  felt,  in  the  course  of  about 
ten  or  fifteen  minutes,  no  uneasiness  whatever  in  the  chest,  and 
was  al>le  to  move  about  in  any  direction  ;  indeed,  so  great  was 
the  relief,  that  after  the  removal  of  the  needles,  I  was  able  to 
dress  myself  witli  ease.  I  felt  well.  On  the  following  evening, 
and  for  about  a  week  after,  I  felt  some  stiffness  (but  no  pain)  in 
the  left  side,  which,  with  a  second  insertion  of  three  needles, 
togetlier  witli  a  slight  anodyne,  was  entirely  removed. 

" '  In  this  statement,'  the  doctor  proceeds  to  say,  '  I  have 
endeavored  to  relate  my  case  and  personal  experience  in  simple 
acu-puncture  as  faithfully  as  possible,  and  I  find  it  difficult  now 
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to  express  in  words  the  rapid  and  most  extraordinary  relief — 
as  by  a  charm  —  that  was  aflForded  by  the  insertion  of  the 
needles.  Beyond  the  narration  of  the  case,  I  have  forborne  to 
oflFcr  any  remarks.' " 

Where  there  is  a  constitutional  origin  of  such  pain,  in  a 
recent  or  old  case,  as  organic  disease,  inflammation,  or  inflam- 
matory rheumatism,  or  hepatic  engorgement,  no  permanent 
relief  can  reasonably  be  looked  for  from  acu-puncture,  nor  even 
from  galvano-puncture.  But  as  the  editor  of  the  London  Lan- 
cet says,  "  In  all  cases  of  rheumatic  and  neuralgic  pains,  either 
acute  or  chronic,  whether  lumbago,  sciatica,  or  pleurodynia,  or 
pains  of  an  erratic  kind,  no  matter  where  situated,  if  not  de- 
pending upon  an  inflammatory  state,  or  upon  a  constitutional 
origin,  or  upon  organic  disease,  and  provided  the  patient  is 
most  comfortable  when  warm,  and  is  decidedly  relieved  by  the 
application  of  heat  —  in  all  these  cases,  it  may,  I  think,  be 
confidently  affirmed  that  tliey  will  be  singularly  benefited  by 
acu-puncture,  which  will  not  only  afford  relief,  but  in  most 
instances  will  effect  a  cure."  And  where  acu-puncture  fails, 
there  often  galvano-puncture  is  entirely  victorious.  Besides,  a 
less  number  of  needles,  and  less  length  of  time  of  insertion, 
and  a  less  number  of  insertions,  are  required  by  tlie  latter  in 
order  to  be  successful.     (See  p.  477,  and  Appendix  P,  G.) 

Un-ninited  Fractures  of  Bones, 

A  case  of  fracture  of  the  thigh  bone  is  reported  by  Dr.  Hall, 
of  the  York  County  Hospital,  as  having  been  cured  by  galvanic 
currents,  in  the  following  manner :  He  introduced  a  fine  but 
long  acu-puncture  needle  into  each  side  of  the  limb,  so  that  their 
j>oints  came  near  the  inter-space  between  the  fractured  ends  of 
the  bone,  and  thus  he  passed,  for  five  minutes,  a  current  of 
moderate,  continuous,  and  primary  galvanism.  This  operation 
was  repeated  every  day  for  about  a  fortnight,  and  a  cure  result- 
ed. The  fracture  of  this  leg  bone  having  been  very  movable, 
and  liaving  existed  thus  un-united  for  more  than  a  year,  had 
resisted  every  other  means  that  had  been  attempted. 
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The  author  has  seen  but  few  cases  of  un-united  fracture  of 
bone  since  he  has  been  more  particularly  interested  in  this  spe- 
cial practice  of  electro-therapeutics ;  but  he  can  add,  that  no  case 
of  these  few  has  ever  failed  to  be  speedily  united  by  means  of 
electro-puncture,  aided  by  the  passage  of  some  stronger  currents, 
primary  or  secondary,  through  the  skin  and  muscle  coverings. 
The  following  is  given  as  the  mode  of  proceeding : — 

Captain  G.  fell,  more  than  two  years  before,  from  the  staging 
of  a  new  ship  he  was  then  building,  and  broke  his  thigh  at  its 
upper  third.  He  was  cared  for,  the  best  possibly,  by  our  most 
able  surgeons ;  but  he  was  restless  and  irritable  under  the  long 
restraint,  and,  after  months,  it  was  found  that  the  bone  was 
still  un-united,  and,  therefore,  the  seton,  with  tonics,  together 
with  magneto-electricity,  were  resorted  to,  and  persevered  in 
for  a  long  time.  His  limb  had  been  so  long  retained  in  splint, 
however,  that  pseudo-anchylosis  of  the  knee  joint  was  the  result, 
and  this  then  rendered  the  fracture  an  almost  necessary  artifi- 
cial joint,  and  still  more  hopeless  of  ever  being  kept  quiet  long 
enough  to  unite.  But,  in  the  first  place,  I  had  proWded  for  the 
captain  the  improved  surgeon's  bed  for  fractured  limbs,  upon 
which  he  was  comfortably  adjusted  for  a  siege  of  twenty-one 
days,  which  was  all  I  demanded  for  a  fair  trial  in  his  case,  and 
at  the  same  time  prognosticated  as  favorably  as  I  could.  To 
tliis  he  agreed  to  submit.  The  broken  right  thigh  was  then  pre- 
pared with  the  sustaining  broad  roller  from  toes  to  hip,  and  the 
limb  placed  once  more  in  the  same  excellent  splint  that  had 
been  used  by  the  surgeon  in  the  first  instance  when  he  set  the 
fracture.  Then  the  long  size  electro-puncture  needles  were  in- 
serted through  the  roller, skin, fascia,  and  muscles,  the  one  enter- 
ing rather  at  the  upper  inner  edge  of  the  rectus  femoris  muscle, 
avoiding  the  femoral  vessels  and  nerve  trunks,  and  carried  down 
until  its  point  touched  the  bone  as  near  the  fracture  as  possible, 
while  the  other  needle  was  inserted  on  the  outer  side  of  the 
thigh,  through  the  vastus  externus,  and  pushed  forward  until  its 
point  reached  the  bone.  These  needles  were  of  fine  gold,  and 
insulated,  except  at  their  points ;  or  wwtempered  steel  needles, 
some  three  or  four  inches  long,  heavily  gilded  for  a  half  inch  at 
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their  points,  and  their  shafts  covered  well  with  hard  japan  for 
insulation,  will  do  well.  The  insertion  of  the  needles  was  at- 
tended with  no  pain  worth  mentioning,  and  the  primary  current, 
from  ten  elements  of  Daniell's  battery,  was  brought  in  contact 
with  the  heads  of  these  needles  continuously  for  five  minutes,  and 
so  on  three  times  at  the  seance  ^  and  thus  repeated  every  three 
days  for  the  first  nine  days.  After  that,  the  current  was  applied 
daily  from  large  soft  sponge  electrodes,  as  employed  for  neural- 
gia, to  the  loins  and  limb  through  wet  spots  on  the  roller.  Thus 
the  case  was  treated  until  the  twenty-one  days  expired,  when 
the  patient  was  set  free  once  more  from  the  splint  and  bed  re- 
straint, and  to  our  mutual  gratification,  the  thigh  bone  was 
found  fairly  knit  together,  and  the  leg  was  stifi*.  The  subsequent 
treatment  at  the  knee  joint  and  about  the  limb  was  the  same  as 
would  be  instituted  for  an  old  rheumatism.  In  a  fortnight 
more,  the  limb  felt  to  him  more  secure  and  comfortable,  and 
what  was  quite  as  pleasing  and  surprising,  the  pseudo-anchy- 
losed  knee  also  began  to  show  a  loosening  and  joint-like  action. 
This  became  more  and  more  apparent,  so  that  in  three  months 
the  captain  was  prepared  to  think  of  the  sea  again,  as  he  now 
walked  well,  and  accordingly  arranged  for  an  East  India  voyage. 

Electric  CatUery. 

Galvanic  cauterization  by  the  "  electrcxaustic "  (heat)  has 
received  some  attention  at  the  hands  of  surgeons  both  here  and 
abroad.  This  operation  is  based  upon  the  calorific  properties 
of  galvanic  electricity  of  quantity^  as  when  from  some  five  or 
six  of  Bunsen's  or  from  a  dozen  elements  of  Grove's  battery. 
For  the  purpose  of  avoiding  the  "  firing-iron,"  and  in  cases  of 
ncevus  to  avoid  hemorrhage,  and  for  a  moxa,  Dr.  Fabre  Pala- 
prat  was  the  first  to  employ  the  red-white  heat  of  a  platinum 
wire,  made  so  by  a  voltaic  or  galvanic  battery.  In  1845, 
Professor  Steinheil,  of  Munich,  advised  a  method  for  cauter- 
izing the  pulp  of  the  dental  nerve  in  decayed  and  painful  teeth, 
which  in  that  year  was  accomplished  by  M.  Heider.  Dr.  Cm- 
sell,  of  St.  Petersburg,  operated,  in  1846,  with  a  fine  platinum 
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wire  rendered  incandescent  by  voltaic  electricity,  —  drawing  the 
wire  back  and  forth,  like  a  saw,  across  the  base  of  the  tumor. 
He  says  ho  found  that,  when  adroitly  managed,  there  was  pro- 
duced neither  pain  nor  hemorrhage.  In  England  this  has  been 
repeated,  and  of  late  with^admirable  success.  M.  Nclatin,  ever 
since  the  year  1850,  has  been  making  use  of  it  for  destroying 
and  curing  erectile  sub-cutaneous  tumors,  and  at  the  same  time 
preserving  the  skin. 

Dr.  M.  J.  Rcgnauld,  of  Paris,  by  extensive  practical  and 
candid  research  in  this  province,  is  inclined  to  limit  the  utility 
of  these  electric  cauteries ;  i.  c.,  he  admits  their  great  excellence 
under  certain  special  conditions.  He  says  the  first  obstacle  is 
the  want  of  a  great  battery  power ;  the  second  is,  that  the 
smallness  of  the  platinum  wire  allows  it  to  cool  in  the  moist 
tissues,  if  held  still ;  but  where  it  can  bo  sawed  back  and  forth, 
it  will  not  cool  down  as  if  heated  by  a  fire,  because  the  heating 
is  all  the  while  going  on,  and  the  instant  the  wire  draws  out 
at  one  side  of  the  wound  it  is  sufficiently  hot,  and  can  be  as 
quickly  drawn  back  again  with  eflFect.  But,  after  all,  the  wire 
does  not  retain  its  heat  amply  for  general  surgical  use,  and 
this  is  a  prreat  obstacle.  He  not  only  admits,  but  admires,  the 
advantages  of  tliis  method  for  special  cases,  as  near  delicate 
soft  i)arts  or  organs,  and  where  of  little  extent,  or  is  hem- 
orrliagic,  and  in  deep,  narrow  parts.  For  the  best  success,  lie 
advises  patience,  and  repetition  of  the  application  at  different 
stages,  and  wlien  the  wound  has  dried  from  time  to  time. 

In  hospital  practice  there  is  an  incontestable  advantage  as  an 
auxiliary  to  surgery  that  certainly  would  justify  the  maintain- 
ing a  set  of  some  five  or  six  Bunsen's  jars  of  coke,  or  a  dozen  of 
Grove's,  or  a  Cruikshanks'  trough  of  fifty  pairs,  which  indeed 
could  be  well  employed  often  for  other  equally  important  opera- 
tions. 

In  1855,  Dr.  Middeldorpff  published  a  very  valuable  work 
on  the  subject  of  Galvano-Caustics.  The  instruments  he  used 
for  these  new  and  peculiar  operations  in  surgery  he  termed 
"  galvano-port-ligatures,"  galvanic  cauteries,  galvanic  setons, 
&c. ;  drawings  of  which,  accompanied  with  a  paper  from  Dr. 
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Coolidge,  of  Chauncy  Street,  was  published  that  same  year  in 
the  Boston  Medical  and  Surgical  Journal.  These  instruments 
should  be  made  of  heavy  gilded  copper,  tipped  with  platinum 
wire,  when  used  as  a  loop  or  saw ;  but  when  used  as  a  probe 
or  point,  then  tips  of  platinized^  untempered  steel  are  prefer- 
able. The  advantages  of  the  galvano-cautery  in  all  this  class  of 
operations,  according  to  Dr.  Middeldorpff,  are,  the  exact  inten- 
sity of  heat  and  precise  line  of  limitation  of  the  effects  of  the 
operation  ;  the  rapidity  and  cleanliness  of  the  action  ;  the  total 
absence  of  hemorriiage  ;  the  ability  to  reach  and  remove  the 
deep-seated  parts,  such  as  it  is  impossible  to  get  at  with  the 
ligature  or  knife  ;  and,  finally,  the  uniformly  good  character  of 
the  fleshy  cicatrix.  Ho  reports  numerous  and  varied  cases  so 
treated,  and  with  very  uniformly  good  results.  With  it  he 
claims  that  we  can  cure  neuralgias  in  the  most  desperate  cases, 
even  where  nothing  but  destroying  the  nerve  can  relieve ;  wo 
can  use  it  as  a  moxa,,  or  for  certain  rheumatical  and  superficial 
paralysis ;  for  ncevi^  polypi^  and  other  vascular  tumors  ;  for 
gangrene,  ulcers,  cancers,  and  especially  for  fistulas.  He  suc- 
ceeded in  the  bloodless  amputation  of  a  deformed  finger  in  a 
young  lady,  cutting  not  only  through  the  soft  parts,  but  also 
the  bone,  which  rapidly  got  well. 

Dr.  Marshall  and  Dr.  Amusat,  and  some  others,  choose  a 
short  bit  of  platinum  wire  as  the  electrgde,  about  one  fiftieth  of 
an  inch  in  diameter,  and  not  more  than  three  inches  in  length, 
for  curing  ulcers  and  removing  growths  upon  the  unhealthy 
cervix  uteri ;  also  for  removing  cancers  from  those  parts. 

Dr.  E.  H.  Clarke,  of  Chaimcy  Street,  Boston,  professor  in  the 
medical  department  of  Harvard  University,  informed  me,  a 
short  time  since,  of  his  entire  success,  by  this  means,  in  re- 
moving a  deep-seated  tumor  from  the  ear  passage,  that  had 
thwarted  all  other  efforts,  or  even  attempts,  because  of  its 
hemorrhage  nature  —  a  profuse  bleeding  occurring  on  the 
slightest  touch.  He  states  that  this  cautery  left  only  a  gray 
eschar  on  the  side  of  the  bony  canal,  near  the  membrana 
tympanic  which  did  not  bleed.  The  result  appears,  so  far,  to 
be  a  complete  cure.    I  should  have  mentioned  that  in  this  case 
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Dr.  Clarko  first  passed  the  loop  of  wire  over  and  beyond  the 
little  tumor,  and  then,  as  soon  as  contact  was  made  by  an 
assistant,  the  platinum  was  instantly  seen  to  be  red  hot ;  he 
drew  it  forward  gently,  when  it  shaved  the  neck  of  the  mass 
clean  and  close  to  the  bone. 

Not  for  all  cauterizations,  I  conclude,  but  for  certain  cases, 
the  galvanic  cautery  can  be  employed  with  decided  advantage. 
It  acts  rapidly  and  with  energy ;  it  causes  but  little  pain,  and 
no  hemorrhage ;  its  action  may  be  exactly  limited  to  the  pre- 
cise spot  or  line  ;  and  it  always  favors  the  growth  of  healthy 
granidutions^  for  it  probably  modifies  the  vitality  of  the  diseased 
part ;  and,  finally,  it  is  no  way  so  terrible  to  the  patient  as  the 
red-hot  iron,  or  the  aquafortis.  It  has  been  used,  and  approved 
of,  also,  by  Amusat  and  Nclaton  of  Paris,  Hilton  and  others 
of  England,  and  Sedillott  of  Strasburg.  There  appears  to  be 
but  one  single  drawback  to  the  very  extensive  employment  of 
this  excellent  tlicrapeutic  in  surgery,  and  that  is,  the  difficulty 
of  having  sufficient  battery  power  always  ready  for  action. 
And  this  objection  must  greatly  prevent  the  employment  of 
this  agent,  otherwise  so  desirable,  excepting  in  hospitals,  where 
it  certainly  can  and  ought  to  be  always  in  ample  readiness  con- 
tiguous to  the  operating  room. 

Urcthro-vag-inul  fistula  has  been  operated  upon  with  the  gal- 
vano-cautcry  at  St.  Bartholomew's  Hospital,  by  Dr.  James  Paget. 
The  case  is  reported  in  tlie  Lancet,  June  9,  1855.  Tlie  woman 
had  never  been  married,  was  of  about  tliirty  years  of  age,  was 
healthy,  but  had  an  old-standing  and  troublesome  fistula  between 
the  vagina  and  urethra.  As  the  case  had  been  the  subject  of 
repeated  and  fruitless  operations  at  various  hospitals,  and  very 
many  modes  of  cure  had  been  tried  in  vain.  Dr.  Paget  had  re- 
course to  the  electro-cautery.  The  case  is  one  of  very  great 
interest,  because  it  shows  the  adaptation  and  beautiful  applica- 
tion of  localized  and  concentrated  electricity  in  surgery.  The 
writer  goes  on  to  say,  — 

"  We  lately  spoke  of  the  usefulness  of  the  actual  cautery  in 
hemorrhage,  as  after  lithotomy,  and  in  chronic  synovitis.  Every 
one,  however,  must  have  observed  the  clumsiness  and  hurry  with 
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which  the  red-hot  irons  are  taken  out  of  a  smoking  brazier,  and 
the  horror  they  create  in  the  patient's  mind.  Tlie  galvano-caus- 
tic,  on  the  other  hand,  requires  no  fire,  no  smoke,  &c.  The 
essential  part  of  this  apparatus,  not  unlike  a  glazier's  diamond, 
or  ordinary  port-caustic-case  with  two  wires  run  through  it,  may 
be  carried  in  a  pocket-case.  Wiien  in  action  it  applies  a  little 
coil  of  platinum  (twisted  aroimd  a  bead  of  glass  or  porcelain, 
about  the  size  of  a  small  pea,  and  of  a  white  heaC)  to  any  part, 
or  for  any  length  of  time  that  may  be  necessary.  In  the  present 
case  the  eflFect  was  almost  like  magic.  The  incandescent  little 
^pea  of  fire  j^  produced  within  the  speculum  vagince  by  tlio 
operator  in  an  instant,  quite  lighted  up  all  to  be  seen,  and  plainly 
showed  the  amount  or  extent  of  disease,  almost  as  in  a  diagram. 

"  The  plan  of  operation,  to  which  we  would  revert  for  a  mo- 
ment,  was  very  simple.  An  ordinary  galvanic  battery,  of  some 
half-dozen  plates,  was  placed  on  a  chair  at  the  side  of  tlic  bed ; 
tlie  two  wires  (conductors),  the  one  attached,  the  other  in  the 
operator's  hand,  were  next  arranged.  The  second  conductor 
wire  only  required  to  be  pushed  into  a  hole  at  the  opposite  end 
of  the  battery,  by  the  left  hand,  and  the  operator  could  have 
instantly  produced  in  his  right  hand  this  little  ball  of  fire,  at  a 
white  heat. 

"  The  woman  was  next  placed  on  her  hands  and  knees  in  bed, 
without  any  exposure.  The  speculum  was  introduced,  when  the 
vent  or  fistulous  opening  was  at  once  seen  to  be  about  a  half  an 
inch  in  extent.  The  circuit  of  the  .battery  being  now  completed, 
the  coil  of  fine  platinum  over  the  bead  shone  at  once  with 
almost  too  much  light,  reflected  as  it  was  from  the  glass  mirror 
and  silver  of  the  speculum.  Dr.  Paget  then  carefully  pencilled 
the  edges  of  the  fistula  with  this  new,  and  we  think  improved, 
actual  cautery,  just  as  if  it  were  a  pointed  piece  of  nitrate  of 
silver.  The  woman,  strange  to  say,  did  not  feel  the  least  pain 
—  a  peculiarity^  it  is  said,  of  the  '  white '  heat,  as  contradistin- 
guished from  that  of  a  lower  or  red  heat.  She  did  not  require 
ether,  and  after  the  operation  she  seemed  as  if  nothing  had  been 
done  to  her.  We  mention  these  particulars,  because  such  an 
improvement  as  the  galvano-caustic,  over  the  old  red  irons,  caa- 
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not  fail  to  be  of  use  in  burning  out  the  seeds  of  cancer  after 
removing  a  cancerous  tumor,  or  in  destroying  even  to  the 
minutest  point  or  speck  the  various  morbid  growths  for  which 
the  actual  cautery  is  generally  used. 

"  This  operation  was  performed  May  18.  On  the  21st,  when 
visiting  this  woman  to-day,  she  expressed  herself  quite  a  new 
being,  as  she  can  now  retain  her  urine  three  times  as  long  as  she 
did  formerly.  It  is  too  early,  however,  to  form  a  decided  opinion. 
—  23d.  Marks  of  improvement  are  beginning  to  be  quite  per- 
ceptible in  the  woman's  countenance.  She  states  that  she  has 
not  been  so  well  for  'years  and  years.'  —  June  4.  Dr.  Paget 
is  quite  satisfied  with  the  good  result  of  the  operation.  The 
remedy  in  this  case  has  been  an  interesting  one,  as  a  galvanic 
experiment,  free  from  pain,  and  ultimately  cflFectual  after  other 
operative  proceedings  had  failed." 

SUBGICAL  DENTISTRY. 
The  Faradaic  Process  in  Tooth-Extracting. 

The  magneto-electric  machine  that  I  employed  while  making 
my  researches  in  tliij  particular  line,  the  year  immediately  after 
my  return  from  Europe,  was  a  very  simple  and  neat  apparatus, 
and  is  now  extensively  manufiictured  by  Mr.  Hall,  for  dentists' 
use.  It  is  the  neatest  machine  for  office  practice,  either  for  the 
pliysician  or  dentist,  tliat  I  have  ever  seen.  The  helix  is  hnig"^ 
and  completely  covered  with  a  silvered  band  and  ivory  ends, 
admitting  a  very  delicate  graduation  of  the  current,  by  the  ad- 
justable rod  or  ])unille  of  soft  iron  wires  within.  A  Sniee's  bat- 
tery is  employed  to  run  the  helix,  and  requires  cleaning  only 
once  a  week  or  month.  One  part  sulphuric  acid,  with  fourteen 
parts  wator,  runs  the  battery  suitable  for  dentist^'  use.  The  neg- 
ative (strongest)  pole  is  to  be  attached  to  the  forcej)s,  while  the 
positive  (weaker)  pole  is  either  applied  to  the  nape  of  the  neck, 
or  under  the  ear,  of  the  side  the  tootli  is  to  be  extracted,  or  else 
held  in  the  hand  of  the  patient,  on  the  same  side  tlie  tooth  is 
situated.     The  adjustable  attachment  or  contact  of  the  negative 
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conductor  with  the  handle  of  thu  ft>rce[is  is  conveniently  made  hy 
a  few  iiiclics  of  rubber  tubing  of  a  size  that  will  just  slip  over 
the  end  of  the  handles.  This  rubber  tuhiug  I  found  to  he  at 
tlie  same  time  the  best  thing  for  insulating  the  instrument  from 


the  operator's  hand.  The  outside  of  the  forceps,  about  its  joint 
from  the  rubber  liaudle  covers,  to  the  vciy  edge  of  the  hcaka  or 
blades,  should  be  well  covered  with  varnish,  or,  what  ia  hotter, 
with  hard  japan  varnish,  so  as  to  insulate  every  iustrumoiit  per- 
fectly from  the  lips,  cheek,  and  gums :  but  the  inside  of  the  beaks 
or  jaws,  ou  the  contrary,  should  bo  the  clean  steel,  (eveu  clean 
56* 
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from  dried  blood,)  so  as  to  conduct  as  surely  to  the  periosteum 
of  the  tooth,  as  the  outside  insulates  from  the  gum. 

The  wire  tip  of  the  conductor  can  be  slipped  under  the  outer 
end  of  the  tubing  that  covers  the  handle,  and  this  wire  can  be 
pulled  out  and  slipped  under  the  thus  prepared  handles  of  any 
other  forceps  in  an  instant.  The  conductor  that  leads  to  the  for- 
ceps should  be  made  to  pass  through  an  interrupting  footboard, 
such  as  is  used  for  telegraphing  purposes,  so  that  the  current  can 
be  made  or  broken  instantly,  at  the  command  of  the  operator. 

Another  precaution  I  would  here  mention.  I  have  found  that 
when  there  is  oil  in  the  joint  of  the  tooth  forceps,  one  blade  is 
liable  to  be  thus  insulated  from  the  other,  and  so  fail  to  convey 
the  current  to  both  sides  of  the  tooth.  To  avoid  a  failure  from 
this  cause,  I  have  the  terminal  end  of  the  negative  conductor 
provided  with  two  terminations,  which  are  some  six  inches  in 
length,  each  of  which  I  tuck  under  the  end  of  the  rubber  of  each 
handle  of  the  forceps  to  be  used.  This  simple  arrangement 
alone  will  nearly  double  the  uniformity  of  success  in  this  delicate 
operation.   So  much  for  the  preparation.   Next,  for  the  operation. 

First,  the  electro-magnetic  machine  should  run  with  fine  vibra* 
tions,  and  at  a  very  moderate  battery  power,  but  with  a  smooth 
and  even  current.  Next,  the  intensity  of  the  current  should  be 
graduated  down  to  the  nervous  impressibility  of  the  patient. 
Tlie  adjustable  rod,  or  bundle  of  soft  wires,  are  graduated  and 
marked  off  with  sixty  degrees.  Some  young  ladies,  and  some 
men,  too,  can  bear  only  ten  degrees  ;  others  will  require  twenty ; 
and  some  hardy  nerved  or  phlegmatic  temperaments  can  not  only 
bear,  but  say  they  do  but  just  feel,  forty  degrees.  For  tlie  young 
operator,  it  is  well  to  let  the  patient  take  the  two  poles  in  his 
own  hands,  and  then  adjust  the  strength  of  tlie  current  by  the 
magnet  until  he  or  she  can  very  agreeably  feel  it,  but  no  more. 
Then  adjust  the  positive  pole  in  the  patient's  hand,  or  over  the 
portio  dura  nerve,  or  on  the  nape  of  the  neck,  wliile  the  heel  of 
the  operator  rests  on  the  floor  near  the  footboard,  ready  to  make 
or  break  the  circuit  of  the  current  at  any  moment.  Now,  when 
quite  sure  that  all  is  right  and  ready,  carefully  slip  the  forceps 
on  the  neck  of  the  tooth,  until  it  rests  gently  against  the  gum, 
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ready  for  a  better  or  deeper  hold ;  and  as  this  is  being  done,  that 
instant  let  on  the  current^  grasp  the  toothy  and  pull  systemati- 
cally and  carefully  in  the  same  order  and  about  as  quick  as  a 
person  can  say,  one,  tivo,  three ;  so  I  say,  make  contact  (press 
the  foot)  for  one,  grasp  the  tooth  for  two,  pull  with  a  waving 
motion  for  three.  The  two  former  motions  can  be  practised 
until  exact,  and  without  a  failure.  The  latter  cannot  always 
be  limited. 

The  current  seems  to  mask  the  pain  for  about  five  seconds,  as 
near  as  I  can  judge  from  all  my  trials.  If,  then,  the  current  was 
let  on  right,  and  the  tooth  fang  leaves  the  alveoli  and  gum  before 
that  time  is  up,  it  is  a  success.  When  the  tooth  hangs  hard, 
and  is  slow  in  yielding,  I  break  the  current,  slack  the  pull,  and 
then  make  it  again  with  a  renewed  pull.  So  if  the  battery  cur- 
rent is  too  strong,  or  is  irregular,  or  fails  to  pass ;  or  if  the  for- 
ceps are  wot  perfectly  insulated  from  the  operator's  hand,  as  well  as 
the  patient's  lips  or  inside  of  cheek  or  gum ;  or  if  the  current  is 
let  on  too  soon,  or,  on  the  other  hand,  if  it  is  let  on  too  late,  i.e. 
only  after  the  pain  is  already  established  from  the  crowding  for- 
ceps upon  the  inflamed  gum, — in  either  case,  I  say,  it  is  neces- 
sarily  a  failure.  But  when  all  these  conditions  arc  complied 
with,  which  is  only  like  any  other  exact  but  eminently  practical 
art,  there  is  a  success  that  may  be  called  complete  in  every  eight 
cases  out  often.  I  would  not  include  cases  of  "fang  pulling" 
when  there  is  a  protracted  process  of  "  getting  hold ; "  but  in  fair 
cases,  when  the  adroit  operator  can  readily  adjust  the  beaks  of 
the  instruments  on  "  a  good  hold,"  the  operation  is  then  more 
like  pulling  wooden  pegs,  than  like  tearing  bone  from  bone.  For 
single  tooth  extraction,  my  experience  leads  me  to  say,  electrici- 
ty is  far  preferable  to  ether. 

This,  although  but  a  partial  improvement,  yet,  like  ether- 
ization, is  of  American  origin.  It  can  be  shown  that  I  was 
experimenting  in  this  line  all  the  fall  and  winter  before  Dr. 
Francis  made  public  his  experiments  in  Philadelphia,  being  led 
to  it  while  making  trials  with  different  electric  currents  in  sur- 
gical cutting  operations.  I  found  that  the  periosteum  of  bones 
almost  every  where  received  a  peculiar  impression,  not  exactly 
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painful,  but  decidedly  sensible,  the  instant  the  edge  of  the  knife 
or  scalpel  reached  it,  while  conveying  a  gentle  current  of  elec- 
tricity, provided  the  blade  and  back  of  the  knife  were  insulated, 
so  that  the  current  could  not  reach  the  wound  except  at  its  very 
edge.  This  was  most  noticeable  in  opening  felons.  Being  then, 
as  now,  perfectly  aware  that  such  currents  of  electricity  have  no 
sort  of  pcLralyzing  power ^  yet  it  struck  me  that  if  this  instanta- 
neously produced  peculiar  impression  could  be  brought  to  bear 
upon  the  periosteum  of  the  tooth  while  it  is  being  extracted^  it 
might  be  found  to  modify  the  sensation  of  pain.  I  did  not  ex- 
pect to  find  such  a  current,  in  any  absolute  sense  an  anaesthetic 
agent ;  and  those  who  do,  are  hasty  in  conclusions,  or  else  know 
too  little  of  the  laws  of  electro-physiology.  I  claim  that  here  it 
is  through  the  periosteum  of  the  tooth,  that  the  pre-occupying 
impression  of  Faradaism  supplants  the  quickly  succeeding  and 
partially  simultaneous  painful  impression  of  extraction.  Tlie 
two  impressions  appear  to  be  sometliing  like  a  race ;  but  in  order 
to  have  the  electric  impression  beat  the  pain  impression^  the  for- 
mer must  have  a  trifle  the  start. 

I  say  it  is  probably  through  the  peculiar  properties  of  tlie  per- 
iosteum or  surface  of  the  tooth,  that  this  pre-occupying  or  vica- 
rious imj)ression  oversliadows  the  pain  of  tearing,  and  is  not 
through  the  contained  pulp  and  nerve.  A  recently  extracted 
tooth,  when  cleaned  and  well  dried,  is  almost  as  complete  a  non- 
conductor of  the  electro-magnetic  current  as  is  ivory.  I  do  not 
say  it  is  conii)letely  so,  but  I  do  say  it  is  a  very  poor  conductor, 
and  cannot  transmit  or  convey  the  current  through  its  body  so 
amply  as  to  account  for  the  attending  phenomena.  It  is  more 
probable  that  the  current  does  not  penetrate  the  tooth,  but 
mainly  passc's  down  its  sides  to  its  nerve  at  its  exit  from  the 
fangs,  and  to  the  contiguous  alveoli.  This  may  be  true,  or  it  may 
not ;  Init  such  were  the  reasons  that  led  me  so  early  and  so  far 
into  these  trials. 

When  several  letters  patent  were  proclaimed  for  the  process, 
and  litigation  appeared  likely  to  follow,  1  droj)pcd  this  whole 
branch  of  experimentation  for  other  fields  in  elcctro-])hysiology 
and  therapeutics.     At  that  juncture,  however,  the  author  made 
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a  report  of  these  so  far  aFcertaiiied  facts  before  the  Suffolk  Dis- 
trict Medical  Society,  exhibiting  the  teeth  thus  estracted  with- 
out pain,  from  some  sixty  patients,  and  explaining  the  modus 
operandi.  Some  of  our  best  dentists,  who  are  experts  in  surgical 
dentistry,  are  now  making  use  of  this  method  in  all  suitable  cases 
with  highly  satisfactory  results.  Dr.  Keep,  long  known  in  Bos- 
ton as  one  of  our  most  skitftil  dentists,  has  just  informed  me  that 
my  method  for  the  Faradaic  looth-extractin^  process  removes 
"the  dread  of  tooth  pulling"  in  one  half  of  the  cases,  expedites 
the  process  in  quite  a  number  of  instances,  and  averts  the  iieces- 
Bity  of  administering  ether  not  uufrequently. 

Dr.  J.  N.  Hoarder,  of  Plymouth,  in  England,  says,*  —  "  A 
few  words  on  the  application  of  electricity  in  tlie  various  dental 
operations.  Havhig  late- 
ly been  cooperating  wiLli 
my  friends  of  the  dental 
profession,  in  applying 
electricity  as  an  anas- 
thetic,  I  have  been  led  to 
conclude,  not  only  from  , 
these  experiments,  but 
from  the  canrul  consid- 
eration of  the  fxpcrimentaj 
of  others,  that  tlie  results 
of  all  this  arc  quite  com- 
patible with  the  conditions 
under  whicli  they  arc  ob- 
tained.   However  various 

t,  Near»«l  to  the  figure  wo  see  the  Two  tin.    There  ire  16  teeth  in  the  up- 

InciaoTs  of  thii  [the  visible)  half,  or  per  jaw. 

aide  of  the  Upper  Jaw.      The  neil        2.  Nearest  to  the  figure  again  we  lee  the 

ToolhiseoUediheCuipidalua.  Hext  Fin  Single  teeth,  which  are  niniilar 

to  it  are  the  Two  Bicuspidati,   Next,  to  those  that  match  them  in  the  Up- 

we  seethe  Two  great  three-pronged  pet  Jaw.      But  the  neit  three  ate 

Holari.    The  last  toolh  in  the  upper  double  teeth,  are  ealled  OriDders, 

jaw  la  often  also    three    proiified  ;  and  haxe  only  Two  Fang*  each.    In 

this  toDth  is  called  Dens  Bapltn-  (he  lower  jaw  there  are  also  16  teeth. 

■  London  Lancet,  Sept.  18,  1868,  p.  297. 
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the  opinions  as  to  its  efficacy,  and  however  conflicting  the 
evidence  afTorded  on  the  subject,  the  failures  appear  to  indicate 
little  more  than  the  absence  of  an  efficient  apparatus,  or  of  the 
want  of  knowledge  or  experience  in  the  application  of  it.  Much 
more  must  be  done  in  the  way  of  investigation  and  careful  mar 
nipulation,  before  individuals  or  societies  will  be  in  a  fair  posi- 
tion to  pass  judgment  on  the  value  of  an  agent  so  powerful,  and, 
when  in  the  right  hands,  so  efficient.  The  investigation  of 
the  causes  of  some  of  the  failures  shows,  that  the  right  effect 
would  have  been  produced,  had  the  right  method  and  manipulation 
been  adopted.  Much  of  the  experience  on  this  head  will  neces- 
sarily bo  empirical  until  the  relations  between  cause  and  effect 
here  shall  be  so  far  determined  as  to  establish  a  sufficiently  accu- 
rate system  of  prognosis,  and  definite  method  of  procedure. 

"  One  step  towards  the  attainment  of  success  in  this  speciality 
will  be  the  employment  of  a  suitable  electro-magnetic  apparatus, 
such  as  is  capable  of  nice  adjustment  and  easy  application.  The 
graduation  of  the  current  must  be  as  minute  as  the  manipulation 
is  delicate,  I  have  been  in  the  habit  of  employing  electricity  for 
certain  cases  of  toothache  during  the  last  thirty  years,  and  have 
relieved  hundreds  of  cases,  most  of  them  permanently,  many  of 
them  for  a  considcralile  period  of  time,  some  only  temporarily, 
and  very  few  not  at  all. 

''  Tlic  cases  of  tootliaclie  which  yield  most  readily  to  this 
treatment  arc  those  in  which  the  pain  oriirinates  in  the  tooth 
itself.  Tliosc  in  which  the  pain  results  from  a  neuralgic  affec- 
tion rcquin^  a  modified  and  more  continuous  treatment;  but,  as 
might  be  exi)ectud,  in  those  cases  where  there  is  abscess  at  the 
root  of  the  toothy  the  pain  is  usually  increased. 

*'  My  mode  of  electric  treatment  here  is  to  apply  a  metal  disk, 
covered  usually  with  moistened  cloth,  and  connected  with  the 
positive  pole,  which  is  placed  on  the  back  of  the  neck ;  placing 
a  similar  disk  connected  with  the  negative  pole  either  on  the 
tooth  itself,  or  on  the  gum,  or  by  passing  this  second  disk  along 
the  course  of  the  nerve,  or  its  branches,  exteriorly  on  the  face. 
The  degree  of  electro-magnetic  power  that  is  necessary,  is  very 
feeble.     So  efficacious  is  tliis  remedy  for  toothache,  that  some 
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of  my  own  children,  who  suflfcr  occasionally  from  defective  teeth, 
apply  it  for  themselves  for  a  few  minutes,  and  return  to  tlieir 
room  relieved  from  pain,  and  sure  of  a  comfortable  night's  rest." 

Wc  have  just  said  that  the  Faradaic  tooth  extraction  is  of  Amer- 
ican origin ;  but  we  see  that  a  wide  attention  is  awakened  in 
England  on  this  subject.  Mr.  Sharpe,  the  dentist  for  the  Cliestcr 
Infirmary,  says  he  has  lately  "  extracted  one  hundred  and  fifty 
teeth  from  people  of  all  ranks,  of  botli  sexes,  and  of  every  age. 
The  testimony  of  each  of  these  has  been  mostly  satisfactory ;  a 
current  of  electricity  having  been  directed  through  the  tooth  to 
be  extracted  ;  some  persons  said  they  experienced  pain,  but  not 
80  much  as  usual ;  others,  that  they  felt  no  pain  whatever.  Some 
patients  have  said,  they  were  '  conscious  of  the  pull,  but  tlie 
customary  pavff  was  absent'  The  exclamation  of  many,  after 
the  operation,  has  been, '  0,  how  delightful ! '  '  How  very  nice ! ' 
*  How  very  wonderful!^  Ac.  One  gentleman,  who  was  rather 
sceptical,  after  having  a  tooth  extracted,  said, '  Well,  I  would 
not  disbelieve  a  man  now  if  he  should  tell  me  he  had  learned 
to  fly.'  Feeling  desirous  of  getting  as  satisfactory  evidence  as 
possible,  I  persuaded  my  youngest  son,  who  is  not  more  fond  of 
having  his  teeth  drawn  than  other  boys  of  his  age,  to  have  a 
temporary  molar  tooth  removed  in  this  way,  in  order  that  he 
might  be  able  to  tell  mo  what  he  thought  of  it.  As  soon  as  the 
tooth  was  out,  he  exclaimed,  *  TliaVs  the  thing.  It  will  do  it, 
papa,"* " 

Dr.  Lobb,  of  the  Western  General  Dispensary,  says,  "  I  have 
now  used  the  inverse  continuous  current  of  electricity  (galva- 
nism) for  more  than  twelve  months,  for  the  cure  of  some  forms 
of  neuralgia,  toothache,  &c.  I  have  never  used  it  to  prevent 
pain  during  the  extraction  of  teeth,  but  from  what  I  know  of  its 
success  in  toothache,  I  have  no  doubt  it  will  yet  be  found  to  be 
perfectly  successful."  Dr.  Richardson,  physician  to  the  Royal 
Infirmary,  &c.,  says  in  a  recent  paper,  "  The  present  unsatisfac- 
tory mode  of  preventing  pain  in  surgical  operations  must  un- 
questionably be  ultimately  superseded  by  some  better  process. 
It  will  be  read  of,  some  day,  as  a  rude  science  that  leads  the 
whole  human  organism  into  the  realm  of  dissolution,  in  order 
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that  one  poor  molar  may  be  dragged  out  without  a  flinch." 
Dr.  Arnott  thinks  it  is  even  so  now.  Any  mode  of  producing 
local  anaesthesia,  —  I  mean  complete  local  anaesthesia,  —  with- 
out injury,  lies  open,  at  this  moment,  as  the  grandest  prac- 
tical discovery  to  be  made  in  medicine ;  and  he  who  makes  it 
can  be  grudged  his  well-earned  fame  by  none  but  the  selfish 
and  the  foolish.     (See  Appendix  D,  Note  1.) 

Galvano-Caviery  for  the  Teeth. 

Wlio,  of  our  own  dental  surgeons,  was  the  first  to  use  the 
elegant  g'alvanchcautert/  for  destroying  the  sensitive  nerve-pulp 
of  decayed  teeth,  cither  to  relieve  pain,  or  as  preparatory  to 
*'  filling,"  I  am  not  informed ;  but  it  appears  that  Dr.  Thomas 
H.  Harding,  of  England,  was  the  first  to  put  it  in  successful 
practice  in  that  country.  I  admire  what  he  says  of  his  expe- 
rience in  this  matter.  He  remarks  that  Dr.  Marshall's  paper  in 
the  London  Lancet,  in  May,  1851,  first  suggested  to  his  mind 
this  excellent  method  as  the  more  certain,  rapid,  and  safe  man- 
ner of  effectually  obliterating  the  nerve  of  a  decayed  tooth. 
Many  metliods  have  been  from  time  to  time  employed  to  direct 
the  "  galvanic  heat"  upon  the  tooth-nerve,  but  they  have  mostly 
been  cither  inefficient  or  badly  managed. 

Speaking  of  other  methods  where  the  tooth  is  liable  to 
be  injured,  as,  by  the  "actual  cautery,"  the  substance  of  the 
tootli  is  carbonized^  Dr.  Harding  says,  now,  all  this  liability 
is  completely  removed  by  using  the  electric  cautery,  which 
can  never  be  surpassed  for  convenience  and  ready  mode  of 
application,  besides  possessing  a  steady,  uniform,  concentrated, 
and  constant  degree  of  heat,  which  can  be  continued  at  pleasure 
until  tlie  pro])er  CiTects  are  obtained,  and  then  it  can  be  as  magi- 
cally stop[)ed  by  breaking  the  contact  of  the  conductor.  It  has 
tlie  advantage,  also,  that  it  can  be  introduced  unseen  into  the 
patient's  mouth,  and  actually  placed  within  tlie  cavity  of  the  , 
tooth,  before  it  is  made  to  become  incandescent  (white  hot)  — 
an  advantage  tliat,  for  this  particular  purpose,  cannot  be  over- 
estimated   by    dental   surgeons,  who   are  so  frecpiently   called 
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upon  to  destroy  a  tooth-pulp.  The  nature  of  the  apparatus 
which  he  employs  for  this  purpose  is  thus  described :  The  bat- 
tery is  what  is  termed  compound^  i.  e.,  consisting  of  six  pairs  of 
large  plates,  the  one  of  zinc  covered  with  quicksilver,  and  the 
other  a  platinized  silver,  which  are  contained  in  six  cells,  or 
gallon  jars  of  crockery  or  glass,  (called  Smee's  battery,)  which 
are  set  in  action  by  one  fluid,  viz.,  dilute  sulphuric  acid.  The 
battery  may  of  course  vary  according  to  the  choice  and  taste  of 
the  operator  ;  but  it  is  desirable  to  render  it  as  elegant  and  as 
simple  in  an-angcment  as  possible.  When  I  first  employed  the 
electric  cautery,  I  used  a  battery  of  two  (large)  pairs  of  plates 
in  a  single  cell.  I  now  prefer  the  larger  battery,  of  six  cells, 
because  a  large  battery,  with  weak  acid,  will  run  longer  than  a 
small  (or  single  cell)  battery,  with  strong  acid ;  besides  this, 
the  action  of  the  battery  is  more  uniform^  and  lasts  much  longer. 
A  Smee's  battery  is  the  best  for  dental  purposes.  It  is  always 
clean,  ready  any  instant  when  wanted,  and  has  the  advantage, 
moreover,  of  cheapness.  Grove's  battery  is  not  so  adapted  to 
these  purposes,  because  it  is  troublesome,  and  often  gives  out 
fumes  of  nitrous  acid,  w^hich  is  decidedly  objectionable.  There 
is  none  of  this  trouble  from  a  Smee's  battery. 

Dr.  Braithewaite,  in  his  "Retrospect,"  Part  36,  page  296, 
makes  some  capital  extracts  out  of  the  Quarterly  Journal  of 
Dental  Science,  from  tlie  pen  of  Dr.  Underwood,  on  the  "  Treat- 
ment of  the  Exposed  and  Diseased  Dental  Pulp."  The  writer 
there  says  much  in  these  words :  The  parts  of  the  teeth  possess- 
ing nervous  sensibilily  are  the  pulp^  or,  as  it  is  more  generally 
termed,  the  "w^rt;^,"  as  also  the  periosteum  and  the  fine  mem- 
brane  situated  between  the  enamel  and  the  bone.  Mr.  Tomes 
considers  the  sensibility  of  this  part  of  the  tooth  to  be  owing  to 
the  nerve  fibrils  in  the  dentinal  tubes.  He  says  the  greater 
degree  of  sensitiveness  observable  in  the  dentine,  immediately 
below  the  enamel,  that  is,  at  the  point  of  ultimate  distribution 
of  the  dental  tubes,  and  consequently  of  the  nerve  fibrils,  may 
be  fully  accounted  for  on  the  supposition  that  the  latter  are 
organs  of  sensation. 

No  doubt  tlie  nervous  filaments  passing  through  the  tvbuli^ 
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or  elso  through  the  intercellular  substance,  form  a  plexus 
under  the  enamel  which  is  highly  sensitive.  Every  prac- 
titioner knows,  that  in  excavating  some  teeth  there  is  no  pain 
whatever  felt  on  introducing  the  instrument  .even  into  the 
pulp  cavity  itself ;  but  that  a  sharp  pang  is  experienced  inmie- 
diately  if  we  touch  the  spot  where  the  dentine  and  enamel  come 
in  contact.  The  sensibility,  however,  of  this  membrane  need 
not  interfere  with  plugging  the  tooth  ;  no  ill  eflFects  will  follow 
it.  That  which  is  toothache^  in  the  general  acceptation  of  the 
word,  proceeds  rather  from  the  actual  exposure  of  the  dental 
pulp,  and  is  characterized  by  acute  and  violent  pain.  A  por- 
tion of  food,  or  any  foreign  substance,  entering  the  cavity  of  the 
tooth  and  coming  in  contact  with  the  pulp, — anything  very  hot 
or  cold,  —  in  fact,  if  only  exceeding  in  either  of  these  respects 
the  natural  temperature  of  the  mouth,  immediately  produces  a 
paroxysm  of  pain  along  the  whole  course  of  the  dental  nerve, 
extending  up  the  head,  &c. 

There  are  three  modes  of  treatment  open  to  the  dentist  in 
tliese  cases.  Should  the  affected  tooth  be  one  of  the  incisors 
or  canines,  the  pulp  may  be  removed  either  by  a  five-sided 
broach,  or  by  pushing  a  straightened  small  fish-hook  up  the 
cavity  of  the  tooth,  giving  it  then  a  half  turn,  and  withdrawing 
it  quickly,  and  in  nine  cases  out  of  ten  you  will  bring  along 
the  nerve  with  it.  The  bleeding  then  may  be  stopped  by  the 
application  of  camphorated  spirit ;  after  which,  remove  all  the 
carious  bone,  dry  out  the  cavity,  and  plug  it.  The  second  plan 
is  to  destroy  the  nerve  entirely.  The  third  plan  is  to  render 
the  exposed  surface  insensible. 

After  speaking  of  the  employment  of  arsenic,  creosote,  tannic 
acid,  quicklime,  and  nitrate  of  silver,  he  proceeds  to  say,  "  The 
actual  cautery  (by  galvanic  heat)  may  often  be  resorted  to  with 
great  success  in  instantly  producing  an  eschar  on  the  sensitive 
pulp,  and  in  a  few  days  the  tooth  may  be  filled.  You  first 
apply  the  wire  of  the  cauterizer  to  the  afiected  pulp  unlieated; 
then,  by  touching  a  spring,  contact  is  made  with  the  battery, 
and  the  wire  is  instantly  at  a  white  heat.  Care  should  be  taken 
not  to  wound  the  internal  (deep)  part  of  the  pulp." 
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The  denlisCs  galvanic  cauterizer^  as  made  by  Mr.  Tlioraas 
Hall,  of  this  city,  (see  page  155,)  may  be  thus  described :  The 
insulating  handle  is  made  of  ivory  or  ebony,  and  contains  some 
six  inches  of  the  terminal  ends  of,  (or  can  be  attached  to,)  the 
two  battery  conductors.  These  tips  are  copper  wires  plated 
with  silver  or  gold,  which  are  separately  embedded  in  the  ivory, 
and  thus  insulated  safely,  but  so  arranged  that  one  of  them  can 
be  opened  or  closed  by  a  delicate  touch  of  the  thumb-spring. 
Now,  on  the  extremities  of  these  tips  is  a  very  fine  piece  of 
platinum  wire,  —  say  a  hundredth  part  of  an  inch  in  thickness 
only,  and  three  quarters  of  an  inch  in  length,  —  which  is  bent 
into  a  loop,  so  as  to  connect  the  two  poles.  The  sides  of  this 
loop  are  brought  parallel  and  as  nearly  close  to  each  other  as 
possible  without  touching,  so  that  the  current  must  pass  around, 
and  in  this  shape  it  is  introduced  into  the  pulp  cavity  of  the 
tooth  to  be  operated  upon,  ready  to  be  plunged  upon,  or  into, 
the  nerve  as  soon  as  heated  ;  then,  by  a  slight  pressure  on  one 
side  of  the  handle,  the  interrupted  pole  is  temporarily  united 
in  good  metallic  contact,  so  that  the  platinum-pointed  loop- 
tip  instantly  becomes  brilliantly  heated,  and  is  then  carefully 
pressed  into  the  tooth-pulp.  The  flexibility  of  the  platinum 
loop-tip,  which  is  the  cauterizer,  enables  the  operator  to  bend 
it  in  any  direction,  previously  to  use,  but  always  so  that  the 
current  mvst  pass  around  the  very  extreme  acute  angle  of  the 
loop,  or  all  is  a  failure.  In  this  way  Dr.  Harding  says  he  has 
been  very  successful  in  quickly  destroying  the  pulps  of  decayed 
and  condemned  teeth,  and  has  proceeded,  sometimes  after  only 
a  few  minutes,  to  the  filling  with  gold,  or  other  stoppings,  as 
the  metallic  paste.  The  fact  is,  this  instrument  is  nothing 
more  nor  less  than  MiddeldorpfF's  electro-port-cauterizer,  with 
adjustable  tips  for  dentists'  or  surgeons'  use.  (See  cuts  of 
apparatus,  page  155.)  Of  thB  operation^  this  celebrated  den- 
tist says, — 

"  The  affected  tooth  being  carefully  examined,  its  cavity  i» 
to  be  well  dried  out  and  cleansed.  A  soft  napkin  is  introduced, 
to  protect  the  mouth  ;  the  platinum  point  of  the  instrument  is 
then  passed  over  or  into  flie  cavity  of  the  tooth  and  when  all 
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is  ready,  and  well  seen,  contact  is  made,  and  it  is  thus  heated  ; 
and  from  the  brilliancy  of  the  clear  and  distinct  light  there 
produced,  the  tooth-pulp  is  all  the  better  seen,  and  can  be 
accurately  touched^  and  only  so,  with  the  heated  wire,  when 
the  whole,  or  the  particular  portion  of  it  required,  is  instantly 
destroyed." 

It  is  well  to  mention,  that  caution  is  to  be  observed  not  to 
injure  the  solid  part  of  the  tooth.  Particular  care  should  be 
paid  to  this  point.  This  will  not  happen  unless  the  application 
is  prolonged,  which  is  almost  never  required,  and  if  special  care 
be  observed  to  have  the  wire  at  a  white  heat.  Tliis  is  the  more 
necessary,  to  produce  the  sure  and  speedy  destruction  of  the 
soft  part  touched,  which  indeed  is  effected  almost  instanta- 
neously. "  In  one  instance,"  says  Dr.  Harding,  "  that  of  a 
lady  for  whom  I  nipped  off  the  crown  of  an  incisor  tooth,  for 
the  purpose  of  fixing  some  artificial  teeth,  and  so  exposed  the 
pulp  of  that  tooth,  I  applied  the  electric  cautery  at  barely  a  i-ed 
heat,  owing  to  the  feebleness  of  the  acid  in  the  battery.  The 
unfortunate  consequence  of  this  was,  that  the  dental  pulp 
became  attached  to  the  end  of  the  wire,  and  was  actually  drawn 
out  of  the  tooth  entirely.  This  has  been  preserved  as  a  patho- 
logical specimen.  It  gave  some  slight  pain  for  the  moment, 
but  mere  notliing  in  comparison  to  the  pointed  steel,  or  i?ilver 
wire,  as  used  by  most  dentists.  This  perhaps  unimportant 
accident,  I  think,  would  not  have  occurred  had  the  cautery 
been  at  a  white  heat,  as  it  would  then  have  as  completely  as 
quickly  destroyed  the  soft  part  with  which  it  came  in  contact.'' 

"  The  effect  of  this  operation,"  he  says  further,  "  is  the  rapid 
annihilation  of  the  pulp  of  the  decayed  and  condemned  tooth. 
Not  the  whole  of  the  pulp,  for  that  is  not  always  necessary ;  but 
tliat  portion  of  it,  especially,  which  is  exposed.  If  tliis  is 
adroitly  done,  with  a  lights  steady  hand,  no  subsequent  inflam- 
mation is  produced  in  the  substance  or  cavity  of  the  tooth.  If 
there  should  be  any  marked  sensitiveness  in  the  tooth,  inde- 
pendent of  the  pulp,  then  the  slightest  touch  of  the  cautery  to  it 
will  prove  effectual  in  completely  removing  it.  In  the  large 
number  of  cases  in  which  I  have  employed  the  galvano-cautery, 
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I  have  never  seen  or  known  any  bad  effects  produced  on  the 
tooth.  This  result  must  be  connected  with  the  uniform  care 
with  which  this  nice  operation  has  been  done. 

"  In  whatever  condition  the  tooth-pulp  may  be,  the  operation 
is  attended  with  but  very  little  pain.  As  the  time  of  its  applica- 
tion is  but  just  a  second  or  so,  in  the  large  majority  of  instances 
in  which  I  have  employed  it,  there  has  been  no  pain  whatever 
felt.  There  may  be  a  sort  of  twinge,  which  is  but  instantaneous. 
But  whatever  pain  may  arise  is  not  to  be  compared  to  that  from 
the  process  of  extracting  a  tooth.  Some  of  my  patients  have 
felt  it  so  little  while  being  applied,  that  they  have  asked  me 
to  apply  it  the  second  time,  so  as  to  make  all  certain  that  the 
nerve  was  killed. 

"  If  the  cavity  of  the  tooth  so  treated  be  minutely  examined, 
a  small  black  speck  or  spot  can  be  seen  after  this  cautery  has 
been  correctly  and  successfully  used ;  this  is  the  result  of  the 
carbonization  of  the  pulp,  and  is  a  guide,  to  some  extent,  in  the 
after  process  of  removal  of  the  carious  portion  of  the  tooth, 
which  should  always  be  done  after  the  sensibility  has  been 
destroyed  by  the  electric  cautery.  It  is  to  be  accomplished  in 
the  usual  manner,  with  care,  taking  the  precaution  to  leave 
none  of  the  tooth  that  is  decayed,  as  every  particle  of  it  should 
be  removed,  just  as  in  any  case  of  filling.  For  a  few  days  after- 
wards, —  sometimes  only  one,  but  generally  two,  —  the  cavity 
is  allowed  to  remain  only  filled  with  a  preparation  of  morphine 
and  mastic,  and  after  that  the  tooth  is  filled.  In  other  cases 
I  use  camphor  with  mastic.  But  by  this  means  I  do  accom- 
plish what  I  believe  no  other  dentist  has  done,  and  that  is,  to 
plug  or  fill  the  tooth  cavity  in  the  same  sitting  during  which 
the  pulp  has  been  destroyed.  This,  however,  depends  upon  the 
complete  absence  of  pain  after  the  use  of  the  elejctro-cauterj/.  I 
have  already  stated  that  there  is  always  a  little  pain  at  the 
instant  of  cauterizing ;  but  sometimes  this  at  once  disappears, 
and  in  such  a  case  I  do  not  hesitate  to  fill  the  teeth  perma- 
nently. I  also  do  this  if  there  has  been  a  little  bleeding  from 
the  cavity  of  the  tooth  subsequent  to  cauterization.  It  might 
bo  supposed  that  this  procedure  of  stopping  the  teeth  so  imme- 
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diately  after  the  destruction  of  the  nerve-pulp  would  be  always 
followed  by  dull  aching  pain  ;  but  I  am  happy  to  say,  that  not 
the  slightest  indication  of  pain  has  in  the  great  majority  of 
instances  ensued,  in  rather  an  extensive  employment  of  this 
agent  and  method.  As  a  rule,  however,  it  is  my  opinion  the 
tooth  should  not  be  filled  permanently  on  the  same  day  that  the 
electro-cautery  has  been  applied,  unless  in  the  instances  just 
mentioned  ;  that  is,  if  the  removal  of  the  carious  portion  is  not 
then  being  attended  with  sensibility.  Experience  and  practice 
teach  us  to  know  the  proper  cases  which  can  be  filled  at  once 
or  not. 

"  I  have  found  by  experience,  also,  that  by  waiting  a  day 
or  two,  any  sensibility  remaining  after  the  destruction  of  the 
dental  pulp  and  excavation  of  the  carious  parts  of  the  affected 
tooth  is  sure  to  disappear,  assisted  by  the  solution  of  morphia 
and  mastic,  or  mastic  and  camphor,  which  temporarily  occu- 
pies the  cavity.  By  this  time  the  cavity  will  bear  the  pressure 
of  an  instrument  within  it,  and  an  examination  will  show  that 
the  destroyed  pulp  has  receded  considerably  inward  ;  the  black 
spot  is  now  so  out  of  the  way  that  the  filling  will  not  press 
upon  it,  or,  if  it  does,  it  becomes  a  matter  of  the  smallest  possi- 
ble importance,  so  far  as  my  experience  permits  me  to  judge 
in  this  respect.  I  must  here,  however,  warn  others  not  to 
mistake  the  black  speck  here  referred  to  for  actual  remaining 
caries. 

"  Under  the  circumstances  which  have  now  been  mentioned, 
the  results  of  this  operation  are  completely  successful,  and  tlie 
teeth  so  treated  arc  serviceable  for  years.  If,  however,  tender- 
ness of  the  tooth  remain  after  the  use  of  the  cautery,  it  is  always 
better  to  wait  for  its  complete  disappearance  before  proceeding 
to  permanent  filling.  I  cannot  call  to  mind  any  single  instance 
in  which  the  pain  was  at  all  persistent  after  its  use  ;  but  it  will 
be  sure  to  become  so  if  the  tooth  is  one  not  fairly  suitable  for 
preservation,  from  being  either  loose,  or  diseased  at  the  apex  or 
bottom  of  a  fang,  such  as  a  small  fungous  growth,  or  some  sim- 
ilar cause.  In  such  cases,  the  destruction  of  the  tooth-pulp, 
accomplished  no  matter  by  what  method,  will  prove  unavail- 
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ing  and  unsatisfactory.  Extraction  finally  being  done  in  such 
instances  proves  the  only  resource.  Should  there  be  associated 
inflammation  of  the  gums  with  a  carious  tooth,  in  which  the 
pulp  has  been  destroyed  in  the  manner  which  I  here  recom- 
mend, then  the  usual  means  for  combating  it  must  be  resorted 
to,  such  as  a  leech  or  two  applied  to  the  gum,  and  repeated 
fomentations  with  warm  water  alone  or  warm  milk  and  water, 
bran  or  hpp  poultice.  For  pain  in  the  tooth  itself,  the  mor- 
phine and  mastic  will  be  found  quite  sufficient." 

Urinary  Bladder  and  Renal  Calculi. 

Attempts  have  been  repeatedly  made  to  harmlessly  dissolve 
calculi  in  the  living  urinary  bladder.  Tlie  first  attempt  appears 
to  have  been  by  Dr.  Harle,  of  Norwich,  England  ;  but  the  first 
report  of  actual  treatment  for  this  by  electricity  is  by  MM. 
Provost  and  Dumas.  These  trials  were  with  a  view  to  destroy- 
ing their  state  of  aggregation ;  for  if  the  molecules  of  the  cal- 
culi become  friable,  they  would  wash  out.  But  after  experi- 
ments on  dead  men,  and  on  living  dogs,  and  becoming  satisfied 
that  their  method  was  to  a  degree  susceptible  of  application, 
they  perceived  that  it  can  present  no  advantage  for  the  removal 
of  calculi  that  are  not  saline  compounds,  such  as,  for  example, 
the  alkaline  phosphates.  It  is  therefore  necessary  beforehand 
to  be  satisfied  as  to  the  nature  of  the  calculi  in  the  case,  even  if 
otlierwise  feasible.  By  a  series  of  elegant  experiments  by  M. 
Bonnet,  surgeon-in-chief  of  the  Hotel  Dieu  at  Lyons,  he  has 
shown  in  a  satisfactory  manner  that  electric  currents  have  the 
power  to  convey  acids  or  alkalies  to  the  urinary  calcidi  by  the 
electro-chemical  decomposition  of  a  saline  solution  that  has 
been  previously  thrown  into  the  bladder,  as  when  using  the 
solution  of  nitrate  of  potassium,  instead  of  simple  water,  with- 
out the  powerful  reagents  being  diSused  in  the  urine  that  is 
contained  in  the  bladder.     (See  Appendix  E,  F,  G.) 

Dr.  Bcnce  Jones  pursued  these  researches  by  means  of  the 
steady  galvanic  stream,  and  concludes  that  the  solution  of  nitrate 
of  potash  is  for  most  cases,  and  on  the  whole,  the  most  harmless 
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to  the  viscus,  and  most  active  for  the  dissolving  process.  Cal- 
culi of  the  oxalate  of  lime  are  the  only  ones  that  have  resisted 
this  action,  and  these,  if  they  contain  phosphates  also,  are 
slaked  down,  but  if  they  contain  the  urates,  or  uric  acid,  then 
they  are  slow  to  yield. 

Notwithstanding  all  this,  but  few  fair  attempts  have  actually 
been  made  to  dissolve  renal  calculi  from  the  bladder  in  the 
living  human  patient.  The  results,  on  the  whole,  so  far,  I  con- 
ceive, are  negative ;  although  it  has  been  claimed  by  Dr.  Mel- 
icher  and  others,  as  we  are  aware,  to  have  been  successfully  ac- 
complished. The  calculi  are  probably  only  affected  secondarily^ 
even  by  the  improved  process,  while  the  current  is  separating 
the  nitric  acid,  and  driving  it  to  one  pole,  and  the  potash  is 
hurried  off  to  the  other.  Nor  can  the  bladder  play  the  part  of 
an  electric  batli  tub  for  such  chemical  power,  without  receiving 
some  doubtful  effects. 

Dr.  Simon  has  recently  treated  some  cases  of  incontinence  of 
urine  in  children  by  means  of  galvanism,  the  current  being 
conveyed  by  the  aid  of  a  partly  insulated  catheter  into  the 
bladder.  The  result  in  two  or  three  marked  cases,  he  says,  has 
been  quite  successful.  The  cases  selected  for  this  treatment,  of 
course,  arc  those  of  true  inconlinence  of  urine  from  atony  ^  and 
not  from  irritable  bladder,  or  from  kidney  or  other  urinary 
diseases. 

A  clear  and  practical  distinction  can  and  should  always  be 
made  between  the  paralysis  of  the  neck  of  the  ])ladder  and  that 
form  of  paralysis  that  affects  tlie  body  of  that  or<ran  ;  the  first 
form  being  attended  with  incontinence  of  urine,  the  second  with 
retention  of  urine.  But  we  hardly  believe  that  this  important 
difference  is  clearly  attended  to  by  very  many  practitioners. 

According  to  Dr.  Gross,  of  Philadelphia,  and  Professor  of 
Surgery  in  the  Ujiiversity  of  Louisville,  irritability  and  nen- 
raJgia  of  the  bladder  have  many  points  in  common ;  indeed, 
few  authors  devote  a  distinct  chapter  to  the  latter  affection. 
Neuralgic  affections  of  this  viscus,  in  our  country  at  least,  cer- 
tainly seem  very  common  ;  and  according  to  Professor  Gross,  we 
may  usually  liud  neuralgic  symptoms  at  the  same  time  in  other 
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parts  of  the  patient.  Sometimes  the  pain  is  located  in  one 
spot ;  at  other  times  it  extends  to  other  organs.  There  is  in 
these  cases  a  frequent  desire  to  pass  water,  and  the  urine  is 
thrown  out  in  jets,  and  in  very  small  quantity,  while  a  distress- 
ing soreness  is  left  behind  in  the  urinary  passages.  A  system- 
atic course  of  laxatives,  together  with  morphia,  or  belladonna, 
or  conium,  seems  usually  beneficial;  but  the  electric  positive 
pole,  directed  precisely  to  the  part  affected,  while  the  other  pole 
is  at  a  distance,  and  a  gentle  current  is  thus  circulated  for  five 
or  ten  minutes,  will  all  the  better  quell  the  neuralgia  at 
this  site.     (See  Appendix  E,  Notes  1,  3,  and  G,  Note  4.) 

But  where  the  bladder  is  rather  affected  with  atony  or  paral- 
ysis^ instead  of  irritability  or  neuralgia,  then  the  electric  current 
must  circulate  in  the  opposite  direction  mainly^  that  is,  to  sud- 
denly reverse  the  current,  and  make  it  for  one  minute  this  way, 
or  direct^  and  but  a  quarter  of  a  minute  reversed.    (See  p.  338.) 

In  managing  the  various  forms  of  paralysis  of  the  urinary 
bladder,  I  cannot  but  urge  the  precaution  laid  down  by  Dr. 
Gross ;  and  that  is,  where  the  accumulation  of  water  is  largo,  or 
has  long  existed,  to  never  evacuate  the  whole  of  the  urine  at 
once,  as  he  says  he  has  seen  several  patients  die  from  the  severe 
depression  induced  by  the  sudden  removal  of  the  accumulation 
from  such  an  over-distended  bladder.  In  all  such  instances,  he 
advises  to  allow  a  small  quantity  of  urine  to  remain,  and  to 
apply  a  bandage  to  the  abdomen,  as  after  tapping  or  parturition ; 
to  give  castor  oil  and  turpentine  cathartics,  together  with  strych- 
nine and  tinct.  cantharides. 

Incontinence  of  urine  may  often  be  observed  in  patients  who 
have  had  rheumatism.  In  most  of  these  cases,  the  affection  has 
been  referred  to  some  deviation  in  the  spinal  marrow.  But  Dr. 
Froriel  denies  this, — as  any  affection  of  the  lower  portion  of  the 
cord,  which  would  cause  paralysis  of  the  bladder,  would  at  the 
same  time  produce  some  paralytic  symptoms  on  the  voluntary 
muscles  of  the  lower  extremities.  It  is  therefore  referable  rather 
to  a  local  affection  of  the  bladder  itself — to  some  deranged 
state  of  its  nerves,  of  its  muscular  fibre,  or  of  both.  Taking  this 
view  of  the  malady,  he  resolved  to  try  the  effects  of  the  local 


682  ELECTRO-THERAPEUTICS. 

application  of  electricity ;  using  a  metallic  stylet,  insulated  and 
terminating  in  a  button-like  point,  which  he  introduced  into  the 
bladder :  this  he  does  with  the  aid  of  a  gum-elastic  catheter,  that 
covers  the  whole  except  the  button  point.  The  handle  of  the 
stylet  is  then  connected  with  one  of  the  wires  of  an  electro-mag- 
netic machine,  while  the  electrode  of  the  other  conductor  is 
pressed  against  the  pubes.  Thus  the  induction  current  of  elec- 
tricity is  passed  through  the  bladder  for  a  quarter  of  an  hour 
each  day.  The  result  is,  he  says,  that  generally  the  bladder 
retains  its  urine  better  from  the  very  first  day  after  the  applica- 
tion of  electricity.  But  this  should  be  repeated  at  intervals, 
until  the  bladder  recovers  its  full  power.  He  reports  several 
cases  of  this  trouble  in  persons  from  thirty  to  forty  years  of  age, 
in  whom  the  affection  was  completely  removed  by  means  of  this 
form  and  method  of  using  electricity. 

Electricity  is  found  equally  capable  of  removing  the  weakness 
on  which  the  enuresis  of  children  depends.  In  some  ca^cs  one 
such  application  of  electricity  removes  the  disease.  In  others  it 
requires  to  be  repeated  at  intervals.  It  is  found  that,  in  some 
weakly  children,  a  few  doses  of  iron  confirm  the  cure.  In  con- 
nection with  the  electrical  treatment,  I  usually  prescribe  in  such 
cases  one  drachm  of  the  muriated  tincture  of  iron  to  seven 
drachms  of  simple  sirup,  to  give  the  child  a  tea-spoonful  at 
every  meal.     (S<;c  Appendix  E,  G.) 

Hernia,  —  The  cause  of  this  difficultv  we  will  not  here  dis- 
cuss ;  but  evidently,  if  the  relaxed  fibres  of  the  abdominal  mus- 
cles and  fascia  that  are  concerned  in  bounding  the  "  abdominal 
rings  "  can  actually  be  toned  up  to  a  natural  state  of  tonicity^ 
and  if  the  due  peristaltic  movement  of  the  intestines  themselves 
can  be  reestablished,  we  certainly  shall  have  already  proceeded 
far  towards  obliterating  that  condition  where  hernia  is  likely  to 
recur.  With  this  view  we  are  to  direct  the  electric  influence 
to  the  patient,  and  particularly  to  the  site  of  the  "  treakness.^^ 
In  treating  these  cases,  we  need  to  employ  mostly  the  large  me- 
tallic-hall electrode,  covered  with  wash-leather,  and  to  run  the 
current  towards,  ov  through  and  through,  the  site  of  the  rupture 
at  one  seance^  and,  through /row  the  spine  to  all  the  abdominal 
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muscles  and  the  underlying  viscera  at  another,  and  then  strong 
localized  Faradaization  at  another,  and  so  on.  Very  many  cases 
can  thus  be  cured.  But  where  this  fails,  I  would  strongly  rec- 
ommend the  ffalvano-puncturej  or  sparks  drawn  from  the  acu- 
puncture needles, /or  radical  cure,  which  I  know  can  reach  a 
large  class.  Then  there  is  another  class  of  cases,  or  rather  por- 
tion of  cases,  (for  I  cannot  define  them,)  which  do  not  seem  to 
be  benefited,  much  less  cured,  by  these  means.  When  this  is 
thoroughly  performed,  however,  and  if  not  overdone,  we  can  tes- 
tify from  clinical  experience,  that  in  very  many  cases  it  wonder- 
fully obliterates  the  hernia,  or  at  least  restores  the  non-appear- 
ajice  of  it,  even  where  the  truss  is  no  more  worn.  A  cold,  wet 
cloth  or  sponge  but  instantly  wiped  as  a  shock  across  the  lower 
bowels  and  groins,  night  and  morning,  aids  in  confirming  the 
muscle  tonicity.    (See  Appendix  F,  G.) 

Action  of  Narcotic  Poisons. — Electricity  as  a  Remedy. 

There  is  evidently  a  law  of  action,  definitely  manifested  by 
different  poisons  on  the  nervous  system,  whether  generated  in 
the  body,  or  introduced  into  the  body.  The  action  of  nicotine 
(the  quintessence  of  tobacco)  has  lately  been  investigated  by 
M.-Claude  Bernard,  and  he  finds  that  mammalia,  birds,  and 
reptiles  are  all  destroyed  alike  by  nicotine  under  similar  symp- 
toms, and  that  whether  taken  by  the  stomach,  or  applied  to  a 
wound  in  the  skin,  or  introduced  into  tlie  eye.  The  arterial 
capillary  system  was  especially  primarily  affected  throvgh  the 
medium  of  the  sympathetic  nerve.  Thus  the  circulation  is  ar- 
rested first  in  the  capillaries,  while  the  heart  continues  to 
pulsate.  The  veins  are  full,  but  they  no  longer  convey  the 
blood  onward.  It  is  therefore  manifest  that  nicotine  (tobacco) 
affects  the  nervous  system  o/"  org'amc  life,  just  as  strychnia  afiects 
the  nervous  system  of  animal  life.  Convulsions  may  and  do 
occur  in  either  case,  (though  not  necessarily  so,)  as  among  the 
most  prominent  symptoms.  This  is  worthy  of  note,  for  it  must 
go  to  show  the  influence  of  the  sympathetic  nerves  on  the  vas- 
cular capillary  vessels.     Dr.  Bernard  states  that  he  found  the 
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modus  operandi  of  this  poison,  when  partially  decomposed,  (?)  to 
be  then  quite  different  from  that  of  pure  nicotina ;  for  the  func- 
tions of  the  heart  and  lungs  were  directly  affected  by  the  latter ; 
i.  e.,  by  the  impure  article ;  while  the  pure  poison  chiefly  spent 
its  physiological  action  on  the  capillary  circulation  alone.  Be- 
sides, the  pure  article  produced  tetanic  rigidity  of  the  limbs, 
while  the  impure,  though  more  largely  given,  did  not.  Nico- 
tine (i.  e.  tobacco  juice)  may  therefore  be  employed  as  a  remedy 
for  poison  by  strychnine ;  but  it  must  be  promptly  and  freely 
given,  as  the  one  poison  neutralizes  the  other.  I  look  upon  the 
continuous  current  of  galvanism  applied  to  the  spine,  and  nico- 
tine as  such,  or  as  tobacco  smoke  or  tea,  administered  by  ene- 
mata,  or  otherwise,  as  the  only  two  direct  antispasmodics  known 
to  the  medical  art. 

Again,  it  is  found  that  opium  and  belladonna  are  mutually 
remedial ;  i.  e.,  when  either  of  them  has  entered  the  system  in 
too  largo  or  poisonous  dose.  This  has  been  suggested  by  Dr. 
Corrigan,  and  proved  by  Dr.  Graves.  It  is  shown  that  if  these 
two  articles  are  given  together,  sleep  is  not  induced ;  but  if  given 
separately,  their  individual  and  peculiar  effects  are  realized.  Dr. 
Wharton  Jones,  in  the  course  of  his  researches  on  the  state  of 
the  blood  and  blood  vessels  in  inflammation,  found  tliat  an  artery 
in  the  web  of  a  frog's  foot,  under  the  microscope,  was  constricted 
in  a  varicose  manner,  almost  to  obliteration,  from  the  application 
of  a  solution  of  the  sulj)liate  of  atropia,  (belladonna,)  while  at 
the  same  time  the  blood  in  the  corresponding  capillaries  and 
venous  radicles  was  in  a  state  bordering  on  coni|)letc  stagnation. 
The  blood  was  but  just  flowing  in  the  constricted  artery,  when 
he  applied  to  it  some  of  the  liquor  opii  sedativus^  and  the  effect 
was  a  prompt  and  full  dilatation  of  the  artery,  and  a  brisk  flow 
of  blood.  On  the  other  hand,  he  found  that  ai'teries  that  had 
been  dilated  by  the  Uqvor  opii  applied  to  them,  contracted  again 
when  that  was  washed  away,  and  a  solution  of  atropia  applied 
in  its  place. 

The  fact  is,  the  kidneys  are  not  to  '-'-  form  "  urine,  but  rather 
to  take  up  and  separate  from  the  blood  certain  substances  that 
have   become  useless   or   hurtful   to   the  system.      Dr.  Bence 
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Jones  says,  "  Any  organ  that  is  used  must  be  repaired ;  and  the 
substance  that  has  been  used  must  be  removed.  Take  the 
muscles,  for  example :  the  muscles  consist  of  water,  salts,  non- 
nitrogenous  fat,  and  a  highly  compound  arrangement  of  carbon, 
hydrogen,  nitrogen,  oxygen,  sulphur,  and  phosphorus.  Carbonic 
acid,  ammonia,  water,  sulphates,  and  phosphates  are  the  last 
products  of  muscular  action,  and  of  the  action  of  oxygen  on  the 
muscle.  The  intervening  products,  probably,  are  innumerable, 
as  kroatine,  kreatinine,  uric  acid,  urea,  and  choleic  acid.  Some 
of  the  products  are  thrown  out  of  the  body  by  the  lungs,  others 
by  the  kidneys.  If  the  removal  of  some  of  these  products,  which 
usually  go  by  the  lungs,  is  stopped,  the  circulation  through  the 
lungs  ceases  in  two  minutes !  the  heart  and  brain  are  stopped, 
and  from  the  mechanical  stoppage  in  the  lungs  death  ensues. 
If  the  removal  of  these  products  by  the  kidneys  is  stopped,  in 
two  days  the  patient  is  poisoned ;  the  nerves  and  muscles  are 
affected  by  the  poison,  and  chemical  death  ensues. 

"  If  beef  steaks  (the  muscles  of  an  ox)  are  given  to  one  who 
has  taken  strong  exercise,  and  is  in  perfect  health,  they  arc  dis- 
solved, pass  into  the  blood,  and  their  chief  use  is  to  repair  the 
human  muscles  and  nerves,  not  to  form  excrements  from  the 
bowels,  uric  acid,  and  urea,  and  the  constituents  of  the  urine. 
The  waste  of  the  muscles  and  other  organs  passes  off  in  the 
urine,  whilst  the  food  nourishes  the  wasting  organs.  Such  are 
the  clearest  ideas  I  can  give  of  the  urine  in  relation  to  the 
system  and  the  food,  and  theoretically  I  consider  this  as  the 
true  healthy  relation ;  and  perhaps  in  a  state  of  full  bodily 
labor,  (i.  e.,  when  enough  food,  and  no  more  food  than  enough, 
is  taken,)  this  may  be  the  only  relation  ;  but  provision  has  been 
made  for  too  little  labor  and  for  too  much  food.  If  too  much 
food  is  constantly  taken,  and  too  little  exercise,  plethora,  hem- 
orrhage, and  humors  must  take  place,  if  some  escape  for  this 
excess  be  not  provided.  We  know  that  the  phosphates,  sul- 
phates, and  urates  are  generally  increased  in  the  urine  after 
food  has  been  taken.  If  more  food  is  taken  than  is  required  for 
the  absolute  wanlts  of  the  system,  then  the  excess  is  thrown 
out  by  the  same  organs  that  remove  the  waste  of  muscles  and 
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other  structures.  If  even  excess  of  water  alone  is  taken, 
the  excess  is  thrown  out,  partly  at  least,  by  endosmotic  laws, 
not  yet  clearly  defined  or  applied.  How  the  quantity  of  sub- 
stances to  be  thrown  out  is  determined,  I  do  not  yet  distinctly 
see.  As  far  as  I  can  understand,  it  only  adds  to  the  diflSculty, 
to  say  that  the  wnvitalized  portion  of  the  food  or  water  is  thrown 
out,  whilst  that  portion  which  is  vitalized,  remains  in  the  blood. 
Where,  and  why,  uric  acid  is  formed  directly  from  the  food, 
seem  to  me  questions  more  likely  to  be  solved  by  keeping  them 
distinct  from  questions  of  vitalizations."  Long  ago,  Dr.  Prout 
most  fully  recognized  the  fact  that  the  food  not  only  nourishes 
the  body,  but,  when  an  excess  of  it  is  taken,  it  passes  off,  in  part 
at  least,  in  the  urine.  That  this  double  relation  of  the  urine 
exists,  I  have  also  proved  to  myself,  in  opposition  to  the  theories 
I  had  formed.  The  facts,  then,  are  these :  food  makes  blood ; 
blood  makes  muscle ;  this,  when  used,  returns  in  a  different  form 
into  the  blood  again,  and  passes  out  by  the  breath  and  urine. 
Tills  is  the  first  and  most  healthy  systemic  or  larger  circle.  The 
second  less  healthy  relation  is  caused  by  excess  of  food,  or 
diminished  wants  of  the  system,  as  from  various  causes.  This 
circle  is  smaller.  The  excess  passes  directly  into  the  blood  from 
the  stomach,  and  passes  out  by  the  breath  and  urine. 

Dr.  Jones  then,  in  conclusion,  says,  "  I  will  rapidly  run  over 
the  general  mode  of  proceeding  in  an  ordinary  examination  of 
tlie  urine.  The  urine  cannot  be  well  seen  unless  in  a  trans- 
parent vessel.  A  six-ounce  vial,  filled  with  tlie  urine,  and 
sediment,  if  there  be  any,  will  be  sufficient  for  every  purpose. 
If  possible,  the  urine  should  be  put  into  the  bottle  as  soon  as  it 
is  passed.  The  first  test  to  be  used  is  litmus  paper*  The  ques- 
tion you  ask  is,  What  is  the  state  as  regards  acidily^  not  as  to 
the  quality  only,  but  as  to  the  quantity  ?  Is  it  too  much  or  too 
little  acid  ?  Litmus  paper  cannot  fully  answer  this  question. 
It  can  tell  whether  the  urine  is  ammoniacal,  or  alkaline  from 
fixed  alkali,  or  contains  little  or  much  acid,  but  it  cannot  tell 
whether  the  acidity  is  more  than  it  should  be.  Simple  inspec- 
tion of  the  urine  is  al)le  to  solve  this  question,  and  that  better 
than  any  other  mode  whatever.     There  cannot  be  an  excess  of 
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free  acid  in  the  urine  without  the  uric  acid  being  set  free, 
though  this  often  requires  many  hours  to  crystallize  out.  If, 
then,  you  wish  to  know  if  the  urine  is  too  acid,  you  must  leave 
the  vial  at  rest  for  twenty-four,  and  sometimes  ninety-six  hours, 
and  if  there  be  too  much  acid,  red  crystals  of  uric  acid  will  be 
very  distinctly  seen  adhering  to  its  sides,  or  deposited.  The 
microscope  may  tell  you  quicker,  but  it  will  not  tell  you  more 
surely,  than  the  naked  eye.  Whatever  the  degree  of  reddening 
of  the  litmus,  or  the  amount  of  urate-of-ammonia  sediment,  you 
cannot  with  truth  speak  positively  of  excess  of  acid  being  pres- 
ent, imless  you  see  uric  acid  crystals  ;  and  it  is  only  when  free 
acid  is  present  in  the  urine  that  alkaline  remedies  are  absolutely 
necessary." 

In  taking  a  sample  of  urine  for  test,  I  would  here  add,  it  had 
better  be  of  that  made  early  in  the  morning,  and  it  should  be 
passed  altogether  as  usual  in  the  ordinary  cabinet  (chamber) 
vessel,  and  then  stirred,  so  as  to  mix  the  whole,  just  before 
pouring  it  into  the  clean  vial ;  and  this  should  be  done  imme- 
diately after  its  passage  by  the  patient. 

Perhaps  it  would  not  be  amiss  to  add,  in  this  connection,  a 
condensed  philosophic  view  of  the  phenomena  of  inflammation^ 
as  given  by  Dr.  R.  Billings,  much  in  these  words :  "  The  con- 
traction of  the  heart  is  muscular ;  that  of  the  arteries  is  elastic. 
The  heart  contracts  and  relaxes  alternately ;  the  arteries^  on  the 
contrary,  keep  up,  by  their  contractile  tissue,  a  constant  cor^ 
tractile  or  elastic  pressure  on  their  contents ;  not,  as  has  been 
commonly  supposed,  an  alternate  contraction  and  relaxation, 
but  a  continued  contractile  effort,  both  longitudinally  and  trans- 
versely, which  is  overcome  by  the  action  of  the  heart.  When 
there  is  much  blood  sent  into  them,  they  are  distended ;  and  if 
there  be  little  blood  sent  into  them,  as  after  hemorrhage,  their 
tendency  to  contract  causes  them  to  close,  so  as  to  keep  always 
full,  and  to  preserve  a  continuous  stream  of  blood,  even  during 
the  temporary  relaxation  of  the  heart ;  and  the  arteries  yielding 
and  adapting  themselves  to  the  pressure  of  the  heart,  and  re- 
contracting  on  their  contents,  whilst  the  heart  is  relaxed  and 
filling,  is  the  cause  of  the  equability  of  the  stream  in  the  veins. 
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It  is  necessary  here  to  state  distinctly  my  opinion  respecting 
action^  as  depending  on  the  nerves.  I  consider  that  the  muscles 
and  capillary  arteries^  though  differinff  in  tissue,  have  each, 
inherent  in  their  structures,  a  faculty  of  contracting,  which 
is  organic  contractility ;  this  contractility  being  a^ted  vpon  by 
the  nervous  influence^  and  the  result  is  contraction ;  the  nervous 
influence  being  discharged  into  them  from  the  nerves. 

A  variety  of  circumstances  leads  us  to  the  conclusion  that 
tlie  nervous  influence  is  analogous  to,  or  depending  upon,  if 
not  identical  with,  the  electrical  principle  or  fluid,  whatever 
that  be.  It  is  very  common  to  say  that,  in  inflammation,  there 
is  an  increase  of  arterial  action  ;  but  a  consideration  of  the 
phenomena,  and  of  the  nature  of  arterial  action,  will  show  that, 
in  inflamed  parts,  the  capillary  arteries  are  weaker  in  their 
action ;  that  there  is  diminished  arterial  action,  for  the  action 
of  arteries  is  contraction.  Now,  the  arteries  in  inflamed  parts 
are  evidently  larger  than  before  —  less  contracted,  that  is, 
acting  less. 

The  xoay  to  diminish  inflammation^  therefore^  is  to  increase 
the  action  of  the  arteries ;  as  by  cold,  for  instance,  which 
makes  them  contract;  i.  a, ^increase  their  action.  It  is  com- 
mon to  speak  of  the  throbbing'  of  the  carotid  arteries  as  in- 
creased action ;  but  the  more  they  tlirob,  it  sliows  that  they 
the  more  yield  to  the  injecting  force  of  tlie  heart.  As  the 
Iieart  therefore  acts  against  the  cai)illaries,  if  we  cannot  cause 
them  to  contract  strongly  enough  to  resist  its  force,  we  are 
obliged  to  diminish  the  force  of  the  circulation,  cither  by  taking 
awuy  blood,  whicli  decreases  both  the  quantity  of  blood  sent  to 
the  artLM'ics,  and  the  action  of  the  heart  itself;  and  in  this  way 
we  leave  less  for  the  arteries  of  the  inflamed  part  to  do ;  or 
we  can  lower  the  force  of  the  heart  by  medicines,  such  as  digi- 
talis, veratrium,  etc. 

Dr.  (iraves  remarks  that  physicians  have  been  too  much  in  the 
habit  of  regarding  all  cerebral  symptoms,  in  fevers  particularly, 
as  the  result  of  congestion,  of  inflammation,  or  of  a  derangement 
of  the  balance  between  the  venous  and  the  arterial  systems  of 


ELECTRICITT  IN  SUBGERT.  689 

vessels.  Instead  of  this  being  always  the  fact,  probably  many  of 
these  symptoms  arise  from  causes  altogether  different,  which, 
judging  by  the  effects  produced,  bear  a  close  resemblance  to 
poisons.  For  example,  there  is  a  common  idea  "  that  in  acute 
cerebral  affections  dilatation  of  the  pupil  only  attends  the  state 
of  coma  or  insensibility,  and  that,  on  the  other  hand,  contraction 
of  the  pupil  is  always  associated  with  a  morbidly  *  active '  state 
of  the  sensorium."  This  opinion,  he  thinks,  is  shown  to  be 
erroneous  by  his  attentive  observations  of  the  pupil  in  a  suc- 
cession of  fever  cases ;  and  also  by  the  fact  that  poisoning  with 
a  certain  species  of  mushroom  produces  contracted  pupils  during 
the  stage  of  perfect  insensibility,  but  widely-dilated  pupils,  during 
the  fury  of  delirium.  The  coma  with  contracted  pupils,  that 
may  be  caused  by  opium,  he  thinks  can  always  be  relieved  by 
belladonna,  if  timely  given ;  that  the  sub-cutaneous  injection 
of  morphia  will  cure  one  class  of  neuralgic  seated  pains,  while 
it  is  only  atrophia  thus  used  that  will  reach  another  class,  i.  e., 
tohere  morphia  fails ;  that  in  case  either  should  act  unex- 
pectedly, too  profoundly,  the  other  will  neutralize  it.  But  I 
must  here  add  as  a  precaution,  not  to  venture  too  much  in 
trying  the  sub-cutaneous  injection  of  so  powerful  an  agent  as 
atrophia. 

The  following  case  of  laudanum  poisonings  treated  with  elec- 
tricity by  Dr.  Russel,  house  physician  of  King's  College  Hospital, 
shows  the  value  of  this  agent  as  an  excitor  of  the  great  nervous 
centres :  Mary  Ann  H.,  aged  two  months,  had  taken,  through 
a  mistake,  some  twelve  drops  of  laudanum.  The  medicine  had 
produced  deep  sleep,  and  in  the  space  of  two  hours,  convulsive 
movements  of  the  extremities.  When  admitted,  the  infant  was 
quite  insensible  and  as  motionless.  The  surface  was  cold  and 
exsanguine ;  the  impulse  of  the  heart  could  not  be  made  out. 
Breatliing  was  very  difficult,  and  was  performed  with  intervals 
of  half  a  minute,  at  least,  between  the  inspirations.  The  pupils 
were  very  small,  and  she  had  lost  the  power  of  swallowing.  The 
usual  remedies  had  been  employed  without  success,  and  in  a 
quarter  of  an  hour  more,  the  child  appeared  to  be  quite  dead ; 
but  while  being  removed,  she  was  heard  to  rattle  in  her  throat. 
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and  to  breathe  once  more  very  deeply.  This  encouraged  to  a 
new  attempt  at  restoration.  The  magneto-electric  machine  was 
quickly  employed,  one  pole  being  placed  over  the  upper  part  of 
the  cervical  region  of  the  spine,  and  the  other  over  the  ensiform 
cartilage  of  the  sternum.  The  greatest  benefit  resulted  imme- 
diately. Rapid  action  of  the  diaphragm  followed  each  application 
of  the  poles.  A  few  short  inspirations  having  been  induced,  were 
followed  by  a  deep  breath.  At  this  time,  five  hours  and  a  half 
had  elapsed  since  the  accidental  administration  of  the  laudanum. 
The  last  remedy  —  the  electric  current  —  was  persevered  in  for 
an  hour  and  a  half,  shocks  being  passed  through  the  chest  and 
along  the  course  of  the  spinal  column,  whenever  the  breathing 
flagged.  At  first  this  stimulus  appeared  to  influence  the  diar 
phragm  alone ;  but  in  a  short  time  the  arms  were  extended ;  and 
soon  afterwards  the  legs  also,  whenever  the  poles  of  the  magneto- 
electric  machine  were  applied  to  the  surface  of  the  body.  The 
child  soon  opened  her  eyes,  and  seemed  to  notice  surrounding 
objects ;  she  then  uttered  some  cries,  and  the  surface  became 
warm.  The  head  no  longer  sank  on  the  shoulders,  but  was  self- 
sustained.  In  about  eight  hours  and  a  half  after  the  laudanum 
had  been  taken,  respiration  became  reestabh'shed,  though  not 
yet  with  regularity ;  but  the  further  use  of  electricity  was  not 
required. 

Chloroform  has  been  of  late  much  employed  *  for  procuring 
sleep  in  those  cases  where  opium  is  contra-indicated,  or  fails  to 
act.  It  is  administered  in  doses  of  ton  to  thirty  drops,  sus- 
pended in  a  little  gum-water,  or  some  other  mucilaginous  fluid, 
and  given  at  night.  It  generally  succeeds  in  such  cases  in  pro- 
curing for  the  patient  two  or  three  hours  of  tranquil  sleep.  In 
tliis  way  it  has  been  much  used  in  cases  of  old  bronchitis,  at- 
tended with  profuse  secretion,  also  in  hemicrania^  and  in  other 
painful  nervous  affections,  where  opiates  have  lost  all  power  ot 
alleviating  the  patient's  misery.  In  any  such  case,  if  the  chlo- 
roform should  act  too  powerfully,  electricity  is  the  remedy. 

There  is  a  case  of  poisoning  by  laudanum  related,  which 
occurred  in  the  Middlesex  Hospital,  and  which  was  ultimately 

•  British  Medical  Journal,  AprU,  1S6S,  p.  328. 
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treated,  as  a  dernier  resort,  bj  electricity.  After  the  stomach 
pump,  flagellation,  and  a  multitude  of  other  inhuman  and  yet 
ineffectual  means,  he  was  aroused  finally  by  means  of  electro- 
magnetism  and  static  electricity.  ^  Tlie  pulse  soon  became  more 
steady,  firm,  and  firequent ;  the  respiration  more  indicative  of 
resuscitation.  The  powerful  *•  electrical  machine '  was  also  got 
into  full  play  before  a  large  fire,  and  the  jar  was  filled  and  dis- 
chained,  when  some  brilliant  sparks  and  strong  shocks  were 
occasionally  also  passed  through  his  head,  spine,  tliorax,  and 
abdomen.  The  result  of  tliis  was,  that  the  man  soon  opened  his 
eyes,  and  his  mouth,  too,  for  he  abused  the.  operators  for  a  pack 
oi  rascals  who  were  ^  trying  specimens '  on  him.  But  incom- 
parably the  most  satisfactory  effect  was  produced  by  giring  him 
a  shock  (fix^m  the  Leyden  jar)  on  the  tip  of  his  nose.  To  use  a 
phrase  of  tlie  ring,  he  railied  wonderfully  under  this ''  — >  hint 
worth  taking  and  retaining,  for  tlie  no^e  is  exquisitely  susceptible 
to  all  electrical  influence.  It  is  probably  the  most  vulnerable 
point  in  the  whole  human  body,  in  all  forms  of  suspended  ani- 
mation, for  apiplying  strong  induction  currents. 

A  very  interesting  case  is  related  by  Dr.  M.  Barry,  of  an  in- 
fiuit  aged  nine  nK>nth5.  which  had  been  poisoned  \tj  tliirty  drops 
of  laudanum*  and  was  not  seen  till  seven  hours  afterwards,  wbea 
in  a  state  of  profound  c€nna.  From  this  state  it  was  aroused  by 
liie  employment  of  elecrtro-magnetism.  At  first*  when  the  cur- 
rent ceased  (fur  a  mon^nt.  the  child  sank  into  a  profound  sleep, 
and  there  was  no  marked  ameodment  until  the  means  bad  been 
continued  for  three  hours ;  four  hours  and  tlirce  quarters 
paflKd  before  it  was  thought  proper  to  diiorjotiiiue  its  use. 
The  difld,  however,  then  reeorered  withcmt  any  furtber  bead 
symptoms. 

Dr.  T.  P.  James  gives  a  case  of  re«a«eitatMi  ty  the  primarr 
cmrent  of  efectjicity.  after  pcAsooing  from  an  ownce  rf  Ir,  c^«^ 
vhSeh  is  tiros  related  in  the  Laoeet  of  June  IMi :  — 

Wben  the  spcttg*.  electrifies  were  applied  for  a  few  BunuteL 
DO  fetiO.ie  effeet  was  yrAjysfA :  but  frxjo  afierwards  ti^  muf* 
des  of  the  fieek  \jfsspui  to  qmr^,  when  hsmUHxt  TLZfj^atrnd 
pwbuHj  to  resam,  aad  after  tweaty  or  tldfty  flouratef  tbe 
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iilus  produced  undoubted  discomfort,  as  evinced  by  shrugging 
of  the  shoulders,  and  attempts  to  avoid  contact  with  the  sponge 
electrodes ;  but  the  first  marked  influence  of  its  effect  was  the 
ejection  of  a  large  quantity  of  fluid  from  the  stomach.  In 
another  hour  she  appeared  quite  lively ;  answered  questions  dis- 
tinctly, and  in  a  moderately  loud  tone,  though  in  a  somewhat 
peevish  maimer.  The  galvanism  was  occasionally  intermitted 
for  a  few  moments,  when  she  relapsed  almost  instantaneously, 
and  "  dropped  off"  in  the  midst  of  a  sentence  which  she  had 
commenced  during  the  application  of  the  stimulus. 

The  pupils  remained  unaffected  till  about  two  hours  had 
elapsed,  when  they  became  somewhat  more  dilated,  and  sensi- 
ble to  a  strong  light.  All  the  symptoms  gradually  diminished, 
but  it  was  absolutely  necessary  to  reapply  it,  at  longer  intervals, 
until  Ijalf  past  five  P.  M.,  when  she  seemed  so  far  recovered  a» 
to  allow  of  her  removal  to  the  ward.  From  the  easy  diff'usibility 
and  quick  propagation  of  the  galvanic  fluid  over  the  whole  sys- 
tem, irritation,  capable  of  exciting  action  almost  ac/  libitum  j  can 
be  applied  to  any  part,  or  even  the  whole  of  the  body  at  one 
time,  and  that  of  a  nature  void  of  all  the  unpleasant  results 
which  necessarily  follow  bastinadoing,  cold  affusions,  scaring,  the 
dolichos  pruriens,  and  a  whole  catalogue  of  equally  brutal  re- 
sources, which,  for  the  safety  of  the  patient,  have  necci^barily 
been  had  recourse  to,  before  galvanism  was  resorted  to.  By 
dipping  the  wet  sponges  of  the  electrodes  into  moistened  salt,  it 
assisted  the  passage  of  the  current  and  increased  the  conducting 
power  of  the  electrodes,  or  rather  overcame  the  resistance  of  the 
skin,  to  a  striking  degree.  In  ordinary  cases,  where  the  primary 
current  of  galvanism  is  used,  the  application,  if  strong,  reddens 
the  skin,  and  may  even  produce  some  tumefaction,  which  re- 
mains often  for  hours.  But  in  this  instance,  although  the  cur- 
rent was  probably  three  or  four  times  as  strong  as  is  generally 
used,  not  the  slightest  discoloration  was  observable.  It  should 
be  noticed  that  as  soon  as  she  was  allowed  to  fall  off  into  a  deep 
sleep,  (which  she  was  occasionally  permitted  to  do,  after  tlie  ex- 
traordinary influence  of  the  battery  was  fully  proved,  so  as  to  be 
relied  upon,  in  rousing  her  instantly  from  the  deepest  narcotism 
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to  a  fretful  impatience,)  then  the  pulse  gradually  lowered  in  its 
power,  became  slower  in  its  action,  and  irregular  in  its  move- 
ments; but  no  sooner  was  this  remarkable  stimulus  laid  on 
again,  from  time  to  time,  than  the  pulse  rallied  —  was  regular, 
fuller,  and  quicker;  and  the  respiration,  that  was  previously 
labored,  slow,  and  unequal,  now  became  more  frequent  and 
deeper.  The  countenance  also  evidenced,  in  a  striking  mamier, 
the  singular  influence  of  this  agent.  When  she  was  admitted, 
the  cheeks  were  of  a  leaden  hue,  and  the  lips  of  a  tawny  color ; 
but  after  the  expiration  of  one  hour,  with  the  use  of  the  galvanic 
compound  battery,  they  resumed  a  somewhat  natural  tint.  The 
patient  completely  recovered. 

Dr.  W.  Braithewaite,  of  the  Leeds  school  of  medicine,  the 
author  and  editor  of  "  Braithewaite's  Retrospect,"  says,  "  Recent 
observations  show  the  wonderful  efficacy  of  electricity  in  some 
cases  of  poisoning,  and  will  confirm  the  remarks  made  in  for- 
mer numbers  on  the  efficacy  of  electricity  in  arousing  the 
patient  from  his  stupor,  when  under  the  mfluence  of  opium. 
An  electro-magnetic  apparatus  ought  now  to  be  in  the  possession 
of  every  practitioner  of  medicine. 

"  In  the  extreme  case  of  opium  poisoning  referred  to,  where 
all  ordinary  means  had  failed,  cerebral  congestion  was  urged  as 
then  offi5ring  an  objection  to  its  use,  but  admitted  not  to  be 
sufficient,  in  such  a  desperate  case,  to  set  aside  the  trial  of  it. 
It  was  immediately  put  in  use,  and  with  the  happiest  result. 
With  an  assistant  rapidly  rotating  the  wheel,  the  ball  electrodes 
were  applied  at  first  to  each  side  of  the  neck,  and  then  moved 
along  down  behind  the  clavicles.  The  arms  and  body  were  at 
once  moved  convulsively  by  it,  but  the  patient  lay  as  uncon- 
scious as  before.  One  electrode  was  then  passed  over  the  region 
of  the  heart,  and  the  other  to  a  corresponding  point  on  the  right 
side.  In  an  instant,  his  eyes  opened  widely,  and  with  a  ghastly 
expression  of  countenance,  his  head  and  body  were  thrown  one 
side  convulsively,  and  he  groaned.  He  now  sank  back  into  his 
reclining  posture,  and  was  again  instantly  asleep.  The  balls 
were  reapplied  in  the  same  manner  and  situation,  with  similar 
results,  for  several  times.    Reaction  was  soon  positively  estab- 
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lishcd ;  the  heart  had  received  a  sufficiently  strong  impulse  ; 
the  pulse  was  becoming  rapidly  developed,  and  the  whole  sur- 
face warmer.  They  desisted,  and  watched  him  attentively, 
allowing  him  to  remain  quiet  for  an  hour.  Reaction  continued 
satisfactory,  and  when  the  hour  had  expired,  he  could  be 
awakened  by  shaking  him  and  calling  his  name  loudly.  There 
was  no  further  occasion  for  the  battery."  (But  this  must  have 
been  no  battery,  but  rather  a  magneto-electric  machine,  which 
indeed  answers  the  very  best  of  purposes  in  such  a  case.)  The 
writer  says  further,  — 

"  Before  closing  this  subject,  I  would  add,  that  electro-mag- 
netism will  be  found  highly  useful  in  some  forms  of  disease, 
particularly  those  of  a  congestive  character^  where  oppression 
of  the  organs  J  and  of  the  nervous  system  particularly  j  prevents 
reaction^  and  thus  speedily  destroys  life.  In  practice,  I  think 
we  frequently  see  cases  where  death  seems  to  occur  by  an  ob- 
strnction^  (or  cessation  of  action)  of  the  functions,  or  of  those 
imperative  organic  movements  which  support  life,  more  than  by 
any  a,bsoIute  exhaustion  of  the  organic  functions,  or  of  life 
itself.  In  such  cases,  the  Faradaic  currents  of  electro-magnet- 
ism, or  magneto-electricity,  might  communicate  an  impulse 
which  would  renew  those  sympathetic  actions  between  the 
organs  (if  no  positive  lesion)  upon  which  the  continuance  of 
life  deponds."'     (See  Appendix  F,  Note  1.) 

In  all  cases  of  asphyxia^  electro-magnetism  must  be  useful ; 
and  I  believe  it  can  be  applied  in  many  instances  to  stillborn 
children  with  the  happiest  effects.  The  author  has  used  it  thus, 
and  would  add  that  only  a  low  degree  of  current  should  be  so 
employed. 

Wall-Paper  Poison, 

This  is,  we  believe,  a  prodigious  source  of  ill  health,  and 
doubtless  frequently  helps  on  some  of  the  graver  nervous  affec- 
tions, and  even  the  *'  declined  The  poison  from  bright  or  vel- 
vety green  paper-hangings  (with  green  ground,  or  merely  green 
vines  or  figures)  is  more  frequently  an  arsenic  poison^  (the 
dark  English  green,  and  the  blue,  are  more  likely  an  oxide  of 
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arsenic  and  copper ;  the  bright  yellow  and  white  are  of  lead, 
and  the  olive  green  from  arsenic,  cobalt,  &c.,)  while  the  poison 
from  water  service  pipes  we  know  is  a  lead  poison.  But  mark  ! 
these  two  classes  of  very  deleterious  agents  —  in  effect,  "  slow 
poisons  "  —  are  actually  and  perpetually  at  work,  contaminating 
almost  every  respectable  dwelling  in  all  our  large  cities,  as  well 
as  the  majority  of  country  residences  and  village  homes. 
Arsenic  acts  as  an  irritant  poison,  while  lead  acts  as  a  sedative 
poison ;  but  from  the  ultimate  effects  of  both  (or  either)  there 
may  occur  pains,  palsies,  weaknesses,  and  emaciation.  But 
physiology  shows  us  that  there  is  a  ceaseless  depurating  and 
repairing  force  going  on  in  tlie  human  organism  during  health, 
which  indeed  is  a  very  law  of  our  being.  Therefore,  while  the 
poison  is  minute  on  the  one  hand,  and,  at  the  same  time,  the 
health  of  the  individual  is  vigorous,  nothing  of  it  is  perceptible 
to  us,  although  some  of  the  organs  may  already  feel  the  insid- 
ious inffuence.  Now,  if  the  vitality  of  any  member  of  the  fam- 
ily become  lowered,  from  any  cause,  and  consequently  the  dep- 
urating and  repairing  force  is  enfeebled  or  nil,  and  particularly  if, 
at  the  same  time,  the  minute  particles  or  portions  of  this  poison 
be  somewhat  increased,  then  it  is  that  the  nervous  system  gives 
way,  and  finally  becomes  deranged  and  diseased.  The  more 
immediate  effects  and  consequences  of  extremely  minute  par- 
ticles of  arsenic  floating  in  the  air,  or  as  dust,  in  the  rooms  of  a 
house,  it  must  be  known,  do  not  act  the  same  as  when  arsenic  is 
properly  prepared  and  taken  as  a  medicine,  but  appear  to  be 
manifested  by  a  weakness,  or  a  kind  of  irritation  of  the  eyes 
and  throat.  Dr.  Jeffries  recently  read  a  very  interesting  paper 
on  this  subject  before  the  Suffolk  District  Medical  Society,  show- 
ing that  there  may  also  be  sudden  and  unaccountable  attacks  of 
dyspepsia^  and  other  gastric  derangement.  Next,  we  find  there 
are  pains,  partial  palsy,  loss  of  flesh  and  strength,  and  the  case 
may  possibly  be  mistaken  for  that  of  consumption,  and  then  the 
end  is  inevitable. 

As  a  member  of  the  medical  profession,  peculiarly  positioned 
for  seeing  and  knowing  these  direful  consequences  of  house 
poison^  I  feel  it  a  du^y  thus  to  plainly  speak  and  urge  the 
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information  of  the  public  mind,  and,  if  possible,  to  arouse 
the  attention  of  the  public  authorities  when  it  becomes  more 
generally  known.  Already  in  Germany,  and,  I  am  informed, 
in  France  also,  recent  laws  have  been  enacted  prohibiting  the 
hanging  of  arsenical  and  other  poisonous  wall  papers  ;  and  this 
perhaps  may  account  for  the  cheapness  of  those  beautiful  but 
baneful  French  papers,  of  flock  green,  and  velvet  green  with 
gold,  that  have  of  late  flooded  the  American  market.  Is  it  to 
be  wondered  at,  that  a  refined  people  should  become  more  or 
less  enfeebled,  nervous,  and  scrofulous,  and  suffer  much  from 
deranged  health,  when  the  "  home  "  itself,  from  very  child- 
hood, is  so  contaminated  with  deleterious  agents  ?  We  get 
poison  (though  minutely,  it  is  true,  and  perhaps  but  rarely) 
through  the  copper  culinary  utensils  ;  poisonous  cai'bonic  acid 
gas  in  prodigous  volumes  emanate  from  the  gas-burner  in  the 
sleeping  chamber,  or  from  the  multiple  chandelier  in  the  draw- 
ing room,  and  more  frequently  from  both,  and  so  pervades  the 
halls  and  apartments  of  the  whole  house  during  all  tlie  night 
hours  ;  and  too  frequently  the  furnace  is  likewise  leaking  sul- 
phurous and  hydrogen  gas,  (imperceptibly,  perhaps,  or  even 
actually  perceptibly  by  the  senses,)  thus  saturating  all  articles 
and  apartments,  from  dining  room  to  attic,  day  and  night ;  and 
besides  this,  there  is  almost  always  a  very  disturbed  eleetrical 
state  of  the  icarmed  air,  that  pours  in  like  a  ceaseless  river,  but 
not  a  pure  atmosphere,  it  having  first  passed  over  the  surfaces 
of  sundry  hot  irons  in  the  "  improved  "  hot-air  chamber  of  the 
furnace,  and  so  supplying  the  house  with  warmed  air.  Pan- 
dora's box  !  —  no,  I  will  not  compare,  for  Ilesiod  says  Pandora 
closed  the  lid  of  that  ftital  box  before  Hope  could  escape  ;  but 
here  we  do  still  hope  that  these  "  improvements  ''  and  "  com- 
forts "  of  our  day  will  yet  be  corrected.  We  arc  not  yet  all 
dead  who  remember  in  childhood  the  pure  whitewashed  walls 
and  clean  floors,  the  large  open  fireplace  with  the  winter  even- 
ing's blazing  fire,  and  tallow  candles!  Those  rooms  were  light, 
and  those  fiiniilies  were  healthy  and  happy. 

But  to  resume  :   It  is,  I  believe,  much   owing  to   the  elec- 
trical changes  in  the  dry  air  of  the  apartment,  that  the  im- 
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palpable  powder  of  free  arsenic  becomes  detached  from  the 
surface  of  the  room-paper,  and  it  is  dampness  that  precipitates 
it  with  the  dust  upon  all  articles ;  so  also  the  moisture  of  the 
throat  prevents  it  reaching  the  lungs.  But  may  it  not  be  that 
the  hydrogen  from  the  furnace,  soil,  or  other  sources,  com- 
bining with  the  arsenic  from  the  wall-paper,  forms  arsenical 
hydrogen,  and  so  acts  virulently  ?  for  this  is  one  of  the  most 
intensified  and  deadly  poisons  known.  Therefore  papers  with 
green  are  to  be  discarded.  All  wall-papers  should  be  glazed,  or 
the  walls  painted.  Service  pipes  for  water  should  be  of  iron ; 
and  he  is  a  public  benefactor  who  will  render  iron  pipes  as 
available  for  the  purpose  as  are  pipes  of  lead. 


Medical  Students  :  Our  investigations  in  this  so  intensely 
interesting  field  of  medical  lore,  must  now  draw  to  a  close. 
Let  us  here  congratulate  ourselves,  and  thank  God  "  for  this 
day  and  opportunity  "  of  seeing  vnderstandingly  so  much  of 
this  new  phase  of  our  noble  art.  I  said  to  you  in  the  Pretace, 
that  we  were  rich  in  the  material  for  a  systematic  work  of  this 
kind,  and  now  can  say  again,  that  we  feel  still  burdened  with 
the  untold  matter  that  so  interests  ourselves,  and  which  we 
desire  you  should  know.  But  the  original  bounds  of  this  work 
are  already  far  exceeded ;  I  therefore  will  only  remind  you, 
with  a  parting  emphasis,  of  the  beautiful  aphorism  of  Dr. 
Althaus,  (who,  by  the  way,  has  written  well  on  this  subject,) 
that  "  it  is  not  electricity  that  cures  diseases,  but  the  physi- 
cian^ who  may  cure  disease  by  vieans  of  electricity."  In  a 
word,  it  is  the  method  and  skill  directing  this  agent,  that 
give  the  success. 
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Directions  for  operating"  about  the  Face  and  Head  with 

Electric  Currents. 

D.  Note  1.  (For  notes  under  A,  B,  C,  see  page  475 ;  see  also  334,  395.) 
For  "  tic  douloureux,^*  i.  e.  after  correcting  the  faulty  function,  or  whatever  is 
the  provoking  cause,  —  so  also  for  rheumatic  face-ache,  periosteal  jaw  or  teeth- 
ache,  earache,  for  diffused  hyperesthesia,  or  peripheral  neuralgia,  &c., — the 
best  method  to  be  pursued  in  these  cases  is,  to  begin  by  placing  the  negative 
sponge  electrode  down  inside  the  loosened  dress  to  the  pit  of  the  stomach,  or 
better  still  if  to  the  lower  umbilical  region ;  then  with  the  positive,  a  fine  moist 
sponge,  conveying  the  most  gentle  or  even  imperceptible  current,  and  if  elec- 
tro-magnetic, let  it  be  of  the  finest  vibrations  possible,  —  thus  commencing  on 
the  side  of  the  neck,  gliding  it  about  there  thoroughly,  then  along  up  to,  and 
a  little  in  front  of,  the  ear,  and  then  on  to  the  face,  by  wiping  it  over  as  if 
washing ;  then  work  back  again  to  the  neck,  and  now  gradually  increase  the 
current  while  there,  lingering  some  at  and  about  the  exit  of  the  portio  dura ; 
then  working  the  sponge  along  upon  the  face  again,  with  the  stronger  current, 
by  gliding  and  hitching  motions,  —  say  every  quarter  minute,  —  and  thus  for 
some  5  minutes,  lingering  mostly  about  or  over  the  most  painful  spots.  If 
there  is  then  still  any  decidedly  painful  or  tender  spot  left,  choose  a  smaller 
sponge-tipped  electrode  positive,  and  plant  it  moderately  firm  directly  on  the 
nie  of  pain  or  soreness,  which  is  most  likely  to  be  found  at  the  supra-orbital 
or  iffrororhitcil  nerve  exit,  and  retain  it  there  for  3  to  5  minutes,  with  all  bear- 
able current,  —  be  it  more  or  less,  —  until  the  pain  and  soreness  are  com- 
pletely chased  away.  Always  avoid  touching  the  forehead  with  an  electrode, 
because  the  periosteum  of  the  bone  is  so  near  the  skin  that  more  pain  is  pro- 
duced than  relieved.  I  usually  finish  such  a  seance  by  wiping  the  larger 
sponge  electrode  again  a  few  times  over  that  side  of  the  face  and  closed  eye- 
lids, and  then  passing  it  on  to  the  side  of  the  neck  for  the  last  minute.  Now, 
if  the  pain  returns  at  any  time  within  6  hours,  repeat  the  treatment.  If  it  does 
not  return  within  that  time,  it  is  probably  cured.  But  if  it  persistently 
returns,  time  after  time,  in  spite  of  this  treatment,  you  in  all  probability  have 
not  corrected  the  functional  or  habitual  eause,  or  else  you  have  in  that  case 
oxganio  diseaae. 
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D.  Note  2.  (See  pages  336, 369,  380,  396.)  My  experience  in  the  treat- 
ment of  cephalalgia^  or  head-painSf  and  the  various  ''  ugly  and  disagreeabU 
feelings  in  the  head"  those  that  occur  at  the  back  of  the  head  and  neck,  aris- 
ing from  what  I  conceive  to  he  a  "  disguised  "  neuralgic  condition  of  the  gan- 
glionic nerves  in  the  head,  or  of  the  occipital  nerves,  (but  sometimes  from  this 
unrecognized  condition  of  the  supra-orbital  nerve,)  leads  me  to  advise,  as  a 
general  rule,  to  first  pass  the  large  sponge  negative  electrode  well  down  the 
back,  inside  the  loosened  clothing,  or  else  up  under  the  clothing  from  below,  so 
as  to  be  beyond  the  cervical  ganglia ;  and  if  as  low  as  the  cauda  equina  (second 
lumbar)  is  better  still ;  then  with  the  other  large  moist  sponge  positive  elec- 
trode, commence  over  the  cervical  region,  increasing  the  current  to  all  that  is 
bearable,  (painless,)  and  thus  wiping  over  the  whole  sides  and  back  of  the 
neck,  slowly  back  and  forth,  without  much  rest,  as  far  as  to  the  shoulders,  for 
some  few  minutes ;  then  resting  it  from  half  minute  to  half  minute,  at  or  just 
below  the  most  sore  or  sensitive  places,  at  the  base  of  the  head,  close  to  the 
hair,  back  of  the  ears,  and  on  the  posterior  edge  of  the  stemo-cleido  mastoideus 
muscles.  If  the  person  is  not  nervous,  and  the  first  few  seances  do  not  better 
the  case  decidedly,  then  for  once  apply  at  a  futiure  sitting  the  large  sponge 
positive  electrode,  and  only  a  very  gentle  current,  to  the  crown  of  the  head,  and 
upon  the  parietal  protuberances,  through  the  parted  hair,  where  the  spots 
must  also  be  a  little  wet ;  retain  this  current  and  site  of  electrode  some  2  or 
3  minutes  only,  wdl  back  upon  the  top  of  the  head.  Moreover,  sometimes 
change  the  site  of  the  negative  electrode  to  the  epigastric  region,  while  direct- 
ing the  small  sponge  positive  to  the  supra-orbital  nerve  exit ;  also  while 
more  strongly  bathing  the  neck  and  shoulders  as  before ;  but  never  while  the 
positive  electrode  is  on  the  top  of  the  head.  In  this  latter  case — a  procedure  I 
seldom  resort  to  —  the  negative  must  be  somewhere  down  the  back. 

I).  Note  3.  (See  pages  336,  534,  538.)  For  operations  about  the  eyes 
with  elect ncifi/t  (or  *^  heaviness,"  weakncsSf  premature  " j)oor  sight,**  or  jmral- 
ysis  of  eyelids,  or  for  partial  amavrosis,  &c.,  we  must  proceed  veiy  differently 
from  the  method  laid  down  in  Note  1.  Here,  we  have  diminished  nervous 
actiou  ;  there,  was  exalted  nervous  action.  True,  I  usually  commence  the 
seance  by  placing  one  electrode  first  at  the  epigastrium,  and  then  at  the  lower 
cervical  back,  and  with  the  other  medium-sized  sponge  begin  wiping  over  the 
closed  eyes,  face,  and  temples  repeatedly,  but  as  carefully  avoiding  the  fore- 
head ;  first  wiih  this  electrode  as  positive,  while  searching  for  pain,  tenderness, 
and  the  hearahlcncss  of  the  case  ;  then  with  it  as  negative,  for  a  minute  or  so 
longer ;  and  if  the  current  is  electro-magnetic,  let  it  be  gently  increased  as 
strong  as  can  be  used,  without  producing  pain  or  any  kind  of  suffering.  For 
some  cases,  both  the  electrodes  can  be  applied  to  the  eyes,  and  exchanged 
back  and  forth,  with  good  effects,  in  working  up  the  nervous  tone  and  muscular 
response.  This  may  become  still  more  effective  by  reversing  the  current  by 
the  switch  or  pole-changer,  instead  of  exchanging  the  site  of  the  electrodes. 
Next  we  are  to  exchange  the  large  or  medium  sponges  for  the  more  delicate 
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ivory  electrodes,  whose  pea-sized  sponge  tips  are  wet  with  clean  water  only. 
These  are  to  be  placed  —  the  one  at  the  outer  and  the  other  at  the  inner  angle 
of  the  closed  eye,  above  or  below,  so  that  the  current  may  traverse  the  nerve 
branches  that  ramify  the  orbictdaris  palpebrarum,  as  well  as  the  fibres  of  that 
muscle,  and  the  eyelids,  and  other  tunics  and  glands  about  the  eye,  when  the 
electrodes  are  held  lightly  ;  or  through  the  deeper  parts,  and  the  eyeball  itself, 
when  these  electrodes  are  more  firmly  pressed,  so  as  to  embrace  the  globe  between 
Hie  poles.  This  effect  is  still  more  profound,  if  they  are  planted  firmly  at  the 
outer  comer  of  each  eye,  and  the  current  is  suddenly  reversed ;  and  still  more 
so,  if  the  positive  electrode,  a  large  sponge,  is  placed  at  the  back  of  the  neck, 
while  the  other,  a  smaller  sponge,  is  pressed  upon  the  eyeball,  so  that  the  cur- 
rent passes  through  the  closed  eyelids ;  and  this  is  still  greater,  if  the  current 
is  occasionally  —  say  every  quarter  minute  —  suddenly  broken  and  reversed, 
for  a  second  or  so,  but  maintained  mostly  so  as  to  run  from  the  nucha  to 
the  eye,  thus  producing  true  ganglionic  reflex  action. 

E.  Note  1.  (See  pages  338,  398.)  Operations  about  the  genital  organs. 
For  Faradaizing  the  rectum,  urethra,  bladder,  vagina,  or  uterus,  as  required 
for  cases  of  atony,  or  weakness,  for  prolapsus,  enuresis,  local  palsy,  &c.,  we 
may  employ  long,  slim,  insulated  silver,  or  glass,  or  gutta  percha  electrodes, 
with  sponge  or  silver  tips,  made  expressly  for  these  purposes,  and  which,  for 
such  cases,  must  be  connected  with  the  negative  pole.  (See  page  680.)  The 
other,  positive  pole,  may  be  a  moist  sponge,  which,  with  a  moderately  brisk 
current  that  is  often  intermitted,  and  occasionally  but  for  a  moment  reversed, 
(see  notes  on  page  282,)  is  to  be  moved,  every  quarter  or  half  minute,  up  or 
down  the  back,  in  short  stages,  and  in  an  elliptical  order,  (see  Notes  F.,)  L  e. 
up  one  side  of  the  spine,  and  down  the  other ;  then  vice  versa,  and  so  over  the 
roots  of  all  the  spinal  nerves,  and  their  respective  ganglia ;  and  finally  along 
the  sides  of  the  body,  and  over  the  abdomen,  during  this  part  of  the  seance. 
Next,  exchange  the  internal  electrode  for  a  surface  sponge  electrode,  still  neg- 
ative, and  by  bringing  the  two  near  together,  make  them  to  promenade  up  and 
down  the  back  a  few  times,  with  quite  a  strong  direct  current ;  then  move 
them  in  small  double  circles  over  spine  and  back  muscles ;  then,  leaving  the 
positive  at  rest  on  the  back,  or  rather  now  and  then  moving  it  a  little,  proceed 
with  the  negative  to  bathe  over  the  lower  bowels,  with  very  sharp  currents,  for 
some  time,  and  so  finish  this  seance.  I  should  have  said  that  this  latter  pro- 
cedure has  been  my  most  successful  method  for  atonic  Amenorrhoea. 

E.  Note  2.  When  the  aid  of  electricity  is  resorted  to  in  midwifery  prac- 
tice, as  it  is  and  can  be  most  judiciously  and  effectively  performed  any  where, 
and  by  any  earnest  practitioner ;  for  instance,  as  for  those  cases  where  "  the 
waters  have  broke,"  and  hours  have  elapsed,  and  yet,  notwithstanding  the  hot 
tea,  the  room  promenade,  and  a  well-dilated  os  uteri,  still  the  labor  does  not 
set  in  in  earnest ;  or  where  the  pains  have  been  for  some  considerable  time 
"  grinding "  and  unavailing,  the  harassed  patient  and  every  one  else  is  being 
**  worn  out,"  and  yet  the  labor  has  scarcely  progressed ;  also  in  those  cases  of 
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UdUm  UboTi  Juan  &•  i3tm  momukU  mmw  when  it  beeomet  efMent  ihat  Ikh 
powers  <^  the  pfttieot  m$tt  aoon  fiifl,  cir  be  epeefiEiy  end  effecthdy  aided  fajr 
'$3bk  fbree  of  nelore,  (ekelrioit^,)  or  «30e  by  ttget  w  iMtrunientB,  or  bf  al 
these,  and  more;  soi,  moreover,  in  p&d  parimk  ^'JiootSng/*  when  oceasioiiad 
by  ai&nift  want  of  vitalil^i  or  excessive  fiitigiie  of  tbe  womb  and  abdomnal 
mnsdes ;  thus,  whereiper  it  is  desirable  to  promote  tone  and  true  ^  lAcfr* 
pamSi^  let  the  woman  lie  upon  her  ude,  while  tiie  operator,  with  a  britk  work' 
ing  electrie  machine,  (electro-magnetic,  or  magneto-electric,)  takes  his  position 
with  a  large  sponge  electrode  in  each  hand ;  tiie  one,  postitee,  is  passed  to  l3bM 
uf^er  spine,  from  whence  it  is  to  be  diligently  moved  about  over  the  whde 
back  and  ribs,  sides  and  breasts,  wh3e  the  other,  nepoftoe,  is  directed  to  tiie 
abdomen;  and  thus  with  the  two,  s^Morately  performbg  the  double  ckdo 
movements  simultaneously,  (see  Notes  F.  and  £.»)  tiie  one  on  the  beck  mai 
thorax,  the  other  over  Uie  abdomen;  wMch  latter  is  to  be  moved  in  short 
stages,  and  so  swept  well  about  the  gravid  utems — no!  conhnvoiisfy,  but 
fi^m  half  minute  to  half  minute — fer  some  three  or  four  sudi  moves,  (or  until  a 
true  pain  is  induced,)  and  theng?^  a  recess  of  a  half  minate  or  so ;  and  tbea 
repeat  it  in  like  manner,  and  so  on,  again  and  again,  untU  true  Zo&or^patfis  are 
established,  or  the  desired  object  Ib  obtained.  Sometimes  the  electrodes  may 
be  placed  to  advantage,  so  as  to  embrace  tiie  projectii^  abdomen  transversdy^ 
obliquely,  &c.»  for  « little,  but  miostly  as  just  adviaed.  Sometimes  it  vi  impor« 
tant  to  trust  one — say  the  electrode  on  Uie  back— to  the  hands  <^  the 
nurse,  that  the  accoudieur  may  have  one  hand  free.  Where  there  is  no  eonbrO' 
incUcaiionj  the  effects  of  the  already  strong  current  is  greatly  increased  here, 
by  a  sudden^  ocaisional,  and  momentary  stopping  and  reversing  the  currenL 
(See  page  478.) 

/  E.  Note  3.  Not  so  must  we  proceed,  if  the  affection,  on  the  contrary,  is 
a  painfudt  irritahlet  and  probably  a  rheumatic,  or  a  neuralgic  one ;  for  then 
we  must  invariably  connect  the  abdominal,  or  internal  instrument  (electrode) 
with  the  positive  pole,  while  the  negative  sponge  is  now  directed  to  the  ter- 
minal twigs  of  the  femoro-crural  nerve,  on  the  inner  side  of  the  knee  joint,  — 
first  on  one,  and  then  on  the  other ;  also  moving  this  one  about  occasionally 
upon  the  thigh  muscles,  but  without  shock,  —  i.  e.  without  producing  a  break 
in  the  current,  —  although  it  is  well  to  vary  its  strength  during  the  sit- 
ting. Neither  is  it  always  necessary  to  resort  to  the  internal  electrode  for 
these  cases.  Indeed,  I  think  I  can  safely  state,  that  in  the  great  majority  of 
cases  the  treatment  has  been  completely  successful,  where  it  was  conducted 
with  only  the  large  moist  sponge  electrodes,  the  positive  of  which  was  directed 
to  and  about  the  lumbar  region,  the  crest  of  the  ilium,  to  the  abdominal  ring, 
groins,  and  thighs,  and  so  terminating  each  seance  while  working  both  elec- 
trodes as  low  as  the  knees  or  ankles.  Thus  we  are  enabled  to  employ  a  very 
much  stronger  current,  and  also  spare  the  moral  feelings  of  the  patient. 
Therefore  I  would  further  say,  that  for  pains,  weakness,  "  ugly  feelings  in  the 
small  of  the  back^^^  or  on  the  sacral  bones ;  for  neuralgia  of  the  spermatic 
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cord,  testicle,  scrotum,  bladder,  &c.,  in  the  male ;  or  of  the  fundament,  labia 
of  the  vulva,  urethra,  vagina,  uterus,  ir  ovary,  in  the  female ;  as  also  for  neu- 
ralgic lumbago,  and  for  dismenorrhcea,  (see  page  398,)  we  are  to  commence  the 
treatment  by  placing  the  negative  electrode  low  down  on  the  inner  side  of  the 
thigh  or  knee,  while  with  the  positive,  directed  to  the  cauda  equina,  (second 
lumbar,)  we  perform  circle  movements  on  and  about  that  part  of  the  back  for 
a  minute  or  so ;  then  removing  the  negative  to  the  outer  side  of  the  thigh, 
and  increasing  the  current,  glide  the  positive  up  and  down  the  whole  back, 
about  the  loins  and  abdomen,  until  all  pain,  tenderness,  and  lameness  are 
entirely  wiped  away.  Next,  return  the  negative  to  the  inner  side  of  the 
thigh  again ;  and  now  pass  the  positive  over  and  below  the  crest  of  the  ilium 
and  lower  flanks  of  the  abdomen,  —  lingering  or  working  most,  near,  about,  and 
over  the  most  painful  or  tender  spots,  with  a  lively  current,  but  not  so  as  to 
cause  much  pain.  Next,  work  it  on  the  groin,  inner  and  upper  part  of  the 
thigh,  and  so  on  downwards,  cautiously  watching  for  any  expression  of  new- 
caused  pain ;  for  this  must  be  avoided.  If,  after  several  such  treatments,  there 
is  obtained  no  substantial  relief,  then,  perhaps,  we  are  justified  in  also  entering 
the  private  organs  with  suitable  electrodes.  This  should  certainly  be  done  in 
the  more  obstinate  cases.  But  I  maintain  that  we  may  very  much  more  fre- 
quently succeed  without  this  last  resort.  This  is  peculiarly  true  as  regards 
amenorrhoda,  under  Rule  1 ;  and  of  dismenorrhaa^  under  Rule  2. 

F.  Note  1.  (See  page  383.)  Circle  Treatments.  —  Some  of  my  most 
valued  and  frequently  resorted  to  methods  of  manipulating  the  electrodes  are 
termed  the  circle  movements.  These  are  performed,  for  specific  ends,  in  several 
different  ways :  first,  by  the  single  circle  movement,  —  i.  e.,  usmlly  done  by 
one  electrode,  while  the  other  remains  stationary,  —  the  positive  being  planted 
in  the  centre  of  the  circle-making  negative,  or  else  situated  more  or  less  dis- 
tant, according  to  the  anatomy  and  the  affection ;  or  by  double  circle  move- 
ments,—  i.  e.,  both  electrodes  are  moved  in  circles,  —  the  positive  in  a  small 
circle  within  the  larger  circle  of  the  negative,  as  if  about  a  common  centre  ;  or 
by  alteimate  circle  movements  on  separate  parts;  or  by  simultaneous  circle 
movements,  —  as  for  instance,  where  one,  positive,  electrode  is  on  the  back, 
while  the  other,  negative,  is  on  the  stomach  or  bowels,  performing  smaller  or 
larger  circles  there,  and  alternately,  or  at  the  same  time,  the  former  is  moving 
elliptically  up  and  down  the  back,  or  over  a  portion  of  it.  Thus  it  is  seen  they 
accomplish  specific  purposes,  and  for  the  given  case  one  cannot  be  substituted 
for  the  other ;  besides,  we  are  thus  enabled  to  very  surely  bring  under  the 
searching  influence  of  such  gliding  and  gently  var}-ing  —  although  pretty 
smart  electric  current  —  all  the  muscle-fibres,  through  and  together  with 
the  nerve  trunks  and  their  depending  branches,  as  each  becomes  successively 
embraced  between  the  two  relatively  changing  electrodes,  or  as  they  receive 
the  influence  —  within  or  beyond  —  of  the  sweeping  electric  radius. 

There  is  another  double  circle  and  seesaw  method  with  team-electrodes,  that 
we  often  employ,  as  in  Faradaization ;  as  for  dermatalgia,  or  neuralgia  of  the 
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skin,  and  for  hypersesthesia  of  the  sentient  nerves.  For  this  the  electrode 
must  be  small,  and  the  electro-magnetic  ^rrent  must  be  as  sharp  as  the  patient 
can  possibly  bear.  (See  G.,  Note  5.)  Team-dedrodes  is  merely  a  term  I 
employ  to  signify  that  mode  of  holding  and  moving  two  small  electrodes  in 
the  same  hand,  with  only  a  finger  or  two  between  them,  as  first  performed  and 
described  by  Dr.  Duchenne,  in  his  localized  Faradaization. 

F.  Note  2.  (See  pages  377,  381.)  The  Oeneral  Tonic,  or  Vitalizing 
Seance.  —  This  was  instituted  by  me  at  first  only  for  cases  of  general  debility, 
incipient  decline  with  weak  chest  muscles,  and  nervous  cough ;  for  emaciated 
children,  and  young  persons  with  cold  skin  and  poor  circulation,  as  after 
severe  sickness,  and  for  general  hysteria.  But  the  past  year  or  two  I  have 
found  it  also  the  treatment  for  rachalgia,  "  irritable  spine,**  rheumatism  of  the 
vertebrae,  and  hypertpsthesia  of  the  back  muscles,  as  well  as  for  atony  of  the 
abdominal  viscera,  for  constipation,  &c.  (See  law  of  electro-physiological 
action,  on  page  477.)  The  patient  is  seated  upon  the  ottoman  or  stool,  and 
the  operator  takes  his  seat  behind  him.  The  negative  electrode  sponge  is  first 
directed  to  the  umbilicus,  or,  if  a  female,  to  the  left  ovarj'  or  colon,  while  the 
positive  moist  sponge  is  firmly  held,  and  slowly  glided  over  the  whole  back, 
shoulders,  and  thorax,  for  a  few  minutes  ;  then  increasing  the  current  still 
more,  {more  in  proportion  as  the  patient  is  less  nervous,)  carefully,  but  con- 
siderably, and  now  moving  the  two  electrodes  all  the  while  in  less  or  greater 
circles,  the  one  on  the  back,  shoulders,  or  thorax,  the  other  on  the  abdomen 
or  thighs,  and  otherwise  modified  to  the  case,  —  but  always  observing  the  same 
relative  cun-ent  direction,  —  thus  depolarizing  the  roots  of  the  spinal  nerves 
when  exalted,  and  arousing  the  peripheric  nervelets  when  diminished,  and 
calming  or  "  modifying  "  the  great  chain  of  ganglia  in  the  sympathetic  depart- 
ment of  nerves!  Now,  the  evidence  that  this  or  its  equivalent  is  obtained, — 
whatever  it  may  be  termed,  —  is  the  almost  uniform  fact,  that  after  such 
repeated  sittings,  either  alone,  or  as  aid,  or  aided  by  other  judicious  medica- 
tion, the  ovaries  are  found  not  so  sensitive,  and  the  ciitamenia  flows  more 
promptly  and  easy ;  the  bowels  are  not  so  tardy,  muscular  tone  is  awakened  in 
the  abdominal  parictes,  —  i.  e.,  there  is  not  tiiat  baggy  sensation,  or  constricted 
condition  of  the  abdomen  and  its  contents, —  digestion  (and  secretion?)  is 
invigorated,  and  there  is  evidence  that  the  muscles  of  the  back  and  sides,  as 
well  as  the  vortebrro  and  ribs,  are  less  sore,  less  tender  to  touch  or  pressure,  and 
the  whole  body  and  limbs  are  less  lame,  and  not  so  "  tired ;  "  and  if  there  has 
been  hysterical  or  hypochondriacal  manifestations,  they  arc  vanquished.  The 
patient  shows  more  interest,  courage,  and  purpose  of  will  or  resolution,  as 
well  as  powers  of  endurance.  In  a  word,  so  uniformly  is  this  the  result  of  a 
few  weeks  of  such  electric  treatment  in  suitable  cases,  that  we  here  urge  its 
use,  by  competent  practitioners,  as  a  most  valuable  adjunct  medication,  and 
well  worthy  of  patient  investigation,  and  improvement  or  adoption. 

G.  Note  1.  (See  page  384.)  For  Thoracahjia  and  Infra-mammary 
Pain,  adopt  the  following  method :  First  place  the  negative  electrode  at  the 
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lower  umbilical  region,  then  with  the  positive  sponge  commence  under  the 
clavicles,  bathing  over  the  pectoral  muscles,  for  a  minute,  and  then  over  the 
whole  thorax ;  mainly,  or  only,  I  should  have  said,  on  the  anterior  portion  of 
it,  —  employing  only  medium  strength  current,  and  working  at  first  round 
about  the  sore  or  painful  places,  then  on  to  them,  as  well  as  about  them,  for  5 
or  6  minutes  more,  or  until  all  pain  and  soreness  is  chased  away,  so  as  not  to 
be  reproduced  by  full  inspiration.     Repeat  the  same  daily  a  few  times. 

G.  Note  2.  (See  page  383.)  For  EpigastralffiUf  and  pains  simulating 
dyspepsia,  adopt-  the  double  circle  movements,  by  placing  the  positive  moist 
sponge  near  the  tender  spot  over  the  stomach,  while  the  other,  negative,  is 
placed  somewhere  below,  on  the  abdomen  or  thighs,  —  i.  e.,  far  away,  and  that 
in  a  downward  direction,  —  and  thus  commence  moving  both  electrodes  in  cir- 
cles, the  one  close  about,  and  afterwards  over,  the  tender  stomach,  while  the 
other  is  performing  a  large  part  of  a  larger  circle,  and  that  mostly  in  a  down- 
ward direction,  which  is  to  be  continued  for  5  or  10  minutes.  The  positive 
sponge  must  be  moved  as  gently  but  as  firmly  as  possible,  without  producing 
pain.    Repent  this  seance  daily,  or  every  other  day. 

G.  Note  3.  (See  page  380.)  The  foregoing  (Note  2)  is  the  correct  pro- 
cess for  many  cases  of  irritable  spine,  local  hypercesthesiu,  rheumatism,  and 
iT{jury  of  spine  or  ribs,  (after  leeches,  cups,  or  blisters,  where  is  inflammation) 
by  operating  close  about  and  over  the  seat  of  pain  or  soreness,  with  the  positive 
electrode,  in  like  manner  as  described  for  epigastralgia,  —  say  for  5  to  15  min- 
utes, —  always  observing  in  such  cases  to  work  the  negative  electrode  mainly 
in  lateral  and  downward  directions,  —  i.  e.,  to  the  parts  anterior  and  below  the 
seat  of  difficulty.     Such  is  the  principle. 

G.  Note  4.  (See  page  384.)  For  Calialgia,  or  pains  in  the  skin,  fascia, 
and  muscular  tunics  of  the  abdomen,  first  place  the  negative  electrode  at  the 
inner  sides  of  the  thighs,  or  as  low  as  the  inner  condyles  of  the  knee  joints, 
first  on  one,  and  then  on  the  other,  while  with  the  positive  perform  circle 
movements  about  and  over  the  aflected  part  of  the  abdomen.  But  here  be 
careful  to  distinguish  such  pains,  from  those  that  arise  so  severely,  and  not 
unfrequently,  from  atony  and  relaxation  of  the  underlying  viscera,  as  when 
the  intestines  give  way  to  flatus  or  excrements,  or  as  where,  under  a  morbid 
nervous  action,  there  is  a  secreted  flatus  in  the  bowels,  uterus,  or  vagina,  or 
there  may  be  only  a  want  of  tone  adequate  to  the  free  physiology.  In  these 
cases,  therefore,  we  must,  on  the  contrary,  institute  the  methods  laid  down  at 
F.,  Note  2,  and  at  E.,  Note  1. 

G.  Note  5.  For  Local  Palsy  of  Sensation,  —  First  employ  double  circle 
treatments  with  the  negative  electrode  in  the  centre,  (see  F. ;)  also  the  method 
laid  down  for  paralysis  in  any  of  the  limbs,  which  directs  the  current  through 
the  supplying  nerve  trunk,  (see  C.,)  and  next  employ  Duchenne's  localized 
Faradaization.     (See  pages  238,  331.) 

For  Dermatalgia,  which  is  a  neuralgia  of  the  skin,  as  well  as  for  all  hyper- 
cesthesia  of  the  sentient  nerves,  use  the  radiating  circle  treatments,  as  at  G., 
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Note  2,  with  the  positive  electrode  in  the  centre.  But  if  this  is  not  sufficient, 
'we  must  take  the  opposite  course,  and  boldly  resort  to  Dr.  Duchenne's 
atrocious  method,  which  he  calls  localized  Farctdaizationf  using  a  full  battery 
current,  or  all  the  patient  can  possibly  bear.  (See  page  389.)  K  the  patient 
cannot  bear  it,  or  if  the  weaker  current  is  not  sufficient,  then  etherize  the 
patient,  and  proceed  with  full  battery  power  for  3  to  5  minutes ;  its  curative 
effects  will  be  about  the  same  as  if  no  ether  had  been  given. 


INDEX. 


Abdomen,  affections  of  the,  620,  680. 
Abdominal  viscera,  effects  of  electricity 

upon  the,  252,  607,  680. 
Abdominal  pains  and  atony,  384,  608, 623. 
Action  of  narcotic  poisons,  683. 
Acu-puncture  and  electro-puncture,  655. 
^sthesiometer  for  diagnosis,  341. 
After- workings  of  the  currents,  321. 
Agitans,  or  tremblings,  605. 
Ague  and  fever,  606. 
Althaus,  researches  of,  172,  248,  577. 
Alternations  of  Ritter,  211,  316. 
Alternations,  polar,  315. 
Amaurosis,  incomplete,  231,  336,  641. 
Amenorrhcca,  treatment  of,  286,  615. 
Ampire's  discoveries,  135. 
Anasarca,  treatment  of,  635. 
Anssthesia  and  palsies,  471,  521, 525,  640. 
Aneurism,  651. 

Aneurism  cured  by  electro-puncture,  651. 
Angina  pectoris,  treatment  of,  402,  600. 
Animal  electricity  as  observed  in  animals, 

(batrachian,)  182,  194. 
Animal  electricity  as  observed  in  fishes,  183. 
Animal  electricity  as  observed  in  msD, 

182,  188,  190,  195,  261. 
Animal  electricity  influenced  by  electric 

currents,  190,  192,  264. 
Aphonia,  (loss  of  voice,)  576,  580. 
Apoplectic  clot,  502. 

Apparatus  and  instruments,  97,  155,  664. 
Apparatus,  electro-magnetic,  141. 
Apparatus,  galvanic,  103. 
Apparatus,  Drake's  splint,  552. 
Armature    of    magneto-electric   machine 

illustrated,  150. 
Articular  cartilages,  diseases  of,  360. 
Astatic  needle,  135. 
Asthma,  nervous,  600. 


Atmospheric  electricity,  25,  39,  41. 
Atmospheric    electricity,   effects    of,   on 

man,  38,  49. 
Atmospheric  hydrometer,  34. 
Atomic  polarity,  163, 193,  199. 
Atony  of  the  bowels,  252,  608,  620,  629. 
Atony  of  the  bladder,  255,  559. 
Atony  of  the  liver,  254. 
Atony  of  the  stomach,  252,  629. 
Atony  of  the  uterus,  255,  608. 
Atrophy  of  brain  and  nerves^  557. 
Atrophy  and  progressive  palsy,  561. 
Auditory  nerves  illustrated,  2^4. 
Aura  electric,  102. 
Aura  epileptica,  594. 
Axillary  region  illustrated,  275,  448. 

Bath,  electrical  air,  101,  384. 
Bath,  electro-chemical,  339. 
Battery,  Berzelius's,  107. 
Battery,  Bunsen's,  110. 
Battery,  Becquerel's,  107. 
Battery,  Cruikshank's,  106. 
Battery,  compound,  127, 129, 133. 
Battery,  constant,  109. 
Battery,  central  and  peripheral,  157, 191. 
Battery,  Daniell's,  109,  111. 
Battery,  dry  perpetual,  (and  water,)  108. 
Battery,  Oarratt't  Humboldt,  113, 115. 
Battery,  Grove's,  110, 113. 
Battery,  galvanic,  106. 
Battery,  Pulvermacher's  chain,  117. 
Battery,  Recamier's  poultice,  118. 
Battery,  Smee's,  111,  113. 
Battery,  Volta's  pile,  105. 
Battery,  WoUaston's,  107. 
Bells  rung  during  thunder  storms,  45. 
Biology,  electro,  156. 
Bi-polar  workings  of  the  current,  230. 

(707) 


708 


INDEX. 


Bi-polarity  of  atomic  matter,  163. 
Bladder,  gall,  effect  of  currents  upon,  255. 
Bladder,  method  of  electrizing,  338. 
Bladder,  paralysis  of,  255,  338,  671,  680. 
Bladder,  stone  in,  dissolved  by  electricity, 

676. 
Bladder,  urinary,  affections  of,  255, 671,679. 
Blood  diseases,  260. 
Bowels,  affections  of,  619,  680. 
Bowels,  atony  of,  252.  621. 
Bowels,  constipation  of,  620. 
Bowels,  effects  of  currents  upon,  252. 
Brain,  apoplexy,  502. 
Brain,  affections  of,  486. 
Brain,  base  of,  illustrated,  220. 
Brain,  effects  of  electricity  upon,  221. 
Brain,  palsy  and  diagnosis,  407,  489,  500. 
Brain,  softening  of,  510. 
Brain,  with  spine,  illustrated,  224. 
Breast  milk  and  other  secretions,  615, 633. 

Cancer  and  tubercle,  637. 

Catalepsy,  treatment  of,  524. 

Catalysis  and  electrolysis,  218. 

Cautery,  dental,  155,  673. 

Cautery,  electro,  133,  155,  659. 

Cautery,  galvano,  119, 155. 

Cauda  equina,  the  seat  of  neuralgia,  371. 

Cephalgia,  380. 

Cervico-brachial  neuralgic  region,  445. 

Cervical  neuralgia,  444. 

Cervical  neuralgic  region,  445. 

Cervical  plexus  of  nerves  illustrated,  434. 

Cervical  palsy,  268,  527,  519. 

Cervical  rheumatism,  363,  368. 

Chills  ai)d  fever,  606. 

Chlorosis  and  anemia,  616,  618. 

Choleraic  diarrhoea,  (atonic,)  G29,  632. 

Cholera,  collapse  stage  of,  029. 

Chorea,  (St.  Vitus's  dance,)  601. 

Chorea,  and  palsy,  632. 

Chorea,  treatment  of,  631. 

Cilio-spinal  region,  229. 

Circulation,    effects    of   electricity    upon 

the,  157. 
Circle  treatment,  408,  430,  703. 
Clouds,  26. 
Clouds,  thunder,  27. 
Ca'lialgia,  384. 

Conduction,  laws  of,  123,  131. 
Conduction,  resistance  of,  124. 
Conductors  and  non-oonductors,  123. 


Consumption,  638. 
Contraction  muscle,  506,  545,  555. 
Convulsions,  clonic  and  tonic,  584. 
Convulsions,  hysterical,  573,  605,  698. 
Convulsions,    opening    and    closing    of 

Volta,  175. 
Convulsions,  puerperal,  604 — 612. 
Convulsions,  traumatic,  604,  698. 
Convulsions,  treatment  of,  583,  605. 
Counter  current  of  Volta,  207. 
Coxalgia,  (hip-disease,)  411. 
Cramps,  treatment  of,  583,  604. 
Creed  of  Duchenne,  294. 
Creed  of  Galvani,  71. 
Creed  of  Haller,  166. 
Creed  of  Remak,  298. 
Creed  of  Volta,  72,  74,  173. 
Creed  of  the  author,  345. 
Creeds  and  researches,  173,  345. 
Crural  (femoral)  nerves  illustrated,  463. 
Crural  neuralgic  spots,  391,  469. 
Crural  neuralgia,  470. 
Crural  palsy,  546. 
Current,  electric,  test  of  direction,  120, 

126,  136,  149,  191. 
Current,    electric,    proper    in    the    frog, 

(cold-blooded,)  182. 
Current,  electric,  in  man,  191, 
Current,  electric,  primary,  (Galvanic,)  103. 
Current,  electric,  secondary,    (Faradaic,) 

139. 
Current,  electric,  of  induction,  134. 
Current,  electric,  in  living  muscle  fibres, 

182,  192. 
Current,  electric,  in  living  nerves,  192. 
Current,    electric,    foot-board  interrupter 

of,  155. 

Danicll's  battery,  109. 

Death  from  failure  of  nerve  force,  694. 

Debility,  388. 

Dental  surgery,  electricity  in,  664. 

Dental  surgery,  electro-cautery  in,  673. 

Dental  surgery,  Faradaic  process  in,  064. 

Dental  pulp,  to  destroy  the,  672. 

Dentist's  electro-magnetic  machine,  605. 

Dentist's  galvanic  battery  for  cautery,  111, 
113. 

Dentist's  electrode  for  cautery,  15.5. 

Diagnosis  between  different  kinds  of  pal- 
sies, 341,  487,  504,  510. 

Diagnosis,  electro-muscular,  448, 504,  510. 


Diarrhira,  eholersic,  (atonic,)  029. 
DiHeirnce  between  primarj  and  lec 

DifTpinnce  between  Oalraniam  and  Fi 

daiaiu,  lb\. 
DiSetence  lietireen  clectiicitf  uid  Hi 
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EHecti  of  liglitnlng  upon  the  human  or- 

ganiBm,  48. 
Effects  or   atmaspheric    electrjcitf   upon 

the  human  a^oniain,  19,  64. 
Effect*  of  heat  and  cold,  218. 
Effeets  of  theturrcDta,  31S,322. 


Electricitj,  h 


Dimi 


n  433?. 


Diiecton,  palea,  electiodei,  52—55. 

Direction  of  the  curtent,  120,  120,  149. 

Diieeliona  to  prepare  the  salvanoacopU 
frog,  120. 

Disehargcr,  100. 

Diacorety  of  eledricil j,  67,  70. 

DiseOTOry  of  the  Uyden  jar,  68,  134. 

Diaeovery  of  Oalvaniain,  (primar;  cur- 
rents) 70. 

Diacovcrf  of  Fatndaiiin,  (induction  cur- 
renla.)  134. 

Discovery  of  the  Tollaie  pile,  72. 

Diaeaici,  epidemic,  caused  bf  atniaapheric 
changes,  63. 

Do1or-»pinalis,  painful  spine,  371,  10.3, 
409. 

Doiaal  region  illuatcated,  267,  273. 

Dot»o-interco8tal  neuralgic  region,  4.H. 

Darao-inteTDostnl  neuralgic  poiata  or 
■pots,  391, 4.». 

Donn-runtiinK  current,  (outward  or  di- 
rect.) ISO,  208. 

Drake's  apparatus,  SlXi, 

Drowning,  to  reauscilate  from,  694. 

Dropaj,  or  Annsarva  ^i3l. 

Dry  pile  for  volliiir  clcciricilj,  108. 

Duehenne'a  clcclrlc  imehine,  293. 

Dachcnne'a  method,  294,  331. 

Dynamic  elcclricily,  23,  103. 

Dyspepaia,  381. 


Eat,  eitenal  and  inti 

Ear.effectaofdectri 
Ear  electtodea,  io-t. 


■na.],  illuslroted,  23! 
ily  upon,  174,  234. 


Ear  treatment  at,  234,  646. 
60 


J  of,  in 


SO,  ifl«,  lOi, 

illrctrieity,  animal,  in  fishes,  183. 

ileclricity,  animal,  in  man.  182,  190. 

Electricity,  animal,  influenced  by  electric 
current*,  192,  195. 

Electricity,  atmospheric,  25.  39,  41. 

Electricity,  atmospheric,  changes  of,  re- 
sults of,  25,  30,  39.  49,  53. 

Electricity,  dynamic,  23. 

Electricity,  early  history  of,  its  medical 
use,  65,  70. 

Electricity,  effects  of,  an  animal  electric 
currents,  157,  192. 

Eleetricitv,  effects  of,  on  the  blood,  blood- 
sels,  and  heart,  2.5G,  321,  402. 


Electririiy,  effects  of,  on  the  br.in,  2->l. 
Electricity,  effects  of,  on  the  CKnitactile 

fibre-ccllB,  2.58,  277. 
Electricity,  effects  of,  on  the  fibre-celts  of 

muscles.  277. 
Electricity,  effects  of,  on  the  inlcilinea, 

232,  256. 
Kleclricily,  effects  of,  on  the  muscles,  26-3. 
Electricity,  effects  of,  on  the  motor  nerves, 

l!m,  2U2,  242.  31S,  326. 
Electricity,  cffccla   of,    on    the    scnUent' 

nerves,  242, 230. 
Electricity,  effects  of,  on  the  aympathetle 

nerves.  245, 256. 
Electricity    effects  of,  an  the    secreting 

Electricity,  effects  of,  on  the  uterus  and 

ovaries,  253,402. 
Electricity,  effects  of,  on  tha  organs  of 


digest 
Electric; 


11,253. 


»  of,  < 


H.234. 


orgnii 


1  of 


Electricity,  cffccu  of,  on  the   organs  of 

nBnlion,20.;,230. 
Electricity,  effects  of,  on  the  organs  of 

sight,  231. 
Electricity,  effects  of,  on  the  organs  of 

imelling,  237. 
Electricity,  effects  of,  on  the  argaDS  of 
tasUng,  238. 
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Electricity,  effects  of,  on  the  spinal  cord, 
226. 

Electricity,  effects  of,  on  the  frog,  72, 
177,  180,  192,  207,  209,  212. 

Electricity,  Faradaic,  (induction  cur- 
rents,) 134. 

Electricity,  Franklin's  theory  of,  18. 

Electricity,  friction,  laws  of,  21,  98. 

Electricity,  friction,  medical  use  of,  122. 

Electricity,  galvanic,  (primary  currents,) 
103,  136,  (secondary,)  137. 

Electricity,  methods  of  use,  280,  327,  331. 

Electricity,  natural,  15. 

Electricity,  nature  of,  18,  218. 

Electricity,  static,  21,  65. 

Electricity,  static,  methods  of  use,  283. 

Electricity,  thermo,  19. 

Electricity,  thermo  cube,  illustratpd,  20. 

Electricity  rersus  magnetism,  35,  133. 

Electrodes,  poles  or  directors,  illustrated, 
152—155. 

Electronic,  with  clockwork,  illustrated, 
140. 

Electrometer  for  testing  currents,  121, 177. 

Electro-biology,  156. 

Electro-cautery  for  hemorrhagic  tumors, 
96,  659. 

Electro-cautery  for  teeth,  672 

Electro-chemical  baths,  339. 

Electro-diagnosis,  487,  510. 

Electro-magnet,  137,  145. 

Electro-magnetic  machine,  141. 

Electro-magnetic  vibrator,  142. 

Elcctro-majTiictic  pnrt\'ible  machine,  140. 

Electio-magnctic  portable  constant  ma- 
chine for  office,  665. 

Electro-magnetic  currents,  141, 184. 

Electro-muscular  test  and  diagnosis,  265 — 
276,  289,  488. 

Electro-physiology,  1.56,  196,  218. 

Electro-physiological  experiments,  166. 

Electro-physiological  creeds,  173. 

Electro-physiological  laws,  203,  218. 

Electro-puncture  for  aneurism,  651. 

Electro-puncture  for  neuralgia,  420,  655. 

Electro-puncture  for  un-united  fracture 
of  bone,  6.57. 

Electro-puncture  for  sciatica,  366, 424,  C>o5. 

Electro-reflex  action,  laws  of,  197. 

Electro-tonus,  88,  90,  192. 

Electrolysis  and  catalysis,  218. 

Electropathy,  (in  1802,)  69. 


Electric  air  bath,  284. 

Electric  aura,  102. 

Electric  cautery,  133,  155,  659,  673. 

Electric  changes  the  cause  of  diseases,  53. 

Electric  conduction,  123. 

Electric  conduction,  (of  the  human  body,) 

123,  125. 
Electric  currenU,  83,  126,  218. 
Electric  eel,  184. 
Electric  fishes,  183,  187. 
Electric  heat,  132. 
Electric  moxa,  117,  650. 
Electric  relations  of  earth  to  atmos.,  39 
Electric  test  of  paralysis,  510,  516. 
Electric  sparks,  99,  287. 
Electric  shocks,  67,  100. 
Electric  torpedo,  184. 
Electrical  apparatus  and  instruments,  97. 
Electrical  battery,  106. 
Electrical  chrir  and  stool,  101. 
Electrical  helix,  142. 
Electrical  machine  friction,  98. 
Electrical  machine  induction,  140,  146. 
Electrical  slippers,  155. 
Epigastralgia,  381. 
Epilepsy,  treatment  of,  599. 
Epilepsy,  views  of  Marshall  Hall,  591,594. 
Epilepsy,  views  of  Brown-Sequard,  596. 
Epileptic  aura,  598. 
Exalted  nerve  action,  pain,  and  hypenrs- 

thesia,  344. 
Extra-polar  working,  314. 
Kye,  effects  of  electricity  upon,  231. 
Eye,  nervous  affections  of,  641. 

Face-ache,  365. 

Face   and   neck,   muscles  of,   illustrated, 

260. 
Face  and  neck,  nprves  of,  432,  436,  445. 
P'acial  anirsthcsia,  neuralgia,  433. 
Facial  neuralgic  region,  points  and  spots, 

432. 
Facial  nerve  (portio  dura)  illustrated,  433. 
Facial  paralysis,  what  is  not,  529,  .VU,  .333. 
Facial  paralysis,  in  two  classes,  5.'n. 
Facial  paralysis,  true  and  simple,  534. 
Facial  paralysis,  treatment  of,  422. 
Facial,  Tri-,  (5th  pair,)  illustrated,  436. 
Faraday's  discovery  and  views,  139. 
Faradaic  (induction)  currents,  141,  335. 
Faradaization,  Duchennc's  method,  331. 
Faradaizing  the  bladder  and  rectum,  338. 


Farodaiiing  mutclei,  331. 

Faiadiiiing  acrtet,  240,  424,  433. 

Fuaduiziug  the  diiphragm,  3'^,  337. 

Fandaiiing  the  ear,  174,336. 

Funduiing  the  e^e,  336. 

Fanduiing  the  face,  mouth,  and  throat, 

33j. 
Findaiiing  the  pharym  and  laryni,  337. 
Faradak proreaa  for  Inolh-tTtrof lion,  (Kri. 
Paradaism  differi  from  BolvanUin,  141. 
Fatlj  degeneration  at  muBcIei,  (&i. 
Femoral  (cmral)  nccvn  illuttrated,  463. 
Femoral  [eniral)  oeunlg^e  region,  points 

iuid*pot«,29S. 
Prmornl  tcruiM)  paraljiis,  546. 
Fermentaljon,  201. 
First  gilvanic   phenomenon   on   record, 

175, 180. 
Foiitboard  for  current  intciraption,  155. 

Foot,  nerves  of,  40H, 

Fiicture  of  bonea  un-united,  655. 
FrnnkUn'a  theory  of  electtieily    18, 
Friction  electricllj  21,23,67  97 
Frog,  Quirent  proper  in  the,  1H2. 
Frog  experiment,  72,  lt»,  208. 
Frog,  Oalvani'a,  72,  120. 
Prog,  galvanoaeopic.  120, 177. 
Frog  prepaiationa,  208. 

Gilrani'a  diacorerj  published,  71. 

Oalvani'a  experiracnla,  72,  74. 

Galtani'a  frog,  72,  20B. 

Onlvani'a  lliporv  of  animnl  clectricitr,  71. 

Oalroniam,  (voluiim,)  70. 103. 

Oalviniim,  diffen  from  Furadusm,!  4 1,150. 

Galvaniim,  hittoij  of,  70. 

Oalvaiiiim,  melhoda  of  using,  294. 

Oalianic  apparatus,  103. 

GalTanic  batteries,  106. 

Oalianic  batteries,  eampaund,  127,  133. 

OalTanie  cautery,  119,  l.>5. 

Oalianic  chain  of  Fulvamacher,  117. 

Galvanic  currents,  (elcclricilji,)  141,  151. 

Galvanic  current*  differ  from  Faiadaic, 

13.;,  HI,  159. 
Galvanic  poultice  afRecamieT,  118. 
Golcnnic  puncture,  fMl. 
Oalvanameter,  121, 177,  IBl. 
Oalvanoicopie  frog,  120. 
Garratt's  battery,  113,  115. 
Gastric  olfectiaDB,  (nermus,)  S19. 


General  principlea,  344. 

Geography  of  the  nerrea,  (in  regions,)  433. 

Goitre  and  glandular  enlargements,  369, 
634. 

Gout  and  neuralgia,  treatment  of,  373. 

Qrapengciaaer  on  mediul  electricity,  176. 
\  Grove's  battery,  113. 
I  Gymnotus  electrieui,  and  electric  Gahe*, 


rriubility,  166,  198. 


Halleiian  irriu 

nearina.234. 

Headaches,  380.  401,  417,  433,  440. 

Heart  and  bloiMl-veaseli,  eUect*  of  elee> 

tricity  on,  iJG,  »21,  402. 
Ilelii,  with  clncknork,  110,  147. 
Hemicrfnb,38l,401,432. 
Hemiplegia,  4M,  502,  511—516. 
Hernia,  682. 

Hip-joint  ^seaie,  411,  412. 
History  of  medical  uses  of  electricity,  65, 

70,  81. 
nolmes,  Sir  Edvrard's  researches,  217. 
Humboldt's  battery,  113. 
Humboldt's  riectrD.phyBiDlogical  reaearth- 


,204. 


Hidn. 

Uygrnmctcr  fat  testing  atmospheric  hu- 
midity, 34. 
Hypera?slhe>ia  and  pains,  326,  344.  378. 
Hypochondria,  351,  403. 
Hysterical  alTccdon  of  joints,  412,  572. 
Hysterical  ncurJeiii,  Z'.r.,  atrt,  402. 
Hysterical  paralysis,  -%!t,  5 


HysleHa  and  it 
Hysteria  cough,  383,  397. 
Hyateria,  with  ameslheaia,  5i 
Hysteria,  with  hyperasthesia 


t.  374. 


374,  410. 


I  Incontinr ncs  of  uHne.  CS1. 

Indifffsiion,  (nervous  dyspepsia,)  402. 
I  Imlolent  ulcers,  648. 
i  Induction  currents,  (secondary,)  134, 141. 

Induction   currents    different   from  prL 
[       marycurrents.  133,  151. 
I  Induction  currents,  methoda  of  iisinit,31£h 
j  lDetUa,2o£,*;il>. 

Infra- mammary  pain,  396. 

Inflammation,  2C1    m 

Influence  from  the  stDto  of  th*  sky,  40. 

Instruments  and  npparnim,  97. 

Insulating  stool  and  ohaii,  101. 
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Insulators  or  non-conductors,  123. 
Intensity  and  quantity,  128. 
Intermittent  fevers,  606. 
Intra-polar  workings,  314. 
Inter-costal  nerves,  pains  in,  396,  403. 
Iris,  effects  of  electricity  on,  232. 
Iritis,  rheumatic,  229,  641. 
Irritability,  Hallerian,  166. 
Irritability,  nervous,  180. 

Jaws,  upper  and  lower,  with  teeth,  illus- 
trated, 009. 

Jaws,  upper  and  lower,  with  nerves,  illus- 
trated, 436. 

Joints,  articular  cartilages  of,  360. 

Joints,  dropsical  affections  of,  546. 

Joints,  gouty  affections  of,  373. 

Joints,  hysterical  affections  of,  412,  572. 

Joints,  rheumatic  affections  of,  374. 

Kidney  affections  the  cause  of  paralysis, 

555. 
Kidneys,  defective  action  of,  poisons  the 

nerves,  685. 
Kidneys,  office  of,  to  remove  worn-out 

and  excess  of  matter,  684. 

Labile  and  stabile  working  of  the  cur- 
rents, 310,  316. 

Labile  contractions,  317. 

Labile  current  action  on  the  nerves,  100, 
IIM,  210,  2.32,  240,  310. 

Laryngeal  atony,  (see  Aphonia,)  576. 

Laws  of  damage  by  lightning,  45. 

Laws  of  electro-physiology,  203,  210,  289. 

Laws  of  electro-pathology,  2.34,  200. 

Laws  of  electro-reflex  actions,  197,  309. 

Lead  eolic,  540,  097. 

Lead  piilsy,  treatment  of,  539,  697. 

Leyden  jar,  68,  99. 

Leyden  jar  of  great  length,  (Atlantic  ca- 
ble ?)  200. 

Leyden  jar  to  give  shock  by,  99. 

Leyden  jar,  how  charged,  98. 

Lightning,  effects  on  the  human  organ- 
ism, 40. 

Lightning,  forked  and  sheet,  44. 

Lightning,  how  it  kills,  (or  cures,)  46. 

liightning  of  the  clouds,  43. 

Lightning,  safety  from,  44. 

Liver,  torpor  of,  619. 


Loadstone,  316. 

Locked-jaw,  583. 

Localized  Faradaixation,  331. 

Local  palsy,  407»  525. 

Loss  of  voice,  (aphonia,)  576. 

Lumbo-sacral   and   abdominal    neuralgia 

illustrated,  457. 
Lumbo-sacral   and    abdominal   neuralgia 

points  and  spots,  461. 
Lumbo-sacral  nerves  illustrated,  458. 
Lungs,  consumption  uf,  638. 

Magnetism,  35,  133,  341. 

Magnetism  dififcrent  from  electricity,  35, 

133. 
Magnetism,  electro,  different  from    gal- 
vanism, 3<3,  133,  151. 
Magnetism,  electro,  methods  for  using,149. 
Magneto-electricity,  148. 
Magneto-electricity  may  be  different  from 

electro-magnetism,  147. 
Magneto-electric  portable  machine,  149. 
Magnets  as  a  remedy,  341. 
Mammary  and  sternal  region,  275. 
Marianini's  researches,  82. 
Medical  uses  of  electricity  in  early  times, 

69,  176,  6.56. 
Medical  uses  of  electricity,  galvanic,  70. 
Melyalgia,  38.5. 
Mercurial  tremblings,  60.5. 
Methods  for  using  different  electricities. 

287,  11(>— 119,  240,  280,  328,  475. 
Methods  for  using  static  electricity,  283. 
Methods  for  using  dynamic  electricity,  287. 
Methods  for  using  Galvanism  and  Fara« 

daism,  110,  117,  294,  322,  328,  329,  475. 
Methods  for  using,  as  by  Duchenne,  29^5, 

323,  328,  331,  351. 
Methods  for  using,  as  by  Rcmak,  301 — 308. 
Meteorolog}',  29,  \\, 
Midwifery,  607,  703. 
Milk,  secretion  of,  633. 
Moxa,  electric,  117,  0.50. 
Muscle  about  the  hip  joint,  544. 
Muscle  atrophy  or  wasting,  562. 
Muscle  cramps,  382,  004. 
Muscle  contractions,  369,  372. 
Muscle  conglomeration,  563. 
Muscle,  effects  of  electricity  on,  265. 
Muscle-fibre  illustrated,  168. 
Muscle  fibre-cells  illustrated,  277. 
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Muscle  fibre  of  straight  muscles,  200. 
Muscle  motion  explained,  162. 
Muscle  on  the  front  of  leg,  546,  547. 
Muscle  on  the  front  of  thigh,  546. 
Muscle  on  the  back  of  thigh,  545. 
Muscle  pains,  378. 
Muscle  tremblings,  605. 
Muscular  hypertcsthesia,  378,  382. 
Muscles  of  the  face  and  neck  illustrated, 

266. 
Muscles  of  the  back,  (first  layer,)  269. 
Muscles  of  the  back,  (second  layer,)  273. 
Muscles  on  front  of  body  illustrated,  275. 
Muscles  on  side  of  body  illustrated,  276. 
Muscles  on  front  of  fore-arm,  525. 
Muscles  on  palm  of  hand  illustrated,  526. 
Muscles  of  the  whole  body,  473,  474,  477, 

478. 
Muscles  on  back  of  forearm  illustrated,  540. 
Muscles  on  back  of  hand  illustrated,  542. 
Muses  volitantes,  523,  642. 

Natural  electricity,  15,  199. 
Nature  of  electricity,  18. 
Needle,  acu-puncture,  653. 
Needle,  astatic,  135. 
Needle,  electro- puncture,  424,  653. 
Ner>-e,  auditory,  illustrated,  234. 
Nerve,  facial,  illustrated,  432. 
Nerve,  facial,  paralysis  of,  534. 
Nerve,  neuralgia  of  the  tri-facial,  394. 
Nerve  polarization,  200,  349. 
Nerve,  pneumogastric,  351,  443. 
Nerve  sciatica,  (ischiatic,)  162, 200. 
Nerve,  sympathetic,  247,  401,  410,  443. 
Nerve  terminal  fibrils,  162,  200. 
Nerve,  tri-facial,  illustrated,  436. 
Nerves,  anterior  tibial  terminals,  469. 
Nerves,  geography  of,  433. 
Nerves  in  the  facial  neuralgic  region,  433. 
Nerves  in  the  occipito-cervical  region,  440. 
Nerves  in  the  cervico-brachial  region,  445. 
Nerves  in  the dorso-intercostal  region,  454. 
Nerves  in  the  lumbo-sacral  region,  457. 
Nerves  in  the  sciatico-femoral  region,  462. 
Nerves    in    the    cervico-brachial    region 

illustrated,  445. 
Nerves  in  health  and  disease,  248,  344. 
Nerves    influenced  by  electric  currents, 

190,  192,  19i,  210,  213,  232,  244. 
Nenret  of  the  eighth  pair  illustrated,  443. 

60* 


Nerves  of  the  ninth  pair  illustrated,  445. 
Nerves  of   the  lumbo-abdominal  region 

illustrated,  457. 
Nerves  of  the  lumbar  and  ischiatic  plexus 

illustrated,  458. 
Nerves  of  the  femoral  (crural)  illustrated, 

463. 
Nerves  of  the  sciatic,  (ischiatic,)  greatef 

and  less,  illustrated,  465. 
Nerves  of  the  brachial  plexus  illustrated, 

448. 
Nerves  of  the  bend  of  the  elbow  illu8« 

trated,  449. 
Nerves  on  the  front  of  the  forearm  illus- 
trated, 450. 
Nerves  on  the  back  of  the  forearm  illus- 
trated, 451. 
Ner>'es,  popliteal,  illustrated,  463. 
Nerves,  posterior  tibial,  illustrated,  467. 
Nerves,  posterior  tibial  terminals,  468. 
Nerve-action  diminished,  471,  403. 
Nerve-action  exalted,  344. 
Nervo-electric  battery,(the  brain,)  160, 216. 
Nervo-electric  battery,  effects  of  heat  and 

cold  upon,  216,  349. 
Nervo-electric  currents  in  man,  191,  194. 
Nervous  afi'cctions  of  the  eye,  641. 
Nervous  affections  of  the  ear,  644. 
Nervous  fluid  or  force,  199,  201,  219. 
Neuralgia,  facial,  394,  641. 
Neuralgia,  femoro-pretibial,  299. 
Neuralgia,  intercostal,  396,  403. 
Neuralgia,  infra-mammary,  396,  403. 
Neuralgia,  kw  of  treatment  by  electricity, 

240,  421,  462,  475-479,  700. 
Neuralgia,  occipital,  396,  401. 
Neuralgia  of  the  eye,  641. 
Neuralgia  of  the  head,  393,  417. 
Neuralgia  of  the  heart,  402. 
Neuralgia  of  the  muscles,   (hypencsthe' 

sia,)  378,  402. 
Neuralgia  of  the  uterus,  402. 
Neuralgia  of  the  skin,  401. 
Neuralgia  of  the  periosteum  of  bones  and 

teeth,  401,  419. 
Neuralgia  of  the  ganglionic  nerves,  351, 

401,  410,  443. 
Neuralgia  of  the  spermatic  cord,  398. 
Neuralgia,  thoracic,  381,  396. 
Neuralgia,  two  classes  of,  390, 427, 421, 429. 
Neuralgia  treated  by  electro-puncture,  424« 
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Neuralgia  treated,  408,  421,  47*5,  655 

Neuralgia,  vesical,  (bladder,)  402. 

Neuralgic  points  and  spots  in  the  facial 
region,  433. 

Neuralgic  points  and  spots  in  the  occipito- 
cervical region,  391,  440. 

Neuralgic  points  and  spots  in  the  ccrvico- 
brachial  region,  391,  445. 

Neuralgic  points  and  spots  in  the  dorso- 
intercostal  region,  391,  454. 

Neuralgic  points  and  spots  in  the  lumbo- 
sacral region,  391,  461. 

Neuralgic  points  and  spots  in  the  sciatico- 
femoral  region,  391,  469. 

Nobili's  researches,  83,  210. 

Observations  meteorological,  29,  41. 

Obiiervations  of  weather,  39,  42. 

Occipito-ccrvical  neuralgia,  440. 

Dccipito-ccr^ical  neuralgic  region,  441. 

Occipito-cervical  neuralgic  points  and 
spots,  440. 

Odontalgia,  395. 

(Edema,  635. 

Oersted's  discovery,  134. 

(Esophagus,  279. 

One-way  current  of  induction,  144,  149, 
151,  241. 

Organs  of  sense,  effects  of  electricity  on, 
230. 

Organs  of  digestion  illustrated,  253 

Osmotic  force,  217. 

Otalgia,  treatment  of,  305. 

Pain  from  the  cloctrodo,  328. 
Pains,  hypora'>th('sia  and  exalted  nerve- 
action,  344,  349,  402,  655. 
Pains,  inflammatory,  3-12,  408. 
Pains,  muscular,  349,  386,  402. 
Pains,  neuralgic  points  of,  390,  438. 
Pains,  neuralgic  spots  of,  HOO,  438. 
Pains,  rheumatic,  386,  408. 
Pains,  spinal,  371,  405,  409. 
Palsy,  (paralysis,)  471,  480,  oV). 
Palsy,  (anaesthesia)  of  sensation,  521. 
Palsy,  brain,  476,  488,  511. 
Palsy,  facial,  531. 
Palsy,  hemiplcpir,  502,  510. 
Palsy,  hysterical,  558,  569. 
Palsy,  lead,  539,  542. 
Palsy,  local,  525,  555. 
Palsy  of  children,  548,  568. 


Palsy  of  Tocal  cords,  (aphonia,)  576. 

Palsy,  paraplegic,  617. 

Palsy,  progressive  or  wasting,  561,  565. 

Palsy,  rheumatic,  544. 

Palsy,  spasmo,  548,  591. 

Palsy,  spinal,  520,  527,  558. 

Palsy,  traumatic,  526,  529. 

Palsy,  wasting  or  progressive,  561,  565. 

Paraplegia,  517,  520. 

Paraplegia,  hysterical,  558. 

Paraplegia,  incomplete,  555. 

Paraplegia,  partial  or  renal,  555. 

Paraplegia,  rheumatic,  519. 

Paralysis,  471,  480,  511. 

Paralysis,  facial,  of  two  classes,  531. 

Paralysis,  facial,  simple,  534. 

Paralysis  from  arsenic,  (wall-paper,)  694. 

Paralysis,  hysterical,  669. 

Paralysis,  hemiplegic,  502,  510. 

Paralysis,  lead,  639,  542,  694. 

Paralysis  of    sentient  nerves,  (ana^slhe* 

sia,)  625. 
Paralysis  of  cords  vocales,  (aphonia,)  576. 
Paralysis  of  auditory  nene,  231,  336,  641. 
Paralysis  of  the  iris,  231,  641. 
Paralysis  of  the  tongue,  580. 
Paralysis  spasmo,  in  childhood,  584. 
Paralysis  of  the  bladder,  680. 
Paralysis,  paraplegic,  517. 
Paralysis,  partial,  from  urinar}' disease,  555. 
Paralysis,  renal,  555. 
Paralysis,  rheumatic,  544. 
Paralysis,  traumatic,  520. 
Paralysis  (prolapsus)  uteri,  641. 
Paralysis,  wasting  progressive,  561. 
PeMc  bones,  diseases  of,  412. 
Physiolog)',  electro,  156. 
Pile,  voltaic,  104,  127. 
Plcuralgia,  383. 

Plexus,  nerves  of  brachial,  448. 
Plexus,  nerves  of  cervical,  432. 
Plexus,  nerves  of  lumbar  aiul  ischia,  458. 
Plexus,  nerves  of  popliteal,  406. 
Plexus,  nerves  of  sciatic,  (ischiutic,)  465. 
Pneumogastric  nerve  illustrated,  443. 
Points  or  spots  of  neuralgia,  390.  438. 
Poison,  arsenical,  (wall-paper,)  695. 
Poison,  chloroform,  690. 
Poison,  lead  pipe,  695. 
Poison,  narcotics,  683. 
Polarity  of  atoms,  163,  165,  191,  199. 
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Polarity  of  nerves,  192,  200. 

Polar  alternations,  315. 

Polar  working  of  the  current,  192,  314. 

Precautions  in  treatment,  280,  490,  499. 

Progressive  atrophy,  562. 

Progressive  wasting  palsy,  561. 

Prognosis  of  disease  from  deformed  car, 

236. 
Prolapsus  of  intestines,  621. 
Prolapsus  uteri,  recti  and  vagina,  614. 
Pulmonary  consumption,  637. 
Pulsation,  nervous,  local,  406. 
Pulvermacher's  chain  battery,  117. 
Puncture,  acu,  655. 
Puncture,  electro,  651. 

Quantity  and  Intensity  of  current,  128. 

Rachalgia,  380,  411. 

Ramollissemcnt  or  softening  of  brain,  510. 
Regions  of  the  human  body,  251. 
Region  of  neuralgia,  occipito-cervical,  440. 
Region  of  neuralgia,  cer>'ico-brachial,  445. 
Region  of  neuralgia,  dorso-intercostal,  454. 
Region  of  neuralgia,  lumbo-sacral,  457. 
Region  of  neuralgia,  sacro-femoral,  462. 
Region  of  neuralgia,  facial,  433. 
Repair  and  waste  of  the  human  organism, 

164,  683. 
Researches  of  Aldini,  77. 
Researches  of  Arago,  45, 134. 
Researches  of  Bccquerel,  20,  40. 
Researches  of  Claude  Bernard,  246. 
Researches  of  De  la  Rive,  19,  28. 
Researches  of  Dubois-Rcymond,  88, 191. 
Researches  of  Faraday,  139. 
Researches  of  Galvani,  70. 
Researches  of  Grapcngeisser,  176. 
Researches  of  Henry,  139. 
Researches  of  Marianini,  82,  84,  203. 
Researches  of  Mattcucci,  87. 
Researches  of  Marshall  Hall,  483,  496. 
Researches  of  Nobili,  80,  83. 
Researches  of  Oersted,  134. 
Researches  of  Pelletier,  40. 
Researches  of  Quetilit,  41. 
Researches  of  Ritter,  86,  178. 
Researches  of  Remak,  84,  92,  301. 
Researches  of  Sir  James  Murray,  54. 
Researches  of  Sir  Charles  Bell,  562. 
Researches  of  Volta,  72,  81,  173. 


Researches  of  Von  Humboldt,  77,  80, 175. 
Researches  of  Valli,  76, 105,  174. 
Researches  of  Valleix,  391. 
Researches  in  electro-physiology,  81,  173. 
Researches  in  electro-pathology,  471,  583. 
Respiration,  enfeebled,  637. 
Return-shock  of  lightning,  46. 
Retention  of  urine,  680. 
Rheumatic  affections,  360,  385,  400,  469. 
Rheumatic  affections,  chronic  cases  of,  366. 
Rheumatic  carditis,  602. 
Rheumatic  iritis,  641. 
Rheumatic  joints,  360,  373. 
Rheumatic  nodosities,  362,  373. 
Rheumatic  paralysis,  (palsy,)  544, 368, 372. 
Rigidity,  506. 

Saint  Vitus*  dance,  (chorea,)  601* 

Safety  from  lightning,  44. 

Secretions,  effects  of  currents  upon,  60S, 
633, 652. 

Seeing,  231,  641. 

Sensibility  and  irritability,  566. 

Sciatica,  diagnosis  and  treatment  of,  352. 

Shaking  palsy,  605. 

Sir  Humphry  Davy's  apparatus  and  ex- 
periments, 107,  136. 

Sir  James  Murray,  researches  of,  54. 

Seance,  (sitting)  280, 328,  475. 

Sky,  42. 

Smelling,  237. 

Smee's  battery,  41. 

Softening  of  brain,  (ramollissemcnt,)  510. 

Sources  of  electricity,  16. 

Spasms,  322,  583. 

Spasmo-paralysis  of  children,  548. 

Spasmodic  diseases,  322,  584,  591. 

Sparks  given  or  taken,  99,  284. 

Spastic  affections,  322, 583,  591. 

Spinal  column  illustrated,  223. 

Spinal  cord  and  brain  illustrated,  224. 

Spinal  cord,  posterior  view,  illustrated,  225. 

Spinal  cord,  piece  of  natural  size,  226. 

Spinal  cord,  effects  of  electricity  upon,  226. 

Spinal  curvature,  268,  552. 

Spinal  diseases,  406,  411,  591. 

Spinal  hysterical,  405. 

Spinal  irritation,  455,  591. 

Spinal  neuralgia,  406. 

Spinal  rheumatism,  408,  411. 

Spots  and  points,  neuralgic,  390,  438. 
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Static  electricity  and  instruments,  21,  97. 

Static  electricity,  methods  of  using,  283. 

Storms  and  meteorology,  30,  40. 

Stomach,  nervous  affections  of,  381. 

Stone  dissolved  in  bladder,  679. 

Stuttering,  603. 

Suflfocation,  (asphyxia,)  to  prevent  death 
by,  690. 

Suppression  of  urine,  680. 

Surgery,  dental,  electricity  in,  664. 

Surgery,  dental,  Faradaic  process  in,  665. 

Surgery,  electricity  in,  640. 

Sympathetic  nerves  (ganglionic)  illus- 
trated, 247. 

Sympathetic  nerves,  effects  of  electricity 
upon,  24o. 

Sympathetic  nerves,  neuralgia  of,  351,401. 

Symmc*8  two-fluid  theory,  19. 

Tabes  dorsalis,  564. 

Tabes  mesentcrei,  622. 

Tasting,  effects  of  electricity  on,  238. 

Team-electrodes,  519,  F  in  Appendix. 

Teeth,  669. 

Terminal  fibrils  of  nerves,  519. 

Tetanic  affections,  583,  590. 

Tetanus  of  Ritter,  313. 

Thermo-electric  cube  illustrated.  20. 

Thermo-electricity,  19. 

Thorax,  nervous  affections  of,  384. 

Thoracal^ia,  384. 

Thuiiderbolts,  43,  4.3. 

Tic-doiilourcux,  (facial  neuralgia,)  301. 

Torpedo,  and  other  electric  fishes,  183. 

Toothache,  072. 

Tninsfuimation  of  tissues,  562. 

TrauTiiJitic  paralysis,  101,  52C,  529. 

rraumatic  tetanus,  590. 

Tremblings  in  muscles  and  limbs,  605. 

Tremors  or  tremblings,  (agitans,)  604. 

Treatment,  circle,  408,  430,  Sc  Appendix. 

Treatment,  Faradaic,  239,  328,  331. 

Treatment,  Galvanic,  228,  239,  294. 


Trismus,  588. 

Tri-facial  nerves,  affections  of,  394. 
Tri-facial  nerves  illustrated,  436. 
Tubercle  and  cancer,  637. 
Two-way  current  of  induction,  144,  149, 
151,  241. 

Ulcers,  indolent,  116,  648. 
Ultimate  cells  of  animal  life,  154. 
Ulterior  nerve  filaments  illustrated,  162. 
Un-united  fracture  of  bones,  6.57. 
Up-running  current,  (inverse,)  180,  208. 
Ure,  researches  of  Dr.,  214. 
Urinary  bladder,  nervous  affections  of,  679. 
Urinar>'  bladder,  neuralgia  of,  402,  680. 
Urinary  bladder,  paralysis  of,  680. 
Urinary  bladder,  stone  dissolved  in,  680. 
Urinary  bladder,  to  Faradaize,  338. 
Uterine  nerves,  255,  609,  612. 
Uterine  nervous  affections,  402,  410,  615. 
Uterus,  deviations  of,  612,  &  Appendix. 

Valleix,  the  "painful  points"  laid  dot^n 

by  Dr.,  391. 
Valleix,  researches  of,  390. 
Venous  and  arterial  blood,  164,  260,  68.*?. 
Vibrator  of  electro-magnetic  machine,  142, 

IV). 
Vicissitudes  of  weather  cause  of  disease, 

42,  49,  53,  64. 
Vital  spot,  222. 
Vitality,  l.'>7,  190,  215. 
Voice,  loss  of,  (aphonia,)  576. 
Voltaic  electricity,  10.). 
Volta's  opposition  to  Galvani,  72. 
Volta's  pile,  (battery,)  104. 
Volta's  researches,  70,  10.1,  174.  312. 
Vomiting,  hysterical,  374. 

Waste  and  repair  of  the  human  organism, 

104,  0S3. 
"Wasting  palsy,  (not  self-li»'^itcd,)  o6o. 
Weather  observations,  39,  42. 
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